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Electrical machines are almost entirely used in producing electricity, and there are very few 
electricity-producing processes where rotating machines are not used. In such processes, 
at least auxiliary motors are usually needed. In distributed energy systems, new machine 
types play a considerable role: for instance, the era of permanent magnet machines has now 
commenced. 

About half of all electricity produced globally is used in electric motors, and the share of 
accurately controlled motor drives applications is increasing. Electrical drives provide proba- 
bly the best control properties for a wide variety of processes. The torque of an electric motor 
may be controlled accurately, and the efficiencies of the power electronic and electromechan- 
ical conversion processes are high. What is most important is that a controlled electric motor 
drive may save considerable amounts of energy. In the future, electric drives will probably 
play an important role also in the traction of cars and working machines. Because of the 
large energy flows, electric drives have a significant impact on the environment. If drives 
are poorly designed or used inefficiently, we burden our environment in vain. Environmen- 
tal threats give electrical engineers a good reason for designing new and efficient electric 
drives. 

Finland has a strong tradition in electric motors and drives. Lappeenranta University of 
Technology and Helsinki University of Technology have found it necessary to maintain and 
expand the instruction given in electric machines. The objective of this book is to provide stu- 
dents in electrical engineering with an adequate basic knowledge of rotating electric machines, 
for an understanding of the operating principles of these machines as well as developing el- 
ementary skills in machine design. However, due to the limitations of this material, it is not 
possible to include all the information required in electric machine design in a single book, 
yet this material may serve as a manual for a machine designer in the early stages of his or 
her career. The bibliographies at the end of chapters are intended as sources of references 
and recommended background reading. The Finnish tradition of electrical machine design is 
emphasized in this textbook by the important co-authorship of Professor Tapani Jokinen, who 
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electrical machine design is provided by Professor Valéria Hrabovcova from Slovak Republic, 
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Cth 
CTI 


DC 


linear current density [A/m] 

magnetic vector potential [V s/m] 

temperature class 105 °C 

alternating current 

asynchronous machine 

armature winding of a DC machine 

number of parallel paths in windings without commutator: per phase, in 
windings with a commutator: per half armature, diffusivity 
magnetic flux density, vector [V s/m7], [T] 

remanence flux density [T] 

saturation flux density [T] 

temperature class 130°C 

commutating pole winding of a DC machine 

width [m] 

conductor width [m] 

conductor width [m] 

tooth width [m] 

rotor tooth width [m] 

stator tooth width [m] 

rotor slot width [m] 

stator slot width [m] 

width of ventilation duct [m] 

slot opening [m] 

capacitance [F], machine constant, integration constant 
temperature class > 180°C 

compensating winding of a DC machine 

friction coefficient 

specific heat capacity [J/kg K], capacitance per unit of length, factor, 
divider, constant 

specific heat capacity of air at constant pressure 

heat capacity 

Comparative Tracking Index 

specific volumetric heat [kJ/K m°] 

electric flux density [C/m?], diameter [m] 

direct current 
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Abbreviations and Symbols 


outer diameter of the rotor [m] 

inner diameter of the rotor [m] 

inner diameter of the stator [m] 

outer diameter of the stator [m] 

series magnetizing winding of a DC machine 

thickness [m] 

thickness of the fringe of a pole shoe [m] 

electromotive force (emf) [V], RMS, electric field strength [V/m], scalar, elastic 
modulus, Young’s modulus [Pa] 

activation energy [J] 

electric field strength, vector [V/m] 

temperature class 120°C 

irradiation 

shunt winding of a DC machine 

electromotive force [V], instantaneous value e(t) 
Napier’s constant 

force [N], scalar 

force [N], vector 

temperature class 155°C 

finite element analysis 

geometrical factor 

magnetomotive force fp H - dl [A], (mmf) 

separate magnetizing winding of a DC machine or a synchronous machine 
frequency [Hz], Moody friction factor 

coefficient, constant, thermal conductance per unit length 
electrical conductance 

thermal conductance 

magnetic field strength [A/m] 

coercivity related to flux density [A/m] 

coercivity related to magnetization [A/m] 

temperature class 180°C, hydrogen 

height [m] 

conductor height [m] 

conductor height [m] 

tooth height [m] 

height of a subconductor [m] 

height of pole body [m] 

stator slot height [m] 

height of rotor yoke [m] 

height of stator yoke [m] 

electric current [A], RMS, brush current, second moment of an area, moment 
of inertia of an area [m*] 

induction motor 

counter-rotating current (negative-sequence component) [A] 
current of the upper bar [A] 

conductor current 
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ly 
IC 
IEC 


Keu, kFe 


cma 

Lin 

Loa 

Ly 

ee 

L” 

Lb. 13, 


XVii 


current of the lower bar, slot current, slot current amount [A] 
classes of electrical machines 

International Electrotechnical Commission 

imaginary part 

current [A], instantaneous value /(f) 

moment of inertia [kg m7], current density [A/m*], magnetic polarization 
Jacobian matrix 

moment of inertia of load [kg m7] 

moment of inertia of the motor, [kgm7] 

saturation of polarization [V s/m7] 

surface current, vector [A/m] 

difference of the numbers of slots per pole and phase in different layers 
imaginary unit 

transformation ratio, constant, number of commutator segments 
inductance ratio 

connecting factor (coupling factor), correction coefficient, safety factor, ordinal 
of layers 

Carter factor 

space factor for copper, space factor for iron 

distribution factor 

machine-related constant 

correction factor 

short-circuit ratio 

skin effect factor for the inductance 

pitch factor 

pitch factor due to coil side shift 

skin effect factor for the resistance 

saturation factor 

skewing factor 

coefficient of heat transfer [W/m? K] 

pitch factor of the coil side shift in a slot 

winding factor 

safety factor in the yield 

self-inductance [H] 

characteristic length, characteristic surface, tube length [m] 
inductor—capacitor 

tooth tip leakage inductance [H] 

short-circuit inductance [H] 

magnetizing inductance [H] 

magnetizing inductance of an m-phase synchronous machine, in d-axis [H] 
mutual inductance [H] 

main inductance of a single phase [H] 

slot inductance [H] 

transient inductance [H] 

subtransient inductance [H] 

network phases 
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Abbreviations and Symbols 


length [m], closed line, distance, inductance per unit of length, relative 
inductance, gap spacing between the electrodes 

unit vector collinear to the integration path 

effective core length [m] 

average conductor length of winding overhang [m] 
wetted perimeter of tube [m] 

inductance as a per unit value 

length of coil ends [m] 

mutual inductance [H], magnetization [A/m] 
saturation magnetization [A/m] 

number of phases, mass [kg], 

constant 

number of turns in a winding, number of turns in series 
number of coil turns in series in a single pole 

Nusselt number 

number of bars of a coil side in the slot 

number of turns of compensating winding 

number of turns of one pole pair 

number of conductors in each side 

Nondrive end 

set of integers 

set of even integers 

set of odd integers 

normal unit vector of the surface 

rotation speed (rotation frequency) [1/s], ordinal of the harmonic (sub), 
ordinal of the critical rotation speed, integer, exponent 
number of section of flux tube in sequence 

number of ventilation ducts 

number of flux tube 

power, losses [W] 

input power [W] 

pole amplitude modulation 

permanent magnet synchronous machine (or motor) 
pulse width modulation 

additional loss [W] 

Prandtl number 

friction loss [W] 

number of pole pairs, ordinal, losses per core length 
aluminium content 

number of pole pairs of a base winding 

partial discharge 

electric charge [C], number of slots, reactive power [VA], 
average number of slots of a coil group 

number of free slots 

number of radii in a voltage phasor graph 

number of slots of a base winding 
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On 
q 
dk 
dm 


(th 
R 


Roar 
RM 
RMS 
Rn 
Rtn 
Re 
Re 


quantity of heat 

number of slots per pole and phase, instantaneous charge, g(t) [C] 
number of slots in a single zone 

mass flow [kg/s] 

density of the heat flow [W/m7] 

resistance [&2], gas constant, 8.314472 [J/K mol], thermal resistance, 
reactive parts 

bar resistance [2] 

reluctance machine 

root mean square 

reluctance [A/V s = 1/H] 

thermal resistance [K/W] 

real part 

Reynolds number 

critical Reynolds number 

Resin-rich (impregnation method) 

radius [m], thermal resistance per unit length 

radius unit vector 

duty types 

apparent power [VA], cross-sectional area 
synchronous motor 

switched reluctance 

synchronous reluctance machine 

cross-sectional area of conductor [m7] 

pole surface area [m7] 

rotor surface area facing the air gap [m7] 

Poynting’s vector [W/m7], unit vector of the surface 
slip, skewing measured as an arc length 

torque [N m], absolute temperature [K], period [s] 
Taylor number 

modified Taylor number 

pull-out torque, peak torque [N m] 

commutation period [s] 

totally enclosed fan-cooled 

mechanical time constant [s] 

mechanical torque [N m] 

pull-up torque [N m] 

counter torque [N m] 

locked rotor torque, [N m] 

time [s], number of phasors of a single radius, largest common divider, 
lifetime of insulation 

tangential unit vector 

commutation period [s] 

rise time [s] 

number of layers in a voltage vector graph for a base winding 
voltage [V], RMS 


Wimna 


Wit 


SY 
VA 
y2 
YC 
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depiction of a phase 

magnetic voltage [A] 

peak value of the impulse voltage [V] 

coil voltage [V] 

terminal of the head of the U phase of a machine 

terminal of the end of the U phase of a machine 

voltage, instantaneous value u(t) [V], number of coil sides in a layer 
blocking voltage of the oxide layer [V] 

commutation voltage [V] 

mean fluid velocity in tube [m/s] 

volume [m°], electric potential 

depiction of a phase 

scalar magnetic potential [A] 

vacuum pressure impregnation 

terminal of the head of the V phase of a machine 

terminal of the end of the V phase of a machine 

speed, velocity [m/s] 

vector 

energy [J], coil span (width) [m] 

depiction of a phase 

energy returned through the diode to the voltage source in SR drives 
energy stored in the magnetic field in SR machines 

energy converted to mechanical work while de-energizing the phase 
in SR drives 

energy converted into mechanical work when the transistor is conducting 
in SR drives 

energy returning to the voltage source in SR drives 

coenergy [J] 

terminal of the head of the W phase of a machine 

terminal of the end of the W phase of a machine 

magnetic energy [J] 

length [m], energy per volume unit 

reactance [Q] 

coordinate, length, ordinal number, coil span decrease [m] 

relative value of reactance 

admittance [S] 

temperature class 90°C 

coordinate, length, step of winding 

winding step in an AC commutator winding 

coil span in slot pitches 

coil span of full-pitch winding in slot pitches (pole pitch expressed in 
number of slots per pole) 

coil span decrease in slot pitches 

step of span in slot pitches, back-end connector pitch 

step of connection in slot pitches, front-end connector pitch 
commutator pitch in number of commutator segments 


Abbreviations and Symbols Xxi 


Z 


ZM 
Zs 
Zo 
Z 
Za 
Zb 
Zc 
ap 
ZQ 
Zt 
oy 


1/a 
ADC 
Qj 
Qm 


OPM 
Oy 
OSM 
QO str 


Eth 
EQ 


impedance [{2], number of bars, number of positive and negative phasors of the 
phase 

characteristic impedance of the motor [Q] 

surface impedance [2] 

characteristic impedance [(2] 

coordinate, length, integer, total number of conductors in the armature winding 
number of adjacent conductors 

number of brushes 

number of coils 

number of parallel-connected conductors 

number of conductors in a slot 

number of conductors on top each other 

angle [rad], [°], coefficient, temperature coefficient, relative pole width of the 
pole shoe, convection heat transfer coefficient [W/K] 

depth of penetration 

relative pole width coefficient for DC machines 

factor of the arithmetical average of the flux density 

mass transfer coefficient [(mol/sm*)/(mol/m*) = m/s] 

angle between the phase winding 

relative permanent magnet width 

heat transfer coefficient of radiation 

relative pole width coefficient for synchronous machines 

angle between the phase winding 

heat transfer coefficient [W/m K] 

slot angle [rad], [°] 

phasor angle, zone angle [rad], [°] 

angle of single phasor [rad], [°] 

angle [rad], [°], absorptivity 

energy ratio, integration route 

interface between iron and air 

angle [rad], [°], coefficient 

commutation angle [rad], [°] 

switch conducting angle [rad], [°] 

air gap (length), penetration depth [m], dissipation angle [rad], [°], load angle 
[rad], [°] 

the thickness of concentration boundary layer [m] 

equivalent air gap (slotting taken into account) [m] 

effective air gap(influence of iron taken into account) 

velocity boundary layer [m] 

temperature boundary layer [m] 

load angle [rad], [°], corrected air gap [m] 

minimum air gap [m] 

permittivity [F/m], position angle of the brushes [rad], [°], stroke angle [rad], 
[°], amount of short pitching 

emissitivity 

permittivity of vacuum 8.854 x 107!? [F/m] 
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phase angle [rad], [°], harmonic factor 

efficiency, empirical constant, experimental pre-exponential constant, 
reflectivity 

current linkage [A], temperature rise [K] 

compensating current linkage [A] 

total current linkage [A] 

angle [rad], [°] 

angle [rad], [°] 

angle [rad], [°], factor for reduction of slot opening, transmissivity 
permeance, [Vs/A], [H] 

thermal conductivity [W/m K], permeance factor, proportionality factor, 
inductance factor, inductance ratio 

permeability [V s/A m, H/m], number of pole pairs operating simultaneously per 
phase, dynamic viscosity [Pas, kg/s m] 

relative permeability 

permeability of vacuum, 42 x 107’ [Vs/Am, H/m] 

ordinal of harmonic, Poisson’s ratio, reluctivity [A m/V s, m/H], pulse velocity 
reduced conductor height 

resistivity [Q m], electric charge density [C/m7], density [kg/m’], reflection 
factor, ordinal number of a single phasor 

absolute overlap ratio 

effective overlap ratio 

transformation ratio for IM impedance, resistance, inductance 

specific conductivity, electric conductivity [S/m], leakage factor, ratio of the 
leakage flux to the main flux 

tension [Pa] 

normal tension [Pa] 

tangential tension [Pa] 

mechanical stress [Pa] 

Stefan—Boltzmann constant, 5.670 400 x 1078 W/m2/K* 

relative time 

pole pitch [m] 

pole pitch on the pole surface [m] 

rotor slot pitch [m] 

stator slot pitch [m] 

slot pitch [m] 

zone distribution 

direct-axis transient short-circuit time constant [s] 

direct-axis transient open-circuit time constant [s] 

direct-axis subtransient open-circuit time constant [s] 

quadrature-axis subtransient short-circuit time constant [s] 
quadrature-axis subtransient open-circuit time constant [s] 

factor, kinematic viscosity, w/o, [Pas/(kg/m°*)] 

magnetic flux [Vs, Wb] 

thermal power flow, heat flow rate [W] 

air gap flux [Vs], [Wb] 
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a Ns SS 


Pe 
GOS 


Subscripts 


bar 
bearing 
C 

Cu 

C 
contact 
conv 
Cp 

cr, crit 
D 

DC 

d 

EC 

e 

ef 

el 

em 

ew 

ext 

Ff 

Fe 

f 
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magnetic flux, instantaneous value ¢(t) [Vs], electric potential [V] 
phase shift angle [rad], [°] 

function for skin effect calculation 

magnetic flux linkage [V s] 

electric flux [C], 

function for skin effect calculation 

length/diameter ratio, shift of a single pole pair 
mechanical angular speed [rad/s] 

electric angular velocity [rad/s], angular frequency [rad/s] 
temperature rise [K, °C] 

temperature gradient [K/m, °C/m] 

pressure drop [Pa] 


section 

primary, fundamental component, beginning of a phase, locked rotor torque, 
secondary, end of a phase 
aluminium 

armature, shaft 
additional (loss) 

average 

brush 

base value, peak value of torque, blocking 
bar 

bearing (losses) 
capacitor 

copper 

conductor, commutation 
brush contact 

convection 

commutating poles 
critical 

direct, damper 

direct current 

tooth, direct, tooth tip leakage flux 
eddy current 

equivalent 

effective 

electric 

electromagnetic 

end winding 

external 

force 

iron 

field 


XXiv 


Hy 


ao 


mag 
max 
mec 
min 
mut 


ns 


opt 


hysteresis 

internal, insulation 
compensating, short circuit, ordinal 
motor 

mutual, main 

magnetizing, magnetic 
maximum 

mechanical 

minimum 

mutual 

rated 

nominal, normal 
negative-sequence component 
starting, upper 

optimal 

permanent magnet 

pole, primary, subconductor, pole leakage flux 
pole shoe 

pole body 

phasor, phase 

positive-sequence component 
per unit 

quadrature, zone 

rotor, remanence, relative 
resultant 

surface 

Stator 

saturation 

impulse wave 

skew 

phase section 

synchronous 

tangential 

test 

thermal 

total 

slot, lower, slot leakage flux, pull-up torque 
zone, coil side shift in a slot, coil 
end winding leakage flux 
x-direction 

y-direction, yoke 

armature yoke 

rotor yoke 

stator yoke 

z-direction, phasor of voltage phasor graph 
air gap 
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SOS OS 


pw 


mR 2 


Subscripts 


~ 


I OS 


ordinal of a subconductor 
harmonic 

ordinal number of single phasor 
friction loss 

windage (loss) 

flux leakage 

flux 


peak/maximum value, amplitude 

imaginary, apparent, reduced, virtual 

base winding, complex conjugate 

Boldface symbols are used for vectors with components parallel to the unit 
vectors 1, J and k 

vector potential, A = 1A, + JA, + kA, 

flux density, B = 1B, + JB, + kB, 

complex phasor of the current 

bar above the symbol denotes average value 
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Principal Laws and Methods in 
Electrical Machine Design 


1.1 Electromagnetic Principles 


A comprehensive command of electromagnetic phenomena relies fundamentally on 
Maxwell’s equations. The description of electromagnetic phenomena is relatively easy when 
compared with various other fields of physical sciences and technology, since all the field 
equations can be written as a single group of equations. The basic quantities involved in the 
phenomena are the following five vector quantities and one scalar quantity: 


Electric field strength E [V/m] 
Magnetic field strength H [A/m] 
Electric flux density D [C/m?] 
Magnetic flux density B [V s/m?], [T] 
Current density J [A/m?] 
Electric charge density, dO/dV p [C/m?] 


The presence of an electric and magnetic field can be analysed from the force exerted by 
the field on a charged object or a current-carrying conductor. This force can be calculated by 
the Lorentz force (Figure 1.1), a force experienced by an infinitesimal charge dQ moving at a 
speed v. The force is given by the vector equation 


d 
dF = dQ + vx B) =dQE + Lat x B = dQE + idl x B. (1.1) 


In principle, this vector equation is the basic equation in the computation of the torque for 
various electrical machines. The latter part of the expression in particular, formulated with a 
current-carrying element of a conductor of the length dl, is fundamental in the torque produc- 
tion of electrical machines. 
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Figure 1.1 Lorentz force dF acting on a differential length d/ of a conductor carrying an electric cur- 
rent 7 in the magnetic field B. The angle 8 is measured between the conductor and the flux density vector 
B. The vector product id/ x B may now be written in the form id/ x B = id/B sin 6B 


Example 1.1: Calculate the force exerted on a conductor 0.1 m long carrying a current of 
10 A at an angle of 80° with respect to a field density of 1 T. 


Solution: Using (1.1) we get directly for the magnitude of the force 





F = |ilx B| = 10A-0.1m- sin80° - 1 Vs/m2 = 0.98 V As/m = 0.98N. 


In electrical engineering theory, the other laws, which were initially discovered empirically 
and then later introduced in writing, can be derived from the following fundamental laws 
presented in complete form by Maxwell. To be independent of the shape or position of the 
area under observation, these laws are presented as differential equations. 

A current flowing from an observation point reduces the charge of the point. This law of 
conservation of charge can be given as a divergence equation 


Yje (1.2) 
at’ 
which is known as the continuity equation of the electric current. 
Maxwell’s actual equations are written in differential form as 
OB 
Vx E=-—, (1.3) 
Ot 
oD 
VxH=J+—, (1.4) 
Ot 


V-B=0. (1.6) 
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The curl relation (1.3) of an electric field is Faraday’s induction law that describes how 
a changing magnetic flux creates an electric field around it. The curl relation (1.4) for mag- 
netic field strength describes the situation where a changing electric flux and current pro- 
duce magnetic field strength around them. This is Ampére’s law. Ampére’s law also yields a 
law for conservation of charge (1.2) by a divergence Equation (1.4), since the divergence of 
the curl is identically zero. In some textbooks, the curl operation may also be expressed as 
V x E=curlk =rotE. 

An electric flux always flows from a positive charge and passes to a negative charge. This 
can be expressed mathematically by the divergence Equation (1.5) of an electric flux. This law 
is also known as Gauss’s law for electric fields. Magnetic flux, however, is always a circulating 
flux with no starting or end point. This characteristic is described by the divergence Equation 
(1.6) of the magnetic flux density. This is Gauss’s law for magnetic fields. The divergence 
operation in some textbooks may also be expressed as V - D = divD. 

Maxwell’s equations often prove useful in their integral form: Faraday’s induction law 


d® 


d 

pe-a=< | B-as =- (1.7) 
dt dt 

/ S 


states that the change of a magnetic flux ® penetrating an open surface S is equal to a negative 
line integral of the electric field strength along the line / around the surface. Mathematically, 
an element of the surface S is expressed by a differential operator dS perpendicular to the 
surface. The contour line / of the surface is expressed by a differential vector dl parallel to 
the line. 

Faraday’s law together with Ampeére’s law are extremely important in electrical machine 
design. At its simplest, the equation can be employed to determine the voltages induced in the 
windings of an electrical machine. The equation is also necessary for instance in the determi- 
nation of losses caused by eddy currents in a magnetic circuit, and when determining the skin 
effect in copper. Figure 1.2 illustrates Faraday’s law. There is a flux ® penetrating through a 
surface $, which is surrounded by the line /. 


+e 
dS l 


Figure 1.2 Illustration of Faraday’s induction law. A typical surface S, defined by a closed line /, is 
penetrated by a magnetic flux ® with a density B. A change in flux density creates an electric current 
strength E. The circles illustrate the behaviour of E. dS is a vector perpendicular to the surface S$ 
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The arrows in the circles point the direction of the electric field strength EF in the case 
where the flux density B inside the observed area is increasing. If we place a short-circuited 
metal wire around the flux, we will obtain an integrated voltage ¢, E - di in the wire, and 
consequently also an electric current. This current creates its own flux that will oppose the 
flux penetrating through the coil. 

If there are several turns N of winding (cf. Figure 1.2), the flux does not link all these turns 
ideally, but with a ratio of less than unity. Hence we may denote the effective turns of winding 
by kywN, (ky < 1). Equation (1.7) yields a formulation with an electromotive force e of a 
multi-turn winding. In electrical machines, the factor k,, is known as the winding factor (see 
Chapter 2). This formulation is essential to electrical machines and is written as 


d d® dw 
e=—kyNS | B- dS = —kyN =. (1.8) 
dt dt dt 
S 


Here, we introduce the flux linkage ¥ = k,N@® = LI, one of the core concepts of electrical 
engineering. It may be noted that the inductance L describes the ability of a coil to produce 
flux linkage W. Later, when calculating the inductance, the effective turns, the permeance A 
or the reluctance R,, of the magnetic circuit are needed (L = (kyN)*A = (kyN)*/Rm). 


Example 1.2: There are 100 turns in a coil having a cross-sectional area of 0.0001 m’. 
There is an alternating peak flux density of 1 T linking the turns of the coil with a winding 
factor of k,, = 0.9. Calculate the electromotive force induced in the coil when the flux 
density variation has a frequency of 100 Hz. 


Solution: Using Equation (1.8) we get 


dw d® da... 
—_— = —k, N— = —k,, N—BS sinat 
dt dt dt 


d Vs 


, . 100 
= —0.9-100- — {| 1— - 0.0001 m* sin— _ .- 27 
dt m2 S 


200 200 
e = —90- 27m V cos ——7t = —565 V cos ——Ttt. 
S S 


Hence, the peak value of the voltage is 565 V and the effective value of the voltage 
induced in the coil is 565 V//2 = 400 V. 





Ampere’s law involves a displacement current that can be given as the time derivative of 
the electric flux yw. Ampére’s law 


pu a= J as+© [p ds =i) + 2% (1.9) 
7 dt ie dt 
l S S 
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Figure 1.3. Application of Ampére’s law in the surroundings of a current-carrying conductor. The line 
/ defines a surface S, the vector dS being perpendicular to it 


indicates that a current i(t) penetrating a surface S and including the change of electric flux 
has to be equal to the line integral of the magnetic flux H along the line / around the surface 
S. Figure 1.3 depicts an application of Ampére’s law. 

The term 





d d 

;, | 2-= Ve 
dt dt 
S 


in (1.9) is known as Maxwell’s displacement current, which ultimately links the electromag- 
netic phenomena together. The displacement current is Maxwell’s historical contribution to 
the theory of electromagnetism. The invention of displacement current helped him to explain 
the propagation of electromagnetic waves in a vacuum in the absence of charged particles or 
currents. Equation (1.9) is quite often presented in its static or quasi-static form, which yields 


pu-d= | J-as= i= e@, (1.10) 
l 


S 


The term ‘quasi-static’ indicates that the frequency f of the phenomenon in question is low 
enough to neglect Maxwell’s displacement current. The phenomena occurring in electrical 
machines meet the quasi-static requirement well, since, in practice, considerable displace- 
ment currents appear only at radio frequencies or at low frequencies in capacitors that are 
deliberately produced to take advantage of the displacement currents. 

The quasi-static form of Ampere’s law is a very important equation in electrical machine 
design. It is employed in determining the magnetic voltages of an electrical machine and 
the required current linkage. The instantaneous value of the current sum )~i (t) in Equation 
(1.10), that is the instantaneous value of current linkage ©, can, if desired, be assumed to 
involve also the apparent current linkage of a permanent magnet Opy = Hhpy. Thus, the 
apparent current linkage of a permanent magnet depends on the calculated coercive force H; 
of the material and on the thickness hpy of the magnetic material. 
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The corresponding differential form of Ampere’s law (1.10) in a quasi-static state (dD/dt 
neglected) is written as 


VxH=J. (1.11) 
The continuity Equation (1.2) for current density in a quasi-static state is written as 
V-J=0. (1.12) 


Gauss’s law for electric fields in integral form 


pD-as = [ evav (1.13) 
S V 


indicates that a charge inside a closed surface S$ that surrounds a volume V creates an electric 
flux density D through the surface. Here te pydV =q(t) is the instantaneous net charge 
inside the closed surface S. Thus, we can see that in electric fields, there are both sources and 
drains. When considering the insulation of electrical machines, Equation (1.13) is required. 
However, in electrical machines, it is not uncommon that charge densities in a medium prove 
to be zero. In that case, Gauss’s law for electric fields is rewritten as 


pD-as=0 or V-D=035V-E=0. (1.14) 
S 


In uncharged areas, there are no sources or drains in the electric field either. 
Gauss’s law for magnetic fields in integral form 


p Bas =0 (1.15) 


S 


states correspondingly that the sum of a magnetic flux penetrating a closed surface S is zero; 
in other words, the flux entering an object must also leave the object. This is an alternative way 
of expressing that there is no source for a magnetic flux. In electrical machines, this means for 
instance that the main flux encircles the magnetic circuit of the machine without a starting or 
end point. Similarly, all other flux loops in the machine are closed. Figure 1.4 illustrates the 
surfaces S employed in integral forms of Maxwell’s equations, and Figure 1.5, respectively, 
presents an application of Gauss’s law for a closed surface S. 

The permittivity, permeability and conductivity ¢, 4 and o of the medium determine the de- 
pendence of the electric and magnetic flux densities and current density on the field strength. 
In certain cases, €, 4 and o can be treated as simple constants; then the corresponding pair 
of quantities (D and E, B and H, or J and E) are parallel. Media of this kind are called 
isotropic, which means that ¢, 4 and o have the same values in different directions. Other- 
wise, the media have different values of the quantities ¢, 42 and o in different directions, and 
may therefore be treated as tensors; these media are defined as anisotropic. In practice, the 
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Figure 1.4 Surfaces for the integral forms of the equations for electric and magnetic fields. (a) An 
open surface § and its contour /, (b) a closed surface $, enclosing a volume V. dS is a differential surface 
vector that is everywhere normal to the surface 


permeability in ferromagnetic materials is always a highly nonlinear function of the field 
strength H: uw = f(A). 
The general formulations for the equations of a medium can in principle be written as 


D= f(&), (1.16) 
B= f(A), (1.17) 
J = fe). (1.18) 


aS Ss 
a Se a 


ZFS 
LTS 





(a) (b) 


Figure 1.5 Illustration of Gauss’s law for (a) an electric field and (b) a magnetic field. The charge Q 
inside a closed object acts as a source and creates an electric flux with the field strength E. Correspond- 
ingly, a magnetic flux created by the current density J outside a closed surface $ passes through the 
closed surface (penetrates into the sphere and then comes out). The magnetic field is thereby sourceless 
(div B = 0) 
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The specific forms for the equations have to be determined empirically for each medium 
in question. By applying permittivity ¢« [F/m], permeability ~~ [Vs/Am] and conductivity 
o [S/m], we can describe materials by the following equations: 


D=cE, (1.19) 
B = ul, (1.20) 
J=-oE. (1.21) 


The quantities describing the medium are not always simple constants. For instance, the 
permeability of ferromagnetic materials is strongly nonlinear. In anisotropic materials, the 
direction of flux density deviates from the field strength, and thus ¢ and yu can be tensors. In a 
vacuum the values are 


6) = 8.854-107'* F/m, As/Vm and 
lio = 4n- 10-7 H/m, Vs/Am. 


Example 1.3: Calculate the electric field density D over an insulation layer 0.3 mm thick 
when the potential of the winding is 400 V and the magnetic circuit of the system is at 
earth potential. The relative permittivity of the insulation material is ¢, = 3. 


Solution: The electric field strength across the insulation is EF = 400V/0.3mm = 
133 kV/m. According to Equation (1.19), the electric field density is 


D = cE = £,e9E = 3- 8.854-10°-'* As/Vm- 133 kV/m = 3.54 pAs/m”. 


Example 1.4: Calculate the displacement current over the slot insulation of the previous 
example at 50 Hz when the insulation surface is 0.01 m7. 


Solution: The electric field over the insulation is YW. = DS = 0.0354 uA s. 
The time-dependent electric field over the slot insulation is 


We (t) = p, sinwt = 0.0354 As sin314r. 


Differentiating with respect to time gives 


dye (¢) 
dt 


= ow . cos wt = 11 uA cos 314. 


The effective current over the insulation is hence 11/./2 = 7.86 LA. 





Here we see that the displacement current is insignificant from the viewpoint of the ma- 
chine’s basic functionality. However, when a motor is supplied by a frequency converter and 


Principal Laws and Methods in Electrical Machine Design 9 


the transistors create high frequencies, significant displacement currents may run across the 
insulation and bearing current problems, for instance, may occur. 


1.2 Numerical Solution 


The basic design of an electrical machine, that is the dimensioning of the magnetic and elec- 
tric circuits, is usually carried out by applying analytical equations. However, accurate per- 
formance of the machine is usually evaluated using different numerical methods. With these 
numerical methods, the effect of a single parameter on the dynamical performance of the 
machine can be effectively studied. Furthermore, some tests, which are not even feasible 
in laboratory circumstances, can be virtually performed. The most widely used numerical 
method is the finite element method (FEM), which can be used in the analysis of two- or 
three-dimensional electromagnetic field problems. The solution can be obtained for static, 
time-harmonic or transient problems. In the latter two cases, the electric circuit describing the 
power supply of the machine is coupled with the actual field solution. When applying FEM 
in the electromagnetic analysis of an electrical machine, special attention has to be paid to the 
relevance of the electromagnetic material data of the structural parts of the machine as well as 
to the construction of the finite element mesh. 

Because most of the magnetic energy is stored in the air gap of the machine and important 
torque calculation formulations are related to the air-gap field solution, the mesh has to be 
sufficiently dense in this area. The rule of thumb is that the air-gap mesh should be divided 
into three layers to achieve accurate results. In the transient analysis, that is in time-stepping 
solutions, the selection of the size of the time step is also important in order to include the 
effect of high-order time harmonics in the solution. A general method is to divide one time 
cycle into 400 steps, but the division could be even denser than this, in particular with high- 
speed machines. 

There are five common methods to calculate the torque from the FEM field solution. The 
solutions are (1) the Maxwell stress tensor method, (2) Arkkio’s method, (3) the method 
of magnetic coenergy differentiation, (4) Coulomb’s virtual work and (5) the magnetizing 
current method. The mathematical torque formulations related to these methods will shortly 
be discussed in Sections 1.4 and 1.5. 

The magnetic fields of electrical machines can often be treated as a two-dimensional case, 
and therefore it is quite simple to employ the magnetic vector potential in the numerical so- 
lution of the field. In many cases, however, the fields of the machine are clearly three dimen- 
sional, and therefore a two-dimensional solution is always an approximation. In the following, 
first, the full three-dimensional vector equations are applied. 

The magnetic vector potential A is given by 


B-V~xA: (1.22) 


Coulomb’s condition, required to define unambiguously the vector potential, is written as 


V:-A=0. (1.23) 
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The substitution of the definition for the magnetic vector potential in the induction law (1.3) 
yields 


a 
VxE=-Vx A. (1.24) 


Electric field strength can be expressed by the vector potential A and the scalar electric 
potential ¢ as 


0A 
E= eae — Vo (1.25) 


where @ is the reduced electric scalar potential. Because V x V@ = 0, adding a scalar po- 
tential causes no problems with the induction law. The equation shows that the electric field 
strength vector consists of two parts, namely a rotational part induced by the time dependence 
of the magnetic field, and a nonrotational part created by electric charges and the polarization 
of dielectric materials. 

Current density depends on the electric field strength 


JA 
J=oE= ea oVd¢. (1.26) 


Ampeére’s law and the definition for vector potential yield 
1 
V xX (Av <A) = J. (1.27) 
[LL 
Substituting (1.26) into (1.27) gives 


1 aA 
Vx(—VxA} +o +0V$=0. (1.28) 
[lL 


The latter is valid in areas where eddy currents may be induced, whereas the former is valid 
in areas with source currents J = J;, such as winding currents, and areas without any current 
densities J = 0. 

In electrical machines, a two-dimensional solution is often the obvious one; in these cases, 
the numerical solution can be based on a single component of the vector potential A. The field 
solution (B, H) is found in an xy plane, whereas J, A and EF involve only the z-component. 
The gradient V@ only has a z-component, since J and A are parallel to z, and (1.26) 1s valid. 
The reduced scalar potential is thus independent of x- and y-components. @ could be a linear 
function of the z-coordinate, since a two-dimensional field solution is independent of z. The 
assumption of two-dimensionality is not valid if there are potential differences caused by 
electric charges or by the polarization of insulators. For two-dimensional cases with eddy 
currents, the reduced scalar potential has to be set as ¢ = 0. 
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In a two-dimensional case, the previous equation is rewritten as 





1 0A, 
—V. (-va.) +o = 0. (1.29) 
lL Ot 


Outside eddy current areas, the following is valid: 


—V. (-va.) = ly (1.30) 
[L 


The definition of vector potential yields the following components for flux density: 


B. = z= B, = oe: (1.31) 
a: y Ae 7 


Hence, the vector potential remains constant in the direction of the flux density vector. Con- 


sequently, the iso-potential curves of the vector potential are flux lines. In the two-dimensional 
case, the following formulation can be obtained from the partial differential equation of the 


vector potential: 
0 0A, 0 0A, 
—k|— |v oY =kJ. (1.32) 
Ox Ox dy oy 


Here v is the reluctivity of the material. This again is similar to the equation for a static electric 
field 








V-(WVA) = —J. (1.33) 


Further, there are two types of boundary conditions. Dirichlet’s boundary condition indi- 
cates that a known potential, here the known vector potential 


A = constant, (1.34) 


can be achieved for a vector potential for instance on the outer surface of an electrical machine. 
The field is parallel to the contour of the surface. Similar to the outer surface of an electrical 
machine, also the centre line of the machine’s pole can form a symmetry plane. Neumann’s 
homogeneous boundary condition determined with the vector potential 


0A 
v— =0 (1.35) 
on 
can be achieved when the field meets a contour perpendicularly. Here n is the normal unit 
vector of a plane. A contour of this kind is for instance part of a field confined to infinite 
permeability iron or the centre line of the pole clearance. 
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Figure 1.6 Left, a two-dimensional field and its boundary conditions for a salient-pole synchronous 
machine are illustrated. Here, the constant value of the vector potential A (e.g. the machine’s outer 
contour) is taken as Dirichlet’s boundary condition, and the zero value of the derivative of the vector po- 
tential with respect to normal is taken as Neumann’s boundary condition. In the case of magnetic scalar 
potential, the boundary conditions with respect to potential would take opposite positions. Because of 
symmetry, the zero value of the normal derivative of the vector potential corresponds to the constant 
magnetic potential V,,, which in this case would be a known potential and thus Dirichlet’s boundary 
condition. Right, a vector-potential-based field solution of a two-pole asynchronous machine assuming 
a two-dimensional field is presented 


The magnetic flux penetrating a surface is easy to calculate with the vector potential. 
Stoke’s theorem yields for the flux 


= [| B-as= |v xA)-ds= a-al (1.36) 
S 


Ss 1 


This is an integral around the contour / of the surface $. These phenomena are illustrated with 
Figure 1.6. In the two-dimensional case of the illustration, the end faces’ share of the integral 
is zero, and the vector potential along the axis is constant. Consequently, for a machine of 
length / we obtain a flux 


pS =). (1.37) 


This means that the flux ®1, is the flux between vector equipotential lines A; and Ao. 


1.3 The Most Common Principles Applied to Analytic Calculation 


The design of an electrical machine involves the quantitative determination of the magnetic 
flux of the machine. Usually, phenomena in a single pole are analysed. In the design of a mag- 
netic circuit, the precise dimensions for individual parts are determined, the required current 
linkage for the magnetic circuit and also the required magnetizing current are calculated, and 
the magnitude of losses occurring in the magnetic circuit are estimated. 
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If the machine is excited with permanent magnets, the permanent magnet materials have to 
be selected and the main dimensions of the parts manufactured from these materials have to 
be determined. Generally, when calculating the magnetizing current for a rotating machine, 
the machine is assumed to run at no load: that is, there is a constant current flowing in the 
magnetizing winding. The effects of load currents are analysed later. 

The design of a magnetic circuit of an electrical machine is based on Ampére’s law (1.4) 
and (1.8). The line integral calculated around the magnetic circuit of an electrical machine, 
that is the sum of magnetic potential differences } > U;,;, is equal to the surface integral of the 
current densities over the surface S$ of the magnetic circuit. (The surface S here indicates the 
surface penetrated by the main flux.) In practice, in electrical machines, the current usually 
flows in the windings, the surface integral of the current density corresponding to the sum of 
these currents (flowing in the windings), that is the current linkage ©. Now Ampere’s law can 
be rewritten as 


Uns = Umi =P Hdl = $J-dS= 0 = Dri (1.38) 
l S 


The sum of magnetic potential differences U,, around the complete magnetic circuit is 
equal to the sum of the magnetizing currents in the circuit, that is the current linkage @. In 
simple applications, the current sum may be given as ) "i = ky, Ni, where kN is the effective 
number of turns and 7 the current flowing in them. In addition to the windings, this current 
linkage may also involve the effect of the permanent magnets. In practice, when calculating 
the magnetic voltage, the machine is divided into its components, and the magnetic voltage 
U,, between points a and b is determined as 


b 
Umab = | H - dl. (1.39) 


In electrical machines, the field strength is often in the direction of the component in ques- 
tion, and thus Equation (1.39) can simply be rewritten as 


b 
Um.ab = | Hdl. (1.40) 


Further, if the field strength is constant in the area under observation, we get 
One Sl. (1.41) 


In the determination of the required current linkage © of a machine’s magnetizing winding, 
the simplest possible integration path is selected in the calculation of the magnetic voltages. 
This means selecting a path that encloses the magnetizing winding. This path is defined as the 
main integration path and it is also called the main flux path of the machine (see Chapter 3). 
In salient-pole machines, the main integration path crosses the air gap in the middle of the 
pole shoes. 
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Example 1.5: Consider a C-core inductor with a 1 mm air gap. In the air gap, the flux 
density is 1 T. The ferromagnetic circuit length is 0.2m and the relative permeability of 
the core material at 1 T is w, = 3500. Calculate the field strengths in the air gap and the 
core, and also the magnetizing current needed. How many turns N of wire carrying a 1OA 
direct current are needed to magnetize the choke to 1 T? Fringing in the air gap is neglected 
and the winding factor is assumed to be ky = 1. 


Solution: According to (1.20), the magnetic field strength in the air gap is 
Hs = Bs/uo = 1V8/m*/ (40-1077 Vs/Am) = 795 kA/m. 
The corresponding magnetic field strength in the core is 
Hye = Bre / (ro) = 1 V s/m? / (3500 - 47t- 107’ Vs/Am) = 227 A/m. 
The magnetic voltage in the air gap (neglecting fringing) is 
Um.5 = H56 = 795kA/m- 0.001 m = 795 A. 
The magnetic voltage in the core 1s 
Ome = Agelpe = 227 A/m- 0.2m = 45A. 


The magnetomotive force (mmf) of the magnetic circuit is 


pu dl = Um,tot = )) Umi = Um,s + Umre = 795A +45A = 840A. 
l 


The current linkage © of the choke has to be of equal magnitude with the mmf Up tot, 


OS) 1 GN Sages 


Umror 840A 


N= = 
kwl 1-10A 


= 84 turns. 





In machine design, not only does the main flux have to be analysed, but also all the leakage 
fluxes of the machine have to be taken into account. 

In the determination of the no-load curve of an electrical machine, the magnetic voltages of 
the magnetic circuit have to be calculated with several different flux densities. In practice, for 
the exact definition of the magnetizing curve, a computation program that solves the different 
magnetizing states of the machine is required. 

According to their magnetic circuits, electrical machines can be divided into two main cate- 
gories: in salient-pole machines, the field windings are concentrated pole windings, whereas in 
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nonsalient-pole machines, the magnetizing windings are spatially distributed in the machine. 
The main integration path of a salient-pole machine consists for instance of the following 
components: a rotor yoke (yr), pole body (p2), pole shoe (p1), air gap (6), teeth (d) and ar- 
mature yoke (ya). For this kind of salient-pole machine or DC machine, the total magnetic 
voltage of the main integration path therefore consists of the following components 


Um. tot = On yr ig 20 mp2 “E 2U mp1 =F 20 ms =F 20a i Om, ya: (1.42) 


In a nonsalient-pole synchronous machine and induction motor, the magnetizing winding 
is contained in slots. Therefore both stator (s) and rotor (r) have teeth areas (d) 


Um. tot = On yr ai ZU iat a 2U m,5 lr Dae i On ys: (1.43) 


With Equations (1.42) and (1.43), we must bear in mind that the main flux has to flow twice 
across the teeth area (or pole arc and pole shoe) and air gap. 

In a switched reluctance (SR) machine, where both the stator and rotor have salient poles 
(double saliency), the following equation is valid: 


Um. tot = On yr =e 20 mn, rp2 zi 20 mn 1p1 (a) 1 2U m.5 (a) “i 2U m spi (a) a 20 m,sp2 Sl On ys: 
(1.44) 


This equation proves difficult to employ, because the shape of the air gap in an SR machine 
varies constantly when the machine rotates. Therefore the magnetic voltage of both the rotor 
and stator pole shoes depends on the position of the rotor a. 

The magnetic potential differences of the most common rotating electrical machines can be 
presented by equations similar to Equations (1.42)—-(1.44). 

In electrical machines constructed of ferromagnetic materials, only the air gap can be 
considered magnetically linear. All ferromagnetic materials are both nonlinear and often 
anisotropic. In particular, the permeability of oriented electrical steel sheets varies in different 
directions, being highest in the rolling direction and lowest in the perpendicular direction. 
This leads to a situation where the permeability of the material is, strictly speaking, a tensor. 

The flux is a surface integral of the flux density. Commonly, in electrical machine design, 
the flux density is assumed to be perpendicular to the surface to be analysed. Since the area 
of a perpendicular surface S$ is S, we can rewrite the equation simply as 


P = [ Bas. (1.45) 
Further, if the flux density B is also constant, we obtain 


@ = BS. (1.46) 


Using the equations above, it is possible to construct a magnetizing curve for each part of 
the machine 


D5 =— 7 Une) Ba 7 (Oma): (1.47) 
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In the air gap, the permeability is constant 4 = uo. Thus, we can employ magnetic conduc- 
tivity, that is permeance A, which leads us to 


Pap = Lip U wncas (1.48) 


If the air gap field is homogeneous, we get 


Pap = NgpU mab = Uni abs (1.49) 


Equations (1.38) and (1.42)—(1.44) yield the magnetizing curve for a machine 
Ps=f(O), Bs= flO), (1.50) 


where the term @5 1s the air-gap flux. The absolute value for flux density Bs is the maximum 
flux density in the air gap in the middle of the pole shoe, when slotting is neglected. The mag- 
netizing curve of the machine is determined in the order ®5, Bs ~ B > H > Uy > O 
by always selecting a different value for the air-gap flux ®5, or for its density, and by cal- 
culating the magnetic voltages in the machine and the required current linkage ©. With the 
current linkage, it is possible to determine the current / flowing in the windings. Correspond- 
ingly, with the air-gap flux and the winding, we can determine the electromotive force (emf) 
E induced in the windings. Now we can finally plot the actual no-load curve of the machine 
(Figure 1.7) 


E = f(1). (1.51) 


Im 


Figure 1.7 Typical no-load curve for an electrical machine expressed by the electromotive force E or 
the flux linkage W as a function of the magnetizing current /,,. The F curve as a function of /,, has been 
measured when the machine is running at no load at a constant speed. In principle, the curve resembles 
a BH curve of the ferromagnetic material used in the machine. The slope of the no-load curve depends 
on the BH curve of the material, the (geometrical) dimensions and particularly on the length of the 
air gap 
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Figure 1.8 Laminated tooth and a coarse flux tube running in a lamination. The cross-sections of the 
tube are presented with surface vectors AS;. There is a flux A® flowing in the tube. The flux tubes 
follow the flux lines in the magnetic circuit of the electrical machine. Most of the tubes constitute the 
main magnetic circuit, but a part of the flux tubes forms leakage flux paths. If a two-dimensional field 
solution is assumed, two-dimensional flux diagrams as shown in Figure 1.6 may replace the flux tube 
approach 


1.3.1 Flux Line Diagrams 


Let us consider areas with an absence of currents. A spatial magnetic flux can be assumed to 
flow in a flux tube. A flux tube can be analysed as a tube of a quadratic cross-section AS. The 
flux does not flow through the walls of the tube, and hence B- dS = 0 is valid for the walls. 
As depicted in Figure 1.8, we can see that the corners of the flux tube form the flux lines. 

When calculating a surface integral along a closed surface surrounding the surface of a flux 
tube, Gauss’s law (1.15) yields 


ps -dS = 0. (1.52) 


Since there is no flux through the side walls of the tube in Figure 1.8, Equation (1.52) can 
be rewritten as 


pai -dAS; = B: -dAS>) = p Bs -dAS3, (1.53) 
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indicating that the flux of the flux tube is constant 
A®, = A®, = AD; = A®@. (1.54) 


A magnetic equipotential surface is a surface with a certain magnetic scalar potential Vy. 
When travelling along any route between two points a and b on this surface, we must get 


b 
| H- dl = Um.ab = Vina — Vinb = 0. (1.55) 


When observing a differential route, this is valid only when Hf - d/ = 0. For isotropic materials, 
the same result can be expressed as B - dl = O. In other words, the equipotential surfaces are 
perpendicular to the lines of flux. 

If we select an adequately small area AS of the surface S, we are able to calculate the flux 


A® = BAS. (1.56) 


The magnetic potential difference between two equipotential surfaces that are close enough 
to each other (# is constant along the integration path /) is written as 


AU eb. (1.57) 
The above equations give the permeance A of the cross-section of the flux tube 


A®P B-dS ds 
(ee (1.58) 
AU y Hl 


The flux line diagram (Figure 1.9) comprises selected flux and potential lines. The selected 
flux lines confine flux tubes, which all have an equal flux A®. The magnetic voltage between 
the chosen potential lines is always the same, AU. Thus, the magnetic conductivity of each 
section of the flux tube is always the same, and the ratio of the distance of flux lines x to the 
distance of potential lines y is always the same. If we set 


x 
—=1, (1.59) 
> 

the field diagram forms, according to Figure 1.9, a grid of quadratic elements. 

In a homogeneous field, the field strength H is constant at every point of the field. According 
to Equations (1.57) and (1.59), the distance of all potential and flux lines is thus always the 
same. In that case, the flux diagram comprises squares of equal size. 

When constructing a two-dimensional orthogonal field diagram, for instance for the air gap 
of an electrical machine, certain boundary conditions have to be known to be able to draw 
the diagram. These boundary conditions are often solved based on symmetry, or also because 
the potential of a certain potential surface of the flux tube in Figure 1.8 is already known. 
For instance, if the stator and rotor length of the machine is /, the area of the flux tube can, 
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Figure 1.9 Flux lines and potential lines in a three-dimensional area with a flux flowing across an area 
where the length dimension z is constant. In principle, the diagram is thus two dimensional. Such a 
diagram is called an orthogonal field diagram 


without significant error, be written as dS = /dx. The interface of the iron and air is now 
analysed according to Figure 1.10a. We get 


d®, = Bysldx — Bypeldx =0 > Bys = Byre. (1.60) 


Here, B,5 and Byr. are the flux densities of air in the y-direction and of iron in the y-direction. 





(a) (b) 


Figure 1.10 (a) Interface of air 6 and iron Fe. The x-axis is tangential to the rotor surface. (b) Flux 
travelling on iron surface 


20 Design of Rotating Electrical Machines 


In Figure 1.10a, the field strength has to be continuous in the x-direction on the iron—air 
interface. If we consider the interface in the x-direction and, based on Ampeére’s law, assume 
a section dx of the surface has no current, we get 


Hysdx — Hypedx = 0, (1.61) 


and thus 


By Fe 
LFe 


Aly = AyFe = 





(1.62) 


By assuming that the permeability of iron is infinite, Up. — oo, we get Hype = Hys = 0 
and thereby also By5 = Uo Hys = 0. 

Hence, if we set [tpe —> ov, the flux lines leave the ferromagnetic material perpendicularly 
into the air. Simultaneously, the interface of iron and air forms an equipotential surface. If 
the iron is not saturated, its permeability is very high, and the flux lines can be assumed to 
leave the iron almost perpendicularly in currentless areas. In saturating areas, the interface of 
the iron and air cannot strictly be considered an equipotential surface. The magnetic flux and 
the electric flux refract on the interface. 

In Figure 1.10b, the flux flows in the iron in the direction of the interface. If the iron is not 
saturated ({tpe —> 0O©) we can set B, © 0. Now, there is no flux passing from the iron into air. 
When the iron is about to become saturated (Up. — 1), a significant magnetic voltage occurs 
in the iron. Now, the air adjacent to the iron becomes an appealing route for the flux, and 
part of the flux passes into the air. This is the case for instance when the teeth of electrical 
machines saturate: a part of the flux flows across the slots of the machine, even though the 
permeability of the materials in the slot is in practice equal to the permeability of a vacuum. 

The lines of symmetry in flux diagrams are either potential or field lines. When drawing a 
flux diagram, we have to know if the lines of symmetry are flux or potential lines. Figure 1.11 
is an example of an orthogonal field diagram, in which the line of symmetry forms a potential 
line; this could depict for instance the air gap between the contour of an magnetizing pole of 
a DC machine and the rotor. 

The solution of an orthogonal field diagram by drawing is best started at those parts of the 
geometry where the field is as homogeneous as possible. For instance, in the case of 
Figure 1.11, we start from the point where the air gap is at its narrowest. Now, the surface 
of the magnetizing pole and the rotor surface that is assumed to be smooth form the potential 
lines together with the surface between the poles. First, the potential lines are plotted at equal 
distances and, next, the flux lines are drawn perpendicularly to potential lines so that the area 
under observation forms a grid of quadratic elements. The length of the machine being /, each 
flux tube created this way carries a flux of A@. 

With the field diagram, it is possible to solve various magnetic parameters of the area under 
observation. If ng is the number (not necessarily an integer) of contiguous flux tubes carrying 
a flux A®, and AU,, is the magnetic voltage between the sections of a flux tube (ny sec- 
tions in sequence), the permeance of the entire air gap As assuming that Ab = A6é can be 
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Figure 1.11 Drawing an orthogonal field diagram in an air gap of a DC machine in the edge zone of a 
pole shoe. Here, a differential equation for the magnetic scalar potential is solved by drawing. Dirichlet’s 
boundary conditions for magnetic scalar potentials created on the surfaces of the pole shoe and the rotor 
and on the symmetry plane between the pole shoes. The centre line of the pole shoe is set at the origin 
of the coordinate system. At the origin, the element is dimensioned as Ado, Abo. The Ad and Ab in 
different parts of the diagram have different sizes, but the A® remains the same in all flux tubes. The 
pole pitch is t,. There are about 23.5 flux tubes from the pole surface to the rotor surface in the figure 


written as 
AU wm 
db nedd neAbMMo>TT ang 
As = — = —— = = — bl. (1.63) 
Ums ny AUm ny AUm nu 


The magnetic field strength in the enlarged element of Figure 1.11 is 





AU wn 
H= a (1.64) 
Ad 
and correspondingly the magnetic flux density 
ce NU x, _ A® (1.65) 
~ MOTRKS ~~ AbI’ : 


With Equation (1.56), it is also possible to determine point by point the distribution of flux 
density on a potential line; in other words, on the surface of the armature or the magnetizing 
pole. With the notation in Figure 1.11, we get 


A®oy = BoAbol = AP(x) = B(xX)AD(x)I. (1.66) 
In the middle of the pole, where the air-gap flux is homogeneous, the flux density is 


Sa (1.67) 
i : 





Bo = LoHo = Lo 
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Thus, the magnitude of flux density as a function of the x-coordinate is 


Abo Abo Um,5 


B(x) = i [Lo 5 











= AGG) (1.68) 


Example 1.6: What is the permeance of the main flux in Figure 1.11 when the air gap 
6 = 0.01 m and the stator stack length is / = 0.1 m? How much flux is created with ©; = 
1000 A? 


Solution: In the centre of the pole, the orthogonal flux diagram is uniform and we see that 
Ady and Abo have the same size; Adg = Abo = 2mm. The permeance of the flux tube in 
the centre of the pole is 


0.02m-0.1m _3V 
—— = [ly ————__ = 41. - 10 Te 
0.02 m A 

As we can see in Figure 1.11, about 23.5 flux tubes travel from half of the stator pole 
to the rotor surface. Each of these flux tubes transmits the same amount of flux, and hence 
the permeance of the whole pole seen by the main flux is 


Vv 
Fee a ee en 
A A 


If we have ©¢ = 1000 A current linkage magnetizing the air gap, we get the flux 


uVs 
DP = AO = oe -1000A = 5.9 mVs. 





1.3.2 Flux Diagrams for Current-Carrying Areas 


Let us first consider a situation in which an equivalent linear current density A [A/m] covers 
the area under observation. In principle, the linear current density corresponds to the surface 
current J, = n x Ho induced in a conducting medium by an alternating field strength Ho 
outside the surface. The surface normal unit vector is denoted by n. 

In an electrical machine with windings, the ‘artificial surface current’, that is the local value 
of the linear current density A, may for instance be calculated as a current sum flowing in a 
slot divided by the slot pitch. Equivalent linear current density can be employed in approxima- 
tion, because the currents flowing in the windings of electrical machines are usually situated 
close to the air gap, and the current linkages created by the currents excite mainly the air gaps. 
Thus, we can set {4 = [Wo in the observed area of equivalent linear current density. The utiliza- 
tion of equivalent linear current density simplifies the manual calculation of the machine by 
idealizing the potential surfaces, and does not have a crucial impact on the field diagram in 
the areas outside the area of linear current density. Figure 1.12 illustrates an equivalent linear 
current density. 

The value for equivalent linear current density A is expressed per unit length in the direc- 
tion of observation. The linear current density A corresponds to the tangential magnetic field 
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Figure 1.12 (a) General representation of linear current density A [A/m] and (b) its application to the 
field diagram of a magnetizing pole of a DC machine. It is important to note that in the area of the 
pole body, the potential lines now pass from air to iron. Dirichlet’s boundary conditions indicate here a 
known equiscalar potential surface 


strength Hs. Assuming the permeability of iron to be infinite, Ampére’s law yields for the 
element dy of Figure 1.12a 


pu dl = dO = Aynidy — Hypedy = Ady. (1.69) 


Further, this gives us 
AAyair — A _ and Bair = [Lo A. (1.70) 


Equation (1.70) indicates that in the case of Figure 1.12 we have a tangential flux density 
on the pole body surface. The tangential flux density makes the flux lines travel inclined to 
the pole body surface and not perpendicular to it as in currentless areas. 

If we assume that the phenomenon is observed on the stator inner surface or on the 
rotor outer surface, the x-components may be regarded as tangential components and the 
y-components as normal components. In the air gap 4, there is a tangential field strength H,.5 
along the x-component, and a corresponding component of flux density B,s5 created by the 
linear current density A. This is essential when considering the force density, the tangential 
StreSS O Ftan, that generates torque (Maxwell stresses will be discussed later). On iron surfaces 
with linear current density, the flux lines no longer pass perpendicularly from the iron to the 
air gap, as Figure 1.12 depicting the field diagram of a DC machine’s magnetizing pole also 
illustrates. The influence of a magnetizing winding on the pole body is illustrated with the 
linear current density. Since the magnetizing winding is evenly distributed over the length 
of the pole body (the linear current density being constant), it can be seen that the potential 
changes linearly in the area of linear current density in the direction of the height of the pole. 
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Figure 1.13 Current-carrying conductor in a slot and its field diagram. The illustration on the left 
demonstrates the closed line integral around the surface AS; also some flux lines in the iron are plotted. 
Note that the flux lines travelling across the slot depict leakage flux 


As evidence of this we can see that in Figure 1.12 the potential lines starting in the air gap 
enter the area of linear current density at even distances. 

In areas with current densities J, the potential lines become gradient lines. This can be seen 
in Figure 1.13 at points a, b and c. We could assume that the figure illustrates for instance a 
nonsalient-pole synchronous machine field winding bar carrying a DC density. The magnetic 
potential difference between Viy4 and Vo equals the slot current. 

The gradient lines meet the slot leakage flux lines orthogonally, which means that 
{ H- dl =0 along a gradient line. In the figure, we calculate a closed line integral around 
the area AS of the surface S$ 


pHa = Vas Va = J - ds, (1.71) 
AS 


where we can see that when the current density J and the difference of magnetic potentials 
AU, are constant, the area AS of the surface S also has to be constant. In other words, the 
selected gradient lines confine areas of equal size from the surface S with a constant current 
density. The gradient lines meet at a single point d, which is called an indifference point. If 
the current-carrying area is confined by an area with infinite permeability, the border line is a 
potential line and the indifference point is located on this border line. If the permeability of 
iron is not infinite, then d is located in the current-carrying area, as in Figure 1.13. If inside a 
current-carrying area the line integral is defined for instance around the area AS, we can see 
that the closer to the point d we get, the smaller become the distances between the gradient 
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lines. In order to maintain the same current sum in the observed areas, the heights of the areas 
AS have to be changed. 
Outside the current-carrying area, the following holds: 


h 
a (1.72) 
S 


Inside the area under observation, when a closed line integral according to Equation (1.71) 
is written only for the area AS (<S), the flux of a flux tube in a current-carrying area becomes 


h / 
ao’ = nol (>) J-dS (1.73) 
b} Jas 


and thus, in that case, if (h/b)’ = (h/b), then in fact AD’ < A@. If the current density J in 
the current-carrying area is constant, Ad’ = A®AS/S is valid. When crossing the bound- 
ary between a current-carrying slot and currentless iron, the flux of the flux tube cannot 
change. Therefore, the dimensions of the line grid have to be altered. When J is constant and 
A®’ = A@, Equations (1.72) and (1.73) yield for the dimensions in the current-carrying area 


@} Sh 
ee (1.74) 
b ASb 


This means that near the indifference point d the ratio (h/b) increases. An orthogonal field dia- 
gram can be drawn for a current-carrying area by correcting the equivalent linear current den- 
sity by iterating the created diagram. For a current-carrying area, gradient lines are extended 
from potential lines up to the indifference point. Now, bearing in mind that the gradient lines 
have to divide the current-carrying area into sections of equal size, next the orthogonal flux 
lines are plotted by simultaneously paying attention to changing dimensions. The diagram is 
altered iteratively until Equation (1.74) is valid to the required accuracy. 


1.4 Application of the Principle of Virtual Work in the Determination 
of Force and Torque 


When investigating electrical equipment, the magnetic circuit of which changes form during 
operation, the easiest method is to apply the principle of virtual work in the estimation of force 
and torque. Examples of this kind of equipment are double-salient-pole reluctant machines, 
various relays and so on. 

Faraday’s induction law presents the voltage induced in the winding, which creates a current 
that tends to resist the changes in flux. The voltage equation for the winding is written as 


Ree Res (1.75) 
u= Ri+ —=Ri+ —Li, 

dt dt 

where u is the voltage connected to the coil terminals, R is the resistance of the winding and 
W is the coil flux linkage, and L the self-inductance of the coil consisting of its magnetizing 
inductance and leakage inductance: L = W/i = N@®/i = N* A = N7/Ry (see also Section 1.6). 
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If the number of turns in the winding is N and the flux is ®, Equation (1.75) can be rewritten 
as 


d®d 


The required power in the winding is written correspondingly as 


. 2 dP 
ui = Ri- + Ni—, (1.77) 
dt 
and the energy 
dW = Pdt = Ri* dt + Nid®. (1.78) 


The latter energy component Ni d@ is reversible, whereas Ri’ df turns into heat. Energy cannot 
be created or destroyed, but may only be converted to different forms. In isolated systems, 
the limits of the energy balance can be defined unambiguously, which simplifies the energy 
analysis. The net energy input is equal to the energy stored in the system. This result, the first 
law of thermodynamics, is applied to electromechanical systems, where electrical energy is 
stored mainly in magnetic fields. In these systems, the energy transfer can be represented by 
the equation 


dW ey = dWinee + Wo + dWe (1.79) 
where 


dW, is the differential electrical energy input, 

dW mec 1S the differential mechanical energy output, 

dW 1s the differential change of magnetic stored energy, 
dW kp is the differential energy loss. 


Here the energy input from the electric supply is written equal to the mechanical energy 
together with the stored magnetic field energy and heat loss. Electrical and mechanical energy 
have positive values in motoring action and negative values in generator action. In a magnetic 
system without losses, the change of electrical energy input is equal to the sum of the change 
of work done by the system and the change of stored magnetic field energy 


dWe = dWinee + dUWo, (1.80) 


dW = ei dt. (1.81) 


In the above, e is the instantaneous value of the induced voltage, created by changes in 
the energy in the magnetic circuit. Because of this electromotive force, the external electric 
circuit converts power into mechanical power by utilizing the magnetic field. This law of 
energy conversion combines a reaction and a counter-reaction in an electrical and mechanical 
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Figure 1.14 Electromagnetic relay connected to an external voltage source u. The mass of a moving 
yoke is neglected and the resistance of the winding is assumed to be concentrated in the external resistor 
R. There are N turns in the winding and a flux @ flowing in the magnetic circuit; a flux linkage W ~ 
N@ is produced in the winding. The negative time derivative of the flux linkage is an emf, e. The force 
F pulls the yoke open. The force is produced by a mechanical source. A magnetic force F’g tries to close 
the air gap 


system. The combination of Equations (1.80) and (1.81) yields 


dw 
dW. = ei dt = ae dt =i1dW =dWrec + dWo. (1.82) 


Equation (1.82) lays a foundation for the energy conversion principle. Next, its utilization 
in the analysis of electromagnetic energy converters is discussed. 

As is known, a magnetic circuit (Figure 1.14) can be described by an inductance L deter- 
mined from the number of turns of the winding, the geometry of the magnetic circuit and the 
permeability of the magnetic material. In electromagnetic energy converters, there are air gaps 
that separate the moving magnetic circuit parts from each other. In most cases — because of 
the high permeability of iron parts — the reluctance R,, of the magnetic circuit consists mainly 
of the reluctances of the air gaps. Thus, most of the energy is stored in the air gap. The wider 
the air gap, the more energy can be stored. For instance, in induction motors this can be seen 
from the fact that the wider is the gap, the higher is the magnetizing current needed. 

According to Faraday’s induction law, Equation (1.82) yields 


dW. =1 dw. (1.83) 


The computation is simplified by neglecting for instance the magnetic nonlinearity and iron 
losses. The inductance of the device now depends only on the geometry and, in our example, 
on the distance x creating an air gap in the magnetic circuit. The flux linkage is thus a product 
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of the varying inductance and the current 
w= L(x). (1.84) 
A magnetic force Fg is determined as 
AWimec = Fo dx. (1.85) 
From Equations (1.83) and (1.85), we may rewrite Equation (1.80) as 
dWo =idW — Fodx. (1.86) 


Since it is assumed that there are no losses in the magnetic energy storage, dWo@ is deter- 
mined from the values of W and x. dW is independent of the integration path A or B, and the 
energy equation can be written as 


Wo (WY, Xo) = | dWot+ | dWo. (1.87) 
path A path B 


With no displacement allowed (dx = 0), Equations (1.86) now (1.87) yield 


W 


Wo (¥, xo) = | 1(W, xo)dW. (1.88) 
0 


In a linear system, W is proportional to current 7, as in Equations (1.84) and (1.88). We there- 
fore obtain 


W W 


Wo (W, xo) = | i (W.x)d¥ = | 
0 


0 








ci wm = er jar (1.89) 
kaa a ee , 


The magnetic field energy can also be represented by the energy density we = Wo/V = 
BH /2 [J/m°] in a magnetic field integrated over the volume V of the magnetic field. This 
gives 


Wo= | = (H- B)AV. (1.90) 
V 


Assuming the permeability of the magnetic medium constant and substituting B = wH 
gives 


1 B? 
Wo = | 5—av. (1.91) 
2 ph 


V 
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This yields the relation between the stored energy in a magnetic circuit and the electrical 
and mechanical energy in a system with a lossless magnetic energy storage. The equation for 
differential magnetic energy is expressed in partial derivatives 


OW OW 
° aw 4 ® 
Ow Ox 








dWo (Wx) = dx. (1.92) 


Since W and x are independent variables, Equations (1.86) and (1.92) have to be equal at all 
values of dW and dx, which yields 


_ OWoelY, x) 
SS . 


ow (1.93) 


where the partial derivative is calculated by keeping x constant. The force created by the 
electromagnet at a certain flux linkage level W can be calculated from the magnetic energy 


IWo (WY, x) 


Fr = 
- Ox 


(1.94a) 


The minus sign is due to the coordinate system in Figure 1.14. The corresponding equation is 
valid for torque as a function of angular displacement 6 while keeping flux linkage W constant 


OWo (WY, 0) 


T, = 
. a6 


(1.94b) 


Alternatively, we may employ coenergy (see Figure 1.15a), which gives us the force directly 
as a function of current. The coenergy W%, is determined as a function of i and x as 


Wo (i, x) =i —Wo (Wx). (1.95) 


energy 


Sy 
& 


coenergy 
density 





(b) (c) 


Figure 1.15 Determination of energy and coenergy with current and flux linkage (a) in a linear case 
(L is constant), (b) and (c) in a nonlinear case (L saturates as a function of current). If the figure is used 
to illustrate the behaviour of the relay in Figure 1.14, the distance x remains constant 
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In the conversion, it is possible to apply the differential of iW 
diw) =idW+Wdi. (1.96) 
Equation (1.95) now yields 
dW, (i, x) =dGW) —dWo (WY, x). (1.97) 
By substituting Equations (1.86) and (1.96) into Equation (1.97) we obtain 
dW, (i, x) = Wdi + Fo dx. (1.98) 


The coenergy W, is a function of two independent variables, i and x. This can be represented 
by partial derivatives 


ee OW, ,. OW; 
dW, (i, x) = 9; ar rs (1.99) 





Equations (1.98) and (1.99) have to be equal at all values of di and dx. This gives us 


OW (i, 
pate) (1.100) 
Ol 
OW5 (i, 
aoe (1.101a) 
OX 
Correspondingly, when the current 7 is kept constant, the torque is 
OW5(i, 0 
i =, (1.101b) 


Equation (1.101) gives a mechanical force or a torque directly from the current 7 and dis- 
placement x, or from the angular displacement 6. The coenergy can be calculated with i 
and x 


Wo (io, Xo) = | W (i, Xo)di. (1.102) 


0 


In a linear system, W and i are proportional, and the flux linkage can be represented by the 
inductance depending on the distance, as in Equation (1.84). The coenergy is 
WoG,x)= | Layjd = 5b (x)I*. (1.103) 


0 
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Using Equation (1.91), the magnetic energy can be expressed also in the form 


1 
Wo = | 5nHPav. (1.104) 


V 


In linear systems, the energy and coenergy are numerically equal, for instance 0.5Li* = 
0.5W7/L or (4/2)H? = (1/2)B’. In nonlinear systems, Y and i or B and H are not pro- 
portional. In a graphical representation, the energy and coenergy behave in a nonlinear way 
according to Figure 1.15. 

The area between the curve and flux linkage axis can be obtained from the integral idW, 
and it represents the energy stored in the magnetic circuit Wg. The area between the curve 
and the current axis can be obtained from the integral Wdi, and it represents the coenergy W5. 
The sum of these energies 1s, according to the definition, 


Wo + Wi =i. (1.105) 


In the device in Figure 1.14, with certain values of x and i (or W), the field strength has to 
be independent of the method of calculation; that 1s, whether it is calculated from energy or 
coenergy — graphical presentation illustrates the case. The moving yoke is assumed to be in 
a position x so that the device is operating at the point a, Figure 1.16a. The partial derivative 
in Equation (1.92) can be interpreted as AWg/Ax, the flux linkage W being constant and 
Ax — 0. If we allow a change Ax from position a to position b (the air gap becomes smaller), 
the stored energy change —AWg will be as shown in Figure 1.16a by the shaded area, and 
the energy thus becomes smaller in this case. Thus, the force F’g is the shaded area divided by 
Ax when Ax — 0. Since the energy change is negative, the force will also act in the negative 
x-axis direction. Conversely, the partial derivative can be interpreted as AW; i Ax, i being 
constant and Ax — 0. 


initial state 


initial state 
—— x, const. 


x, const. 





0 0 


(a) Y is constant, i decreases (b) i is constant, flux linkage increases 


Figure 1.16 Influence of the change Ax on energy and coenergy: (a) the change of energy, when W is 
constant; (b) the change of coenergy, when i is constant 
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The shaded areas in Figures 1.16a and b differ from each other by the amount of the small 
triangle abc, the two sides of which are Az and AW. When calculating the limit, Ax is allowed 
to approach zero, and thereby the areas of the shaded sections also approach each other. 

Equations (1.94) and (1.101) give the mechanical force or torque of electric origin as partial 
derivatives of the energy and coenergy functions Wo (WY, x) and Wg (x, 2). 

Physically, the force depends on the magnetic field strength H in the air gap; this will be 
studied in the next section. According to the study above, the effects of the field can be repre- 
sented by the flux linkage W and the current 7. The force or the torque caused by the magnetic 
field strength tends to act in all cases in the direction where the stored magnetic energy de- 
creases with a constant flux, or the coenergy increases with a constant current. Furthermore, 
the magnetic force tends to increase the inductance and drive the moving parts so that the 
reluctance of the magnetic circuit finds its minimum value. 

Using finite elements, torque can be calculated by differentiating the magnetic coenergy W’ 
with respect to movement, and by maintaining the current constant: 





H 
dw’ d 
T=1 = | foe -dH)dV. (1.106) 
da da 
0 


V 


In numerical modelling, this differential is approximated by the difference between two suc- 
cessive calculations: 


ee 1 (W' (a + Aa) — W (a) (1.107) 
Aa 


Here, / is the machine length and Aq represents the displacement between successive field 
solutions. The adverse effect of this solution is that it needs two successive calculations. 

Coulomb’s virtual work method in FEM is also based on the principle of virtual work. It 
gives the following expression for the torque: 


H 
T= [i (—B'J~') H+ { Bax oH! Naa, (1.108) 
dep dep 


Q 0 


where the integration is carried out over the finite elements situated between fixed and moving 
parts, having undergone a virtual deformation. In Equation (1.108), / is the length, J denotes 
the Jacobian matrix, dJ/dg is its differential representing element deformation during the 
displacement dg, |J| is the determinant of J and d |J| /dg is the differential of the determinant, 
representing the variation of the element volume during displacement dg. Coulomb’s virtual 
work method is regarded as one of the most reliable methods for calculating the torque and it 
is favoured by many important commercial suppliers of FEM programs. Its benefit compared 
with the previous virtual work method is that only one solution is needed to calculate the 
torque. 


Principal Laws and Methods in Electrical Machine Design 33 





Figure 1.17 Flux solution of a loaded 30 kW, four-pole, 50 Hz induction motor, the machine rotating 
counterclockwise as a motor. The figure depicts a heavy overload. The tangential field strength in this 
case is very large and produces a high torque. The enlarged figure shows the tangential and normal 
components of the field strength in principle. Reproduced by permission of Janne Nerg 


1.5 Maxwell’s Stress Tensor; Radial and Tangential Stress 


Maxwell’s stress tensor is probably the most generic idea of producing magnetic stresses, 
forces and torque. We discussed previously that the linear current density A on a metal sur- 
face creates tangential field strength components on the metal surfaces. Such tangential field 
strength components are essential in both tangential stress generation and torque generation 
in rotating-field electrical machines. 

In numerical methods, Maxwell’s stress tensor is often employed in the calculation of forces 
and torque. The idea is based on Faraday’s statement according to which stress occurs in the 
flux lines. Figures 1.17 depict the flux solution for an air gap of an asynchronous machine, 
when the machine is operating under a heavy load. Such a heavy load condition is selected in 
order to illustrate clearly the tangential routes of the flux lines. When we compare Figure 1.17 
with Figure 1.6, we can see the remarkable difference in the behaviour of the flux lines in the 
vicinity of the air gap. 

In the figures, the flux lines cross the air gap somewhat tangentially so that if we imagine 
the flux lines to be flexible, they cause a notable torque rotating the rotor counterclockwise. 
According to Maxwell’s stress theory, the magnetic field strength between objects in a vacuum 
creates a stress of on the object surfaces, given by 


1 
Or = 5 HoH”. (1.109) 


The stress occurs in the direction of lines of force and creates an equal pressure perpendic- 
ularly to the lines. When the stress term is divided into its normal and tangential components 
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with respect to the object in question, we obtain 
1 
Orn = sho (H> — Hy,,). (1.110) 


OFtan = Moy Aan. (1.111) 


Considering torque production, the tangential component o Fan is of the greatest interest. 
The total torque exerted on the rotor can be obtained by integrating the stress tensor for in- 
stance over a cylinder J* that confines the rotor. The cylinder is dimensioned exactly to enclose 
the rotor. The torque is obtained by multiplying the result by the radius of the rotor. Note that 
no steel may be left inside the surface to be integrated. The torque can be calculated by the 
following relationship: 


/ Bn 
C= | exe Bds = —— dr (1.112) 
Ho J 2 


where / is the length, B is the flux density vector, n the normal unit vector in the elements 
and r the lever arm, in other words the vector which connects the rotor origin to the midpoint 
of the segment d/". The former term contains the tangential force contributing to the torque. 
Since n and r are parallel the latter term does not contribute to the torque but represents the 
normal stress. 

Maxwell’s stress tensor illustrates well the fundamental principle of torque generation. Un- 
fortunately, because of numerical inaccuracies, for instance in the FEM, the obtained torque 
must be employed with caution. Therefore, in the FEM analysis, the torque is often solved 
by other methods, for instance Arkkio’s method, which is a variant of Maxwell’s stress tensor 
and is based on integrating the torque over the whole volume of the air gap constituted by the 
layers of radii r, and r,. The method has been presented with the following expression for the 
torque: 


l 
PS [ PPB. (1.113) 
Lo (rs — Tr) : 


in which / is the length, B, and Ba, denote the radial and tangential flux densities in the 
elements of surface § and formed between radii r, and r,. dS is the surface of one element. 

The magnetizing current method is yet another variant of Maxwell’s stress method used in 
FEM solvers. This method is based on the calculation of the magnetizing current and the flux 
density over the element edges that constitute the boundary between the iron or permanent 
magnet and the air. Here the torque can be determined by the following expression: 


l 
f= i {r x [ (Bian. Fe 


Cc 


= Be )n = ( Bante Banat i Be ) e]} dl, (1.114) 


tan, air n, air 


where / is the machine length, J. denotes all the interfaces between the iron or permanent 
magnet and the air, and dJ; is the length of the element edge located at the boundary. The 
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vector r is the lever arm, in other words the vector connecting the rotor origin to the midpoint 
of d/.. Bia, and B, denote the tangential and normal flux densities with respect to d/”,. The 
subscript Fe refers to the iron or permanent magnet. The normal unit vector is n and tangential 
unit vector f¢. 

Equation (1.70) states that a linear current density A creates a tangential field strength in an 
electrical machine: Atan,5 = A and Bian,5 = oA. According to Equation (1.111), the tangen- 
tial stress in an air gap is given by 


OFtan = MOA Aan = MoMA = BrA. (1.115) 


This equation gives a local time-dependent value for the tangential stress when local instanta- 
neous values for the normal flux density B, and the linear current density A are given. Air-gap 
flux density and linear current density thereby determine the tangential stress occurring in 
electrical machines. If we want to emphasize the place and time dependence of the stress, we 
may write the expression in the form 


OF tan (X, t) = Hoy (X, t) Aan (X, t) = Mon (x, t) A(X, t) = Bo (x,t) A(x, t). 1.116) 


This expression is a very important starting point for the dimensioning of an electrical ma- 
chine. The torque of the machine may be directly determined by this equation when the rotor 
dimensions are selected. 


Example 1.7: Assume a sinusoidal air-gap flux density distribution having a maximum 
value of 0.9 T and a sinusoidal linear current density with a maximum value of 40 kA/m 
in the air gap. To simplify the case, also assume that the distributions are overlapping; in 
other words, there is no phase shift. This condition may occur on the stator surface of a 
synchronous machine; however, in the case of an induction machine, the condition never 
takes place in the steady state, since the stator also has to carry the magnetizing current. In 
our example, both the diameter and the length of the rotor are 200 mm. What is the power 
output, if the rotation speed is 1450 min~!? 


Solution: Because Ortan (x) = By sin(x) A sin (x), the average tangential stress becomes 
Oran (x)= 0.5B,A — 18 kPa. The active surface area of the rotor is 7D/ = 0.126 m’. 
When we multiply the rotor surface area by the average tangential stress, we obtain 
2270N. This tangential force occurs everywhere at a radial distance of 0.1m from the 
centre of the axis, the torque being thus 227 N m. The angular velocity is 151 rad/s, which 
produces a power of approximately 34kW. These values are quite close to the values of a 
real, totally enclosed 30 kW induction machine. 





In electrical machines, the tangential stresses typically vary between 10 and 50 kPa de- 
pending on the machine construction, operating principle and especially on the cooling. For 
instance, the values for totally enclosed, permanent magnet synchronous machines vary typi- 
cally between 20 and 30 kPa. For asynchronous machines, the values are somewhat lower. In 
induction machines with open-circuit cooling, the value of 50 kPa is approached. Using direct 
cooling methods may give notably higher tangential stresses. 
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Example 1.8: Calculate the force between two iron bodies when the area of the air gap 
between the bodies is 10cm7, and the flux density is 1.5 T. The relative permeability of 
iron is assumed to be 700. It is also assumed that the tangential component of the field 
strength is zero. 


Solution: 


1 1 B,\° Vs (A\’ 
Orn = =o (H2) = =o (=) = 8.95 - 10° — @ 
[Lo Am 


2D Z m 


VA N 
= 8.95 - 10° = 8,95 - 10°. 
m m 


This is the stress in the air gap. The force acting on the iron can be approximated by 
multiplying the stress by the area of the air gap. Strictly speaking, we should investigate 
the permeability difference of the iron and air, the force acting on the iron therefore 
being 


1 1 és ;N 
Fp, = Sor, | 1— = { 1 — —— ] 0.001 m* - 8.95 - 10° —~ = 894N. 
lMrFe 700 m? 





No magnetic force is exerted on the air (a nonmagnetic material (u, = 1)), although some 
stress occurs in the air because of the field strength. Only the part of air-gap flux that is caused 
by the magnetic susceptibility of the iron circuit creates a force. By applying the stress tensor, 
we may now write for a normal force 


_ BBS (yd 
Fry = | (1.117) 
2 Ho Mr 





For iron, 1/u,; < 1, and thus, in practice, the latter term in Equation (1.117) is of no sig- 
nificance, unless the iron is heavily saturated. 

From this example, we may conclude that the normal stress is usually notably higher than 
the tangential stress. In these examples, the normal stress was 895 O00 Pa, and the tangential 
stress 18 000 Pa. Some cases have been reported in which attempts have been made to apply 
normal stress in rotating machines. 


1.6 Self-Inductance and Mutual Inductance 


Self-inductances and mutual inductances are the core parameters of electrical machines. Per- 
meance is generally determined by 


(1.118) 
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and inductance by 


® 2 
L=N—=—=N°A. (1.119) 
l 


W 
I 

Inductance describes a coil’s ability to produce flux linkage. Therefore, also its unit H 
(henry) is equal to V s/A. Correspondingly, the mutual inductance Lj7 is determined from the 
flux linkage W 2, created in winding 1 by the current /2 that flows in winding 2, 


fess (1.120) 
2 


In the special case where the flux ®j12, created by the current of winding 2, penetrates all 
the turns of windings | and 2, the mutual permeance between the windings is written as 


P19 
Ajo => ——, (1.121) 
No19 
and the mutual inductance as 
Ly = NiNo Aj. (1.122) 


Here, N, is the number of turns of the winding in which the voltage is induced, and N> is the 
number of turns of the winding that produces the flux. 
The energy equation for a magnetic circuit can be written with the flux linkage as 


Wo - fg dt = [y ae [ise (1.123) 


If an integral has to be calculated, the volume under observation can be divided into flux 
tubes. A flux flowing in such a flux tube is created by the influence of N turns of the winding. 
By taking into account the fact that the field strength H is created by the current 7 according 
to the equation ¢ H - dl = ky Ni, the equation for the sum of the energies of all flux tubes in 
the volume observed, that is the total energy of the magnetic circuit that was previously given 
by the current and flux linkage, may be written as 


W 


B 
We = | iaw - fs Nid@ = [fn di-SdB = f [vavane [ wovav 
V V 
0 


0 
(1.124) 


The volume integration has to be performed over the volume V in which the flux in question 
is passing. Energy per volume is thus written in the familiar form 





B 
dW 
. = [ Has, (1.125) 
dV 
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the energy stored in the complete magnetic circuit being 


B 
Wo a} [nas dv. (1.126) 
V 
0 


As the flux linkage is proportional to the current 1, YW = Li, the energy can be given also as 


i 





Wo =1 fia = IbLi?. (1.127) 
0 
Equation (1.126) yields 
dWe 1 
— —HB, (1.128) 
dv 2 
1 1 
Wo = ; | ueav = >| uwH? dV. (1.129) 
2 Jy 2 Jy 


From Equations (1.119), (1.127) and (1.129), we can calculate an ideal overall magnetic 
permeance for a magnetic circuit of volume V 


1 1 
A = —— | HBdv = —~ H- dv. 1.130 
ek N22 fv ied 


Let us now investigate two electric circuits with a common magnetic energy of 


Wy W 
Wo = firey + [indus (1.131) 
0 0 


Also in this case, the magnetic energy can be calculated from Equations (1.125) and (1.126). 
We can see that the common flux flowing through the flux tube 7 is 








Wat Wi 
yee. (1.132) 
N, N> 


Py 
This flux tube is magnetized by the sum current linkage of two windings N,; and N2 


pH d= iN + I9N>. (1.133) 


In a linear system, the fluxes are directly proportional to the sum magnetizing current link- 
age 1; N, + i2N2, and thus we obtain an energy 


Ly: IE 
Wo = 5 (1;3W) + 5 (12W). (1.134) 
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Because the flux linkages are created with two windings together, they can be divided into 
parts 


W, = Wii + Wi and W, = W5> + Ws). (1.135) 
Now, the flux linkages and inductances can be linked 
WiiH=Lih, WYo=Li2l2, Yo =Lal2, Woy = Lai. (1.136) 


In Equation (1.136), there are the self-inductances L;; and L22, and the mutual inductances 
Lj2 and L2;. The magnetic energy can now be rewritten as 


Wo = § (Lusit + Livivin + Laois + Lar izis) (1.137) 
= Wi, + Wi2 + Wo. + Wo. 

The magnetic energy of the magnetic field created by the two current circuits can thus be 
divided into four parts, two parts representing the energy of the self-inductances and two parts 
representing the energy of the mutual inductances. Correspondingly, the magnetic energy den- 
sity in a certain volume can be written according to Equation (1.128), after the substitution 





H=H,+H and B=8B,+ Bb), (1.138) 
in the form 
dW. 1 
ae = 5 (HiBi + Hi Bz + HoBy + H2B)). (1.139) 


Since in this equation H;B, = HB , the energies and inductances have to behave as Wj. = 
W>, and Lyz = Lo. This gives 


1 1 
Wo = Wi +2Wi2 + Wa = shut + Lyijiz + 5 baal. (1.140) 
Equations (1.137) and (1.139) yield 


1 1 
Wy. = <Lyijin = >| H\ Bo dV. (1.141) 
2 2. Je 


Now, we obtain for the permeance between the windings A;z = A, which corresponds to 
the mutual inductance, by comparing Equation (1.122), 


1 
Nit, Nat2 Jy 


If the field strengths are created by sinusoidal currents with a phase difference y 


i, =i, sin@t and ip =iosin(wt+y), (1.143) 
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the mutual average energy of the fields created by these currents is obtained from 
Wi2av = shit ft dwt = shinith COS /. (1.144) 


Correspondingly, the permeance between the windings is 
Ay= ———~ | UH, Ho cosy dV. (1.145) 
V 


In these equations, y is the time-dependent phase angle either between the currents in two 
windings or between the partial field strengths created by these currents. 

Mutual inductances are important in rotating electrical machines. A machine is, however, 
usually treated using an equivalent electric circuit in which all the machine windings are 
presented at the same voltage level. In such cases the mutual inductances are replaced by 
the magnetizing inductance L,, which can be calculated using the transformation ratio K as 
Lm = KL. Further discussion of the magnetic circuit properties and inductances, such as 
magnetizing inductance Ly, will be given in Chapter 3. 


1.7 Per Unit Values 


When analysing electrical machines, especially in electric drives, per unit values are often 
employed. This brings certain advantages to the analysis, since they show directly the relative 
magnitude of a certain parameter. For instance, if the relative magnetizing inductance of an 
asynchronous machine is /, = 3, it is quite high. On the other hand, if it is J, = 1, it is 
rather low. Now it is possible to compare machines, the rated values of which differ from each 
other. 

Relative values can be obtained by dividing each dimension by a base value. When consid- 
ering electric motors and electric drives, the base values are selected accordingly: 


¢ Peak value for rated stator phase current iN. (It is, of course, also possible to select the root 
mean square (RMS) stator current as a base value, instead. In such a case the voltage also 
has to be selected accordingly.) 

e Peak value for rated stator phase voltage iin. 

e Rated angular frequency wy = 270 fn. 

e Rated flux linkage, corresponding also to the rated angular velocity Wy. 

e Rated impedance Zn. 

e Time in which | radian in electrical degrees, ty = 1 rad/an, is travelled at a rated angular 
frequency. Relative time Tt is thus measured as an angle T = anf. 

e Apparent power Sx corresponding to rated current and voltage. 

e Rated torque 7x corresponding to rated power and frequency. 
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When operating with sinusoidal quantities, the rated current of the machine is /j and the 
line-to-line voltage is Un: 











The base value for current J, = in = Ole (1.146) 
U 
The base value for voltage Up, = tin = v2. (1.147) 
Angular frequency wy = 271 fn. (1.148) 
The base value for flux linkage YW = Wy = —. (1.149) 
ON 
it 
The base value for impedance Zp = Zn = aa (1.150) 
IN 
The base value for inductance Lh = Ly = an (1.151) 
ONIN 
The base value for capacitance Cp = Cn = a (1.152) 
ONUN 
ax 
The base value for apparent power S, = Sn = 5 INEN = J BU le (1.153) 
3. ce 3UNT 
The base value for torque 7) = Ty = ——iINUN COS QGN = ¥3UNIN COS Qn. 
20N w 
(1.154) 
The relative values to be used are 
Us pu = at (1.155) 
UN 
ls, pu = = (1.156) 
IN 
R oe 
ees (1.157) 
UN 
Wy, 
ae (1.158) 
UN 
oie (1.159) 
Wu = — = 2 = Mpa, . 
"ON EN : 
where n is the rotational speed per second, and 
T= ant. (1.160) 


The relative values of inductances are the same as the relative values of reactances. Thus, 
we obtain for instance 


Tap: dete. 2 
Im.pu = La = ig ae lin ™ = Xm,pu> (1.161) 
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where Xp 1s the magnetizing reactance. 
We also have a mechanical time constant 


2 

27 

Cai (=) a (1.162) 
D 3UININ COS QN 


where J is the moment of inertia. According to (1.162), the mechanical time constant is the 
ratio of the kinetic energy of a rotor rotating at synchronous speed to the power of the machine. 


Example 1.9: A 50 Hz star-connected, four-pole, 400 V induction motor has the following 
nameplate values: Py = 200 kW, nn = 0.95, cos@n = 0.89, Ix = 343A, Is/Iy = 6.9, 
T max/TN = 3, and rated speed 1485 min~!. The no-load current of the motor is 121 A. 
Give an expression for the per unit inductance parameters of the motor. 


Solution: 
The base angular frequency @y = 271 fn = 314/s. 


_ ¥2-230V 
—-314/s 


The base value for flux linkage YW, = Wy = = 1.036Vs. 


1.036 Vs 
~ /2-343A 


The base value for inductance Lh = Ly = = = 2.14 mH. 


The no-load current of the machine is 121 A, and the stator inductance of the machine is 
thereby about L, = 230 V/(121 A - 314/s) = 6.06 mH. We guess that 97% of this belongs 
to the magnetizing inductance. L,, = 0.97 - 6.06 mH = 5.88 mH. 

The per unit magnetizing inductance is now Ly/Ly = 5.88/2.14 = 2.74 = ly py and the 
stator leakage /,5 = 0.03 - 6.06 mH = 0.18 mH. /sopu = 0.18/2.14 = 0.084. 

We may roughly state that the per unit short-circuit inductance of the motor is, according 
to the starting current ratio,  ~ 1/ Us/In) = 0.145. Without better knowledge, we divide 
the short-circuit inductance 50:50 for the stator and rotor per unit leakages: [so pu = ro,pu 
= 0.0725. This differs somewhat from the above-calculated /5¢ 5. = 0.18/2.14 = 0.084. 
However, the guess that 97% of the stator inductance Jy pu = /sopu + /mpu seems to be 
correct enough. 

The motor per unit slip is 5 = (Mgyn — N)Msyn = (1500 — 1485)/1500 = 0.006 73. The 
motor per unit slip at low slip values is directly proportional to the per unit rotor resistance. 
Thus, we may assume that the rotor per unit resistance is of the same order, ry ~ 0.0067. 

The rated efficiency of the motor is 95%, which gives 5% per unit losses to the system. 
If we assume 1% stator resistance rsp, ~ 0.01, and 0.5% excess losses, we have 2.8% 
(5 — 1 — 0.5 — 0.67 = 2.8%) per unit iron losses in the motor. Hence, the losses in the 
machine are roughly proportional to the per unit values of the stator and rotor resistances. 
For more detailed information, the reader is referred to Chapter 7. 
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1.8 Phasor Diagrams 


When investigating the operation of electrical machines, sinusoidally alternating currents, 
voltages and flux linkages are often illustrated with phasor diagrams. These diagrams are 
based either on generator logic or on motor logic; the principle of the generator logic is that for 
instance the flux linkage created by the rotor magnetization of a synchronous machine induces 
an electromotive force in the armature winding of the machine. Here, Faraday’s induction law 
is applied in the form 


=— = (1.163) 
dt 
The flux linkage for a rotating-field machine can be presented as 
W(t) = Wel, (1.164) 
The flux linkage is derived with respect to time 
e= _— = joel = eit ombel = oW ei(et-7), (1.165) 


The emf is thus of magnitude wW and its phase angle is 90 electrical degrees behind the 
phasor of the flux linkage. Figure 1.18 illustrates the basic phasor diagrams according to 
generator and motor logic. 

As illustrated in Figure 1.18 for generator logic, the flux linkage W,, generated by the 
rotor of a synchronous machine induces a voltage E,, in the armature winding of the machine 
when the machine is rotating. The stator voltage of the machine is obtained by reducing the 
proportion of the armature reaction and the resistive voltage loss from the induced voltage. If 
the machine is running at no load, the induced voltage FE, equals the stator voltage Us. 


gta. CO) U 


iy | Ps 





Generator logic Motor logic 


Les 


Figure 1.18 Basic phasor diagrams for generator and motor logic 
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Motor logic represents the opposite case. According to the induction law, the flux linkage 
can be interpreted as an integral of voltage. 


| 1. ee ee 
W, = | u.dt = | fie dt — —f,eie! = —a,ei(@'- 7), (1.166) 
JO 


Wm 


The phasor of the flux linkage is 90 electrical degrees behind the voltage phasor. Again, 
differentiating the flux linkage with respect to time produces an emf. In the case of Figure 
1.18, a flux linkage is integrated from the voltage, which further leads to the derivation of 
a back emf now cancelling the supply voltage. As is known, this is the case with inductive 
components. In the case of a coil, a major part of the supply voltage is required to overcome 
the self-inductance of the coil. Only an insignificant voltage drop takes place in the winding 
resistances. The resistive losses have therefore been neglected in the above discussion. 


Example 1.10: A 50Hz synchronous generator field winding current linkage creates at 
no load a stator winding flux linkage of W% = 15.6 Vs. What is the internal induced phase 
voltage (and also the stator voltage) of the machine? 


Solution: The induced voltage is calculated as 


dw oe | | 
ep = — a = —joW,el = —j314/s-15.6Vs- el = 4900V - el”. 


Thus 4900 V is the peak value of the stator phase voltage, which gives an effective value 
of the line-to-line voltage: 


4900 V 
Uy = A 


Hence, we have a6kV machine at no load ready to be synchronized to the network. 


J/3 = 6000 V. 


Example 1.11: A rotating-field motor is supplied by a frequency converter at 25 Hz 
and 200 V fundamental effective line-to-line voltage. The motor is initially a 400 V star- 
connected motor. What is the stator flux linkage in the inverter supply? 


Solution: The stator flux linkage is found by integrating the phase voltage supplied to the 
stator 


| 1 J2-200V . at ae 
Wi | u.dt = | fil'dt = - NA eit = 1.04Vs- ellet-7), 
jo2n. «73 


Consequently, the flux linkage amplitude is 1.04 Vs and it is lagging in a 90° phase shift 
the voltage that creates the flux linkage. 
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Windings of Electrical Machines 


The operating principle of electrical machines is based on the interaction between the mag- 
netic fields and the currents flowing in the windings of the machine. The winding construc- 
tions and connections together with the currents and voltages fed into the windings determine 
the operating modes and the type of the electrical machine. According to their different func- 
tions in an electrical machine, the windings are grouped for instance as follows: 


¢ armature windings; 

¢ other rotating-field windings (e.g. stator or rotor windings of induction motors); 
e field (magnetizing) windings; 

¢ damper windings; 

* commutating windings; and 

* compensating windings. 


Armature windings are rotating-field windings, into which the rotating-field-induced volt- 
age required in energy conversion is induced. According to IEC 60050-411, the armature 
winding is a winding in a synchronous, DC or single-phase commutator machine, which, in 
service, receives active power from or delivers active power to the external electrical sys- 
tem. This definition also applies to a synchronous compensator if the term ‘active power’ 
is replaced by ‘reactive power’. The air-gap flux component caused by the armature current 
linkage is called the armature reaction. 

An armature winding determined under these conditions can transmit power between an 
electrical network and a mechanical system. Magnetizing windings create a magnetic field 
required in the energy conversion. All machines do not include a separate magnetizing wind- 
ing; for instance, in asynchronous machines, the stator winding both magnetizes the machine 
and acts as a winding, where the operating voltage is induced. The stator winding of an asyn- 
chronous machine is similar to the armature of a synchronous machine; however, it is not 
defined as an armature in the IEC standard. In this material, the asynchronous machine stator 
is therefore referred to as a rotating-field stator winding, not an armature winding. Voltages 
are also induced in the rotor of an asynchronous machine, and currents that are significant 
in torque production are created. However, the rotor itself takes only a rotor’s dissipation 
power (/7R) from the air-gap power of the machine, this power being proportional to the slip; 
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therefore, the machine can be considered stator fed, and, depending on the rotor type, the 
rotor is called either a squirrel cage rotor or a wound rotor. In DC machines, the function of 
a rotor armature winding is to perform the actual power transmission, the machine being thus 
rotor fed. Field windings do not normally participate in energy conversion, double-salient-pole 
reluctance machines possibly being excluded: in principle, they have nothing but magnetizing 
windings, but the windings also perform the function of the armature. In DC machines, com- 
mutating and compensating windings are windings the purpose of which is to create auxiliary 
field components to compensate for the armature reaction of the machine and thus improve 
its performance characteristics. Similar to the previously described windings, these windings 
do not participate in energy conversion in the machine either. The damper windings of syn- 
chronous machines are a special case among different winding types. Their primary function 
is to damp undesirable phenomena, such as oscillations and fields rotating opposite to the 
main field. Damper windings are important during the transients of controlled synchronous 
drives, in which the damper windings keep the air-gap flux linkage instantaneously constant. 
In the asynchronous drive of a synchronous machine, the damper windings act like the cage 
windings of asynchronous machines. 

The most important windings are categorized according to their geometrical characteristics 
and internal connections as follows: 


e phase windings; 
¢ salient-pole windings; and 
* commutator windings. 


Windings in which separate coils embedded in slots form a single- or poly-phase wind- 
ing constitute a large group of AC armature windings. However, a similar winding is also 
employed in the magnetizing of nonsalient-pole synchronous machines. In commutator wind- 
ings, individual coils contained in slots form a single or several closed circuits, which are 
connected together via a commutator. Commutator windings are employed only as armature 
windings of DC and AC commutator machines. Salient-pole windings are normally concen- 
trated field windings, but may also be used as armature windings in for instance fractional slot 
permanent magnet machines and in double-salient reluctance machines. Concentrated stator 
windings are used as an armature winding also in small shaded-pole motors. 

In the following, the windings applied in electrical machines are classified according to 
the two main winding types, namely slot windings and salient-pole windings. Both types are 
applicable to both DC and AC cases, Table 2.1. 


2.1 Basic Principles 
2.1.1 Salient-Pole Windings 


Figure 2.1 illustrates a synchronous machine with a salient-pole rotor. To magnetize the ma- 
chine, direct current is fed through brushes and slip rings to the windings located on the salient 
poles. The main flux created by the direct current flows from the pole shoe to the stator and 
back simultaneously penetrating the poly-phase slot winding of the stator. The dotted lines in 
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(b) 


Figure 2.1 (a) Salient-pole synchronous machine (p = 4). The black areas around two pole bodies 
form a salient-pole winding. (b) Single poles with windings: d, direct axis; q, quadrature axis. In salient- 
pole machines, these two magnetically different, rotor-geometry-defined axes have a remarkable effect 
on machine behaviour (this issue will be discussed later) 


the figure depict the paths of the main flux. Such a closed path of a flux forms the magnetic 
circuit of a machine. 

One turn of a coil is a single-turn conductor, through which the main flux travelling in the 
magnetic circuit passes. A coil is a part of winding that consists of adjacent series-connected 
turns between the two terminals of the coil. Figure 2.1a illustrates a synchronous machine 
with a pole with one coil per pole, whereas in Figure 2.1b the locations of the direct (d) and 
quadrature (q) axes are shown. 

A group of coils is a part of the winding that magnetizes the same magnetic circuit. In 
Figure 2.la, the coils at the different magnetic poles (N and S alternating) form in pairs a 
group of coils. The number of field winding turns magnetizing one pole is Nr. 

The salient-pole windings located on the rotor or on the stator are mostly used for the DC 
magnetizing of a machine. The windings are then called magnetizing or sometimes excitation 
windings. With a direct current, they create a time-constant current linkage ©. The part of 
this current linkage consumed in the air gap, that is the magnetic potential difference of the 
air gap U;,5, may be, for simplicity, regarded as constant between the quadrature axes, and it 
changes its sign at the quadrature axis q, Figure 2.2. 

A significant field of application for salient-pole windings is double-salient reluctance ma- 
chines. In these machines, a solid salient pole is not utilizable, since the changes of flux are 
rapid when operating at high speeds. At a simple level, DC pulses are fed to the pole wind- 
ings with power switches. In the air gap, the direct current creates a flux that tries to turn 
the rotor in a direction where the magnetic circuit of the machine reaches its minimum re- 
luctance. The torque of the machine tends to be pulsating, and to reach an even torque, the 
current of a salient-pole winding should be controllable so that the rotor can rotate without 
jerking. 

Salient-pole windings are employed also in the magnetizing windings of DC machines. All 
series, shunt and compound windings are wound on salient poles. The commutating windings 
are also of the same type as salient-pole windings. 
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(a) (b) 


Figure 2.2 (a) Equivalent magnetic circuit. The current linkages ©; created by two adjacent salient- 
pole windings. Part Us is consumed in the air gap. (b) The behaviour of the air-gap flux density Bs;. 
Due to the appropriate design of the pole shoe, the air-gap flux density varies cosinusoidally even though 
it is caused by the constant magnetic potential difference in the air gap U,,,5. The air-gap magnetic flux 
density Bs has its peak value on the d-axis and is zero on the q-axis. The current linkage created by the 
pole is accumulated by the ampere turns on the pole 





Example 2.1: Calculate the field winding current that can ensure a maximum magnetic 
flux density of Bs = 0.82 T in the air gap of a synchronous machine if there are 95 field 
winding turns per pole. It is assumed that the air-gap magnetic flux density of the ma- 
chine is sinusoidal along the pole shoes and the magnetic permeability of iron is infinite 
({Ufe = 00) in comparison with the permeability of air 49 = 471 x 10~’ H/m. The mini- 
mum length of the air gap is 3.5 mm. 


Solution: If pe = 00, the magnetic reluctance of iron parts and the iron magnetic potential 
difference is zero. Now, the whole field current linkage ©; = Ne/¢ is spent in the air gap 
to create the required magnetic flux density: 


Bs 0.82 : 
Or = Nelp = Un,5 = H55 = —b = ———3.5-10°A 
LLo Ant - 10-7 


If the number of turns is NV; = 95, the field current is 


QO; 0.82 


be 
"Ne  4rt- 10-7 


1 
35-10 °—ASMA 
95 
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It should be noted that calculations of this kind are appropriate for an approximate 
calculation of the current linkage needed. In fact, about 60-90% of the magnetic potential 
difference in electrical machines is spent in the air gap, and the rest in the iron parts. 
Therefore, in a detailed design of electrical machines, it is necessary to take into account 
all the iron parts with appropriate material properties. A similar calculation is valid for DC 
machines, with the exception that in DC machines the air gap is usually constant under the 
poles. 





2.1.2 Slot Windings 


Here we concentrate on symmetrical, three-phase AC distributed slot windings, in other words 
rotating-field windings. However, first, we discuss the magnetizing winding of the rotor of a 
nonsalient-pole synchronous machine, and finally turn to commutator windings, compensat- 
ing windings and damper windings. Unlike in the salient-pole machine, since the length of the 
air gap is now constant, we may create a cosinusoidally distributed flux density in the air gap 
by producing a cosinusoidal distribution of current linkage with an AC magnetizing winding, 
Figure 2.3. The cosinusoidal distribution, instead of the sinusoidal one, is used because we 
want the flux density to reach its maximum on the direct axis, where a = 0. 

In the case of Figure 2.3, the function of the magnetic flux density approximately follows 
the curved function of the current linkage distribution © (a). In machine design, an equivalent 
air gap 6. 1s applied, the target being to create a cosinusoidally alternating flux density in the 
air gap 


B(a) = @ @. (2.1) 


e 


The concept of equivalent air gap 6, will be discussed later. 





rotor current linkage 


Figure 2.3. Current linkage distribution created by two-pole nonsalient-pole winding and the funda- 
mental of the current linkage. There are zg conductors in each slot, and the excitation current in the 
winding is /¢. The height of a single step of the current linkage is zg/¢ 
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The slot pitch tT, and the slot angle a, are the core parameters of the slot winding. The 
slot pitch is measured in metres, whereas the slot angle is measured in electrical degrees. The 
number of slots being Q and the diameter of the air gap D, we may write 


m™D 27 (2.2) 
Tw =—3; M=p—. 
OQ QO 


As the slot pitch is usually constant in nonsalient-pole windings, the current sum (Zo/+) 
in a slot has to be of a different magnitude in different slots (in a sinusoidal or cosinusoidal 
manner to achieve a sinusoidal or cosinusoidal variation of current linkage along the surface 
of the air gap). Usually, there is a current of equal magnitude flowing in all turns in the slot, 
and therefore the number of conductors Zg in the slots has to be varied. In the slots of the 
rotor in Figure 2.3, the number of turns is equal in all slots, and a current of equal magnitude 
is flowing in the slots. We can see that by selecting Zo slightly differently in different slots, 
we can improve the stepped waveform of the figure to approach better the cosinusoidal form. 
The need for this depends on the induced voltage harmonic content in the stator winding. The 
voltage may be of almost pure sinusoidal waveform despite the fact that the air-gap flux den- 
sity distribution should not be perfectly sinusoidal. This depends on the stator winding factors 
for different harmonics. In synchronous machines, the air gap is usually relatively large, and, 
correspondingly, the flux density on the stator surface changes more smoothly (neglecting 
the influence of slots) than the stepped current linkage waveform of Figure 2.3. Here, we ap- 
ply the well-known finding that if two-thirds of the rotor surface are slotted and one-third is 
left slotless, not only the third harmonic component but any of its multiple harmonics called 
triplen harmonics are eliminated in the air-gap magnetic flux density, and also the low-order 
odd harmonics (fifth, seventh) are suppressed. 


2.1.3 End Windings 


Figure 2.4 illustrates how the arrangement of the coil end influences the physical appearance 
of the winding. The windings a and b in the figure are of equal value with respect to the main 
flux, but their leakage inductances diverge from each other because of the slightly different 
coil ends. When investigating winding a of Figure 2.4a, we note that the coil ends form two 
separate planes at the end faces of the machine. This kind of a winding is therefore called 
a two-plane winding. The coil ends of this type are depicted in Figure 2.4e. In the winding 
of Figure 2.4b, the coil ends are overlapping, and therefore this kind of winding is called 
a diamond winding (lap winding). Figures 2.4c and d illustrate three-phase stator windings 
that are identical with respect to the main flux, but in Figure 2.4c the groups of coil are 
not divided, and in Figure 2.4d the groups of coils are divided. In Figure 2.4c, an arbitrary 
radius r is drawn across the coil end. It is shown that at any position, the radius intersects 
only coils of two phases, and the winding can thus be constructed as a two-plane winding. A 
corresponding winding constructed with distributed coils (Figure 2.4d) has to be a three-plane 
arrangement, since now the radius 7 may intersect the coil ends of the windings of all the three 
phases. 

The part of a coil located in a single slot is called a coil side, and the part of the coil outside 
the slot is termed a coil end. The coil ends together constitute the end windings of the winding. 
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Figure 2.4 (a) Concentric winding and (b) a diamond winding. In a two-plane winding, the coil spans 
differ from each other. In the diamond winding, all the coils are of equal width. (c) A two-plane, three- 
phase, four-pole winding with nondivided groups of coil. (d) A three-plane, three-phase, four-pole wind- 
ing with divided groups of coils. Figures (c) and (d) also illustrate a single main flux path. (e) Profile 
of an end winding arrangement of a two-plane winding. (f) Profile of an end winding of a three-plane 
winding. The radii r in the figures illustrate that in a winding with nondivided groups, an arbitrary radius 
may intersect only two phases, and in a winding with divided groups, the radius may intersect all three 
phases. The two- or three-plane windings will result correspondingly 


2.2 Phase Windings 


Next, poly-phase slot windings that produce the rotating field of poly-phase AC machines 
are investigated. In principle, the number of phases m can be selected freely, but the use of a 
three-phase supply network has led to a situation in which also most electrical machines are of 
the three-phase type. Another, extremely common type is two-phase electrical machines that 
are operated with a capacitor start and run motor in a single-phase network. A symmetrical 
two-phase winding 1s in principle the simplest AC winding that produces a rotating field. 

A configuration of a symmetrical poly-phase winding can be considered as follows: the 
periphery of the air gap is evenly distributed over the poles so that we can determine a pole 
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120 





Figure 2.5 Division of the periphery of a three-phase, four-pole machine into phase zones of positive 
and negative values. The pole pitch is t, and phase zone distribution t,. When the windings are lo- 
cated in the zones, the instantaneous currents in the positive and negative zones are flowing in opposite 
directions 


arc, which covers 180 electrical degrees and a corresponding pole pitch, tT), which is expressed 
in metres 


m™D 53 
T = re (2.3) 
Figure 2.5 depicts the division of the periphery of the machine into phase zones of positive 
and negative values. In the figure, the number of pole pairs p = 2 and the number of phases 
n= >3. 
The phase zone distribution is written as 


pe. (2.4) 
mM 


The number of zones will thus be 2pm. The number of slots for each such zone is expressed 
by the term g, as a number of slots per pole and phase 


Q 


q 


Here Q is the number of slots in the stator or in the rotor. In integral slot windings, g is an 
integer. However, g can also be a fraction. In that case, the winding is called a fractional slot 
winding. 
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The phase zones are distributed symmetrically to different phase windings so that the phase 
zones of the phases U, V, W,... are positioned on the periphery of the machine at equal 
distances in electrical degrees. In a three-phase system, the angle between the phases is 120 
electrical degrees. This is illustrated by the periphery of Figure 2.5, where we have 2 x 360 
electrical degrees because of four poles. Now, it is possible to label every phase zone. We start 
for instance with the positive zone of the phase U. The first positive zone of the phase V will 
be 120 electrical degrees from the first positive zone of the phase U. Correspondingly, the first 
positive zone of the phase W will be 120 electrical degrees from the positive zone of the phase 
V and so on. In Figure 2.5, there are two pole pairs, and hence we need two positive zones for 
each phase U, V and W. In the slots of each, now labelled phase zones, there are only the coil 
sides of the labelled phase coil, in all of which the current flows in the same direction. Now, 
if their direction of current is selected positive in the diagram, the unlabelled zones become 
negative. Negative zones are labelled by starting from the distance of a pole pitch from the 
position of the positive zones. Now U and —U, V and —V, W and —W are at distances of 180 
electrical degrees from each other. 


2.3 Three-Phase Integral Slot Stator Winding 


The armature winding of a three-phase electrical machine is usually constructed in the stator, 
and it is spatially distributed in the stator slots so that the current linkage created by the stator 
currents is distributed as sinusoidally as possible. The simplest stator winding that produces 
a noticeable rotating field comprises three coils, the sides of which are divided into six slots, 
because if m = 3, p= 1, g = 1, then OQ = 2pmq = 6; see Figures 2.6 and 2.7. 





Example 2.2: Create a three-phase, two-pole stator winding with g = 1. Distribute the 
phases in the slots and illustrate the current linkage created based on the instant values of 
phase sinusoidal currents. Draw a phasor diagram of the slot voltage and sum the voltages 
of the individual phases. Create a current linkage waveform in the air gap for the time 
instant t; when the phase U voltage is at its positive maximum and for fz, which is shifted 
by 30°. 


Solution: If m = 3, p= 1, g = 1, then OQ = 2pmq = 6, which is the simplest case of 
three-phase windings. The distribution of the phases in the slots will be explained based 
on Figure 2.6. Starting from slot 1, we insert there the positive conductors of the phase U 
forming zone U1. The pole pitch expressed by the number of slots per pole, or in other 
words ‘the coil span expressed in the number of slot pitches yq’, is 


OQ 6 
a 9 
Then, zone U2 will be one pole pitch shifted from U1 and will be located in slot 4, 
because | + yo = 1 + 3 = 4. The beginning of the phase V1 is shifted by 120° from 
U1, which means slot 3 and its end V2 are in slot 6 (3 + 3 = 6). The phase W1 is again 
shifted from V1 by 120°, which means that it is in slot 5 and its end is in slot 2; see 
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Figure 2.6 The simplest three-phase winding that produces a rotating field. (a) A cross-sectional 
surface of the machine and a schematic view of the main flux route at the observation instant f,, 
(b) a developed view of the winding in a plane and (c) a three-dimensional view of the winding. 
The figure illustrates how the winding penetrates the machine. The coil end at the rear end of the 
machine is not illustrated as in reality, but the coil comes directly from a slot to another without 
travelling along the rear end face of the stator. The ends of the phases U, V and W at the terminals 
are denoted U1—U2, VI—V2 and W1—W2. (d) The three-phase currents at the observed time instant 
t; when iy = iy = —!/iy, which means (iy + iv + iw = O), (e) a voltage phasor diagram for the 
given three-phase system, (f) the total phase voltage for individual phases. The voltage of the phase 
U is created by summing the voltage of slot 1 and the negative voltage of slot 4, and therefore the 
direction of the voltage phasor in slot 4 is taken opposite and denoted —4. We can see the sum of 
voltages in both slots and the phase shift by 120° of the V- and W-phase voltages 
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Figure 2.7 Current linkages © created by a simple three-phase g = 1 winding. (a) Only the phase 
U is fed by current and observed. A rectangular waveform of current linkage with its fundamental 
component is shown to explicate the staircase profile of the current linkages below. If all three phases 
are fed and observed in two different current situations (iy + iy + iw = O) at two time instants 
t; and fz, see (b) and (c), respectively. The figure also illustrates the fundamental of the staircase 
current linkage curves. The stepped curves are obtained by applying Ampére’s law in the current- 
carrying teeth zone of the electrical machine. Note that as time elapses from fr to fz, the three-phase 
currents change and also the position of the fundamental component changes. This indicates clearly 
the rotating-field nature of the winding. The angle a and the numbers of slots refer to the previous 
figure, in which we see that the maximum flux density in the air gap lies between slots 6 and 5. This 
coincides with the maximum current linkage shown in this figure. This is valid if no rotor currents 
are present 


Figure 2.6a. The polarity of instantaneous currents is shown at the instant when the current 
of the phase U 1s at its positive maximum value flowing in slot 1, depicted as a cross (the 
tail of an arrow) in U1 (current flowing away from the observer). Then, U2 is depicted 
by a dot (the point of the arrow) in slot 4 (current flowing towards the observer). At the 
same instant in V1 and W1, there are also dots, because the phases V and W are carrying 
negative current values (see Figure 2.6d), and therefore V2 and W2 are positive, indicated 
by crosses. In this way, a sequence of slots with inserted phases is as follows: U1, W2, V1, 
U2, W1, V2, if g = 1. 
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The cross-section of the stator winding in Figure 2.6a shows fictitious coils with current 
directions resulting in the magnetic field represented by the force lines and arrows. 

The phasor diagram in Figure 2.6e includes six phasors. To determine their number, the 
largest common divider of Q and p denoted ¢ has to be found. In this case, for Q = 6 and 
p = 1,t= 1 and therefore the number of phasors is O/t = 6. The angle between the voltage 
phasors in the adjacent slots is given by the expression 








ees 360° p _ 360° - 1 — 60°. 
OQ 6 

which results in the numbering of the voltage phasors in slots as shown in Figure 2.6e. 
Now the total phase voltage for individual phases has to be summed. The voltage of the 
phase U is created by the positive voltage in slot 1 and the negative voltage in slot 4. The 
direction of the voltage phasor in slot 4 is taken opposite and denoted —4. We can see 
the sum of voltages in both slots of the phase U, and the phase shift of 120° of the V and 
W phase voltages in Figure 2.6f. 

The current linkage waveforms for this winding are illustrated in Figure 2.7b and c for 
the time instants ¢; and f2, between which the waveforms proceed by 30°. The procedure of 
drawing the figure can be described as follows. We start observation at ~w = 0. We assume 
the same constant number of conductors Zg in all slots. 

The current linkage value on the left in Figure 2.7b is changed stepwise at slot 2, where 
the phase W is located and is carrying a current with a cross sign. This can be drawn as 
a positive step of © with a certain value (O(t;) = iyw(t1)ZQ). Now, the current linkage 
curve remains constant until we reach slot 1, where the positive currents of the phase U 
are located. The instantaneous current in slot | is the phase U peak current. The current 
sum is again indicated with a cross sign. The step height is now twice the height in slot 
2, because the peak current is twice the current flowing in slot 2. Then, in slot 6, there is 
again a positive half step caused by the phase V. In slot 5, there is a current sum indicated 
by a dot, which means a negative © step. This is repeated with all slots, and when the 
whole circle has been closed, we get the current linkage waveform of Figure 2.7b. When 
this procedure is repeated for one period of the current, we obtain a travelling wave for 
the current linkage waveform. Figure 2.7c shows the current linkage waveform after 30°. 
Here we can see that if the instantaneous value of a slot current is zero, the current linkage 
does not change, and the current linkage remains constant; see slots 2 and 5. We can also 
see that the © profiles in b and c are not similar, but the form is changed depending on the 
time instant at which it is investigated. 

Figure 2.7 shows that the current linkage produced with such a simple winding deviates 
considerably from a sinusoidal waveform. Therefore, in electrical machines, more coil 
sides are usually employed per pole and phase. 





Example 2.3: Consider an integral slot winding, where p = 1 and g = 2, m = 3. Distribute 
the phase winding into the slots, produce an illustration of the windings in the slots, draw 
a phasor diagram and show the phase voltages of the individual phases. Create a waveform 
of the current linkage for this winding and compare it with that in Figure 2.7. 
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Figure 2.8 Three-phase, two-pole winding with two slots per pole and phase: (a) a stator with 12 
slots, the number of slots per pole and phase g = 2, (b) divided coil groups, (c) full-pitch coils of 
the phase U, (d) average full-pitch coils of the phase U, (e) a phasor diagram with 12 phasors, one 
for each slot, (f) the sum phase voltage of individual phases corresponding to figure (c), (g) the sum 
phase voltage of individual phases corresponding to figure (d) 


Solution: The number of slots needed for this winding is OQ = 2pmq = 2 x 3 x 2 = 12. 
The cross-sectional area of such a stator with 12 slots and embedded conductors of 
individual phases is illustrated in Figure 2.8a. The distribution of the slots into the phases 
is made in the same order as in Example 2.2, but now g = 2 slots per pole and phase. 
Therefore, the sequence of the slots for the phases is as follows: U1, U1, W2, W2, V1, V1, 
U2, U2, W1, W1, V2, V2. The direction of the current in the slots will be determined in 
the same way as above in Example 2.2. The coils wound in individual phases are shown 
in Figure 2.8b. The pole pitch expressed in number of slot pitches is 
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Figure 2.8c shows how the phase U is wound to keep the full pitch equal to six slots. In 
Figure 2.8d, the average pitch is also six, but the individual steps are yg = 5 and 7, which 
give the same average result for the value of induced voltage. 

The phasor diagram has 12 phasors, because t = 1 again. The angle between two phasors 
of adjacent slots is 

360°p = 360° - 1 
a, = —— = —— =30. 
O 12 

The phasors are numbered gradually around the circle. Based on this diagram, the phase 
voltage of all phases can be found. Figures 2.8f and g show that the voltages are the same 
independent of how the separate coil sides are connected in series. In comparison with 
the previous example, the geometrical sum is now less than the algebraic sum. The phase 
shifting between coil side voltages is caused by the distribution of the winding in more than 
one slot, here in two slots for each pole. This reduction of the phase voltage is expressed 
by means of a distribution winding factor; this will be derived later. 

The waveform of the current linkage for this winding is given in Figure 2.9. We can see 
that it is much closer to a sinusoidal waveform than in the previous example with g = 1. 





Figure 2.9 Current linkage O, = f(a) created by the winding on the surface of the stator bore of 
Figure 2.8 at atime iw = iy = —'!/iy. The fundamental ©, of ©, is given as a sinusoidal curve. The 
numbering of the slots is also given 


In undamped permanent magnet synchronous motors, such windings can also be employed, 
the number of slots per pole and phase of which being clearly less than one, for instance 
q = 0.4. In that case, a well-designed machine looks like a rotating-field machine when ob- 
served at its terminals, but the current linkage produced by the stator winding deviates so 
much from the fundamental that, because of excessive harmonic losses in the rotor, no other 
rotor type comes into question. 

When comparing Figure 2.9 (¢g = 2) with Figure 2.7 (g = 1), it is obvious that the higher 
the term g (slots per pole and phase), the more sinusoidal the current linkage of the stator 
winding. 

As we can see in Figure 2.7a, the current linkage amplitude of the fundamental component 
for one full-pitch coil 1s 


A 4 zolu 
Ov= = : 
nm 2 





(2.6) 
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If the coil winding is distributed into more slots, and g > 1 and N = pqzg/a, the winding 
factor must be taken into account: 


‘ 4 Nkyii 
u=-——. (2.7) 
m 2 
In a 2p-pole machine (2p > 2), the current linkage for one pole is 
‘ 4 Nkwiiy 
Oi = ————. (2.8) 


a 2p 


This expression can be rearranged with the number of conductors in a slot. In one phase, 
there are 2N conductors, and they are embedded in the slots belonging to one phase QO/m. 
Therefore, the number of conductors in one slot will be 


2N — 2mN N 








= = ee (2.9) 
QO/m 2pqm pq 
and 
N 
— = 970. (2.10) 
p 
Then N/p presented in Equation (2.8) and in the following can be introduced by qzg: 
: 4Nkwiip 4 — kwilu 
Oy=- = — oe Bil 
= a, 7120-5 (2.11) 


Equation (2.8) can also be expressed by the effective value of sinusoidal phase current if there 
is a Symmetrical system of phase currents: 


‘ 4 Nk 
OG (2.12) 
m™ 2p 





For an m-phase rotating-field stator or rotor winding, the amplitude of current linkage is 
m/2 times as high 





. A Nky, 
Oye (2.13) 
271 2p 


and for a three-phase stator or rotor winding, the current linkage amplitude of the fundamental 
component for one pole is 





A 34 Nk, 3 Nky 
Se DS a a). (2.14) 
7 Dp 


oO; = 
27m 2p 


For a stator current linkage amplitude ©,, of the harmonic v of the current linkage of a 
poly-phase (m > 1) rotating-field stator winding (or rotor winding), when the effective value 
of the stator current is /;, we may write 
Q mMA4kyN, 1 


io 


MKyy Ns» 
= —_—] 
2n py 2 : Tpv 


s: (2.15) 
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Example 2.4: Calculate the amplitude of the fundamental component of stator current 
linkage, if N, = 200, ky; = 0.96, m = 3, p = 1 and i,y(t) =i = 1A, the effective value 
for a sinusoidal current being /, = (1/ J2)A =0.707 A. 


Solution: For the fundamental, we obtain Ox. = 183.3 A, because: 


J/2-0.707A = 183.3 A. 





2.4 Voltage Phasor Diagram and Winding Factor 


Since the winding is spatially distributed in the slots on the stator surface, the flux (which is 
proportional to the current linkage ©) penetrating the winding does not intersect all windings 
simultaneously, but with a certain phase shift. Therefore, the emf of the winding is not 
calculated directly with the number of turns N,, but the winding factors ky, corresponding to 
the harmonics are required. The emf of the fundamental induced in the turn is calculated with 
the flux linkage W by applying Faraday’s induction law e = —Nk,,d®/dt = —dW /dt (see 
Equations 1.3, 1.7 and 1.8). We can see that the winding factor correspondingly indicates 
the characteristics of the winding to produce harmonics, and it has thus to be taken into 
account when calculating the current linkage of the winding (Equation 2.15). The common 
distribution of all the current linkages created by all the windings together produces a 
flux density distribution in the air gap of the machine, which, when moving with respect 
to the winding, induces voltages in the conductors of the winding. The phase shift of the 
induced emf in different coil sides is investigated with a voltage phasor diagram. The 
voltage phasor diagram is presented in electrical degrees. If the machine is for instance a 
four-pole one, p = 2, the voltage vectors have to be distributed along two full circles in the 
stator bore. Figure 2.10a illustrates the voltage phasor diagram of a two-pole winding of 
Figure 2.8. 

In Figure 2.10a, phasors 1 and 2 are positive and 7 and 8 are negative for the phase under 
consideration. Hence, phasors 7 and 8 are turned by 180° to form a bunch of phasors. For 
harmonic v (excluding slot harmonics that have the same winding factor as the fundamental) 
the directions of the phasors of the coil sides vary more than in the figure, because the slot 
angles a, are replaced with the angles vay. 

According to Figure 2.10b, when calculating the geometric sum of the voltage phasors for 
a phase winding, the symmetry line for the bunch of phasors, where the negative phasors 
have been turned opposite, must be found. The angles a, of the phasors with respect to this 
symmetry line may be used in the calculation of the geometric sum. Each phasor contributes 
to the sum with a component proportional to cos ap. 

We can now write a general presentation for the winding factor ky, of a harmonic v, by 
employing the voltage phasor diagram 





2 
kw = Y cos ap. (2.16) 
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Figure 2.10 (a), (b) Fundamental voltage phasor diagram for the winding of Figure 2.8 Q, = 12, 
p= 1, qs = 2. A maximum voltage is induced in the bars in slots 1 and 7 at the moment depicted in the 
figure, when the rotor is rotating clockwise. The figure also illustrates the calculation of the voltage in 
a single coil with the radii of the voltage phasor diagram. (c) General application of the voltage phasor 
diagram in the determination of the winding factor (fractional slot winding since the number of phasors 
is uneven). The phasors of negative coil sides are turned 180°, and then the summing of the resulting 
bunch of phasors is calculated according to Equation (2.16). A symmetry line is drawn in the middle 
of the bunch, and each phasor forms an angle a, with the symmetry line. The geometric sum of all the 
phasors lies on the symmetry line 


Here Z is the total number of positive and negative phasors of the phase in question, ¢ is 
the ordinal number of a single phasor, and v is the ordinal number of the harmonic under 
observation. The coefficient sin v7t/2 in the equation only influences the sign (of the factor). 
The angle of a single phasor a, can be found from the voltage phasor diagram drawn for 
the specific harmonic, and it is the angle between an individual phasor and the symmetry 
line drawn for a specific harmonic (cf. Figure 2.10b). This voltage phasor diagram solution 
is universal and may be used in all cases, but the numerical values of Equation (2.16) do not 
always have to be calculated directly from this equation, or with the voltage phasor diagram 
at all. In simple cases, we may apply equations introduced later. However, the voltage phasor 
diagram forms the basis for the calculations, and therefore its utilization 1s discussed further 
when analysing different types of windings. 

If in Figure 2.10a we are considering a currentless stator of a synchronous machine, a 
maximum voltage can be induced in the coil sides 1 and 7 at the middle of the pole shoe, 
when the rotor is rotating at no load inside the stator bore (which corresponds to the peak value 
of the flux density, but the zero value of the flux penetrating the coil), where the derivative of 
the flux penetrating the coil reaches its peak value, the voltage induction being at its highest 
at that moment. If the rotor rotates clockwise, a maximum voltage is induced in coil sides 2 
and 8 in a short while, and so on. The voltage phasor diagram then describes the amplitudes 
of voltages induced in different slots and their temporal phase shift. 
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The series-connected coils of the phase U travel, for example, from slot 1 to slot 8 (coil 1) 
and from slot 2 to slot 7 (coil 2; see Figure 2.8c). Thus a voltage, which is the difference of 
the phasors U , and Ug, is induced in coil 1. The total voltage of the phase is thus 


Uy =U, —Ug t+ Uy —U,. (2.17) 


The figure also indicates the possibility of connecting the coils in the order 1—7 and 2-8, 
which gives the same voltage but a different end winding. The winding factor ky; based on the 
distribution of the winding for the fundamental is calculated here as a ratio of the geometric 
sum and the sum of absolute values as follows: 


geometric sum — U,-U,+U,-U, 
sum of absolute values |U,| + |Ug| + |U,| + |U,| 


wl — 


= 0.966 < 1. (2.18) 


Example 2.5: Equation (2.16) indicates that the winding factor for the harmonics may 
also be calculated using the voltage phasor diagram. Derive the winding factor for the 
seventh harmonic of the winding in Figure 2.8. 


Solution: We now draw anew voltage phasor diagram based on Figure 2.10 for the seventh 
harmonic, Figure 2.11. 





Figure 2.11 Deriving the harmonic winding factor: (a) the fundamental and the seventh harmonic 
field in the air gap over the slots, (b) voltage phasors for the seventh harmonic of a full-pitch g = 2 
winding (slot angle @y7 = 210°) and (c) the symmetry line and the sum of the voltage phasors. The 
phasor angles a, with respect to the symmetry line are ~@, = 57t/12 or —57 /12 
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Slots 1 and 2 belong to the positive zone of the phase U and slots 7 and 8 to the negative 
zone measured by the fundamental. In Figure 2.11, we see that the pole pitch of the seventh 
harmonic is one-seventh of the fundamental pole pitch. Deriving the phasor sum for the 
seventh harmonic is started for instance with the voltage phasor of slot 1. This phasor 
remains in its original position. Slot 2 is physically and by the fundamental located 30° 
clockwise from slot 1, but as we are now studying the seventh harmonic, the slot angle 
measured in degrees for it is 7 x 30° = 210°, which can also be seen in the figure. The 
phasor for slot 2 is, hence, located 210° clockwise from phasor 1. Slot 7 is located at 
7 x 180° = 1260° from slot 1. Since 1260° = 3 x 360° + 180° phasor 7 remains opposite 
to phasor 1. Phasor 8 is located 210° clockwise from phasor 7 and will find its place 30° 
clockwise from phasor |. By turning the negative zone phasors by 7 and applying Equation 
(2.17) we obtain 








Te 
sin— 4 
kw = r cos ap 
p=!1 
.. “TT 
sin — 
—57 57 —57 57 
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It is not necessary to apply the voltage phasor diagram, but also simple equations may be 
derived to directly calculate the winding factor. In principle, we have three winding factors: a 
distribution factor, a pitch factor and a skewing factor. The last may also be taken into account 
by a leakage inductance. The winding factor derived from the shifted voltage phasors in the 
case of a distributed winding is called the distribution factor, denoted by the subscript ‘d’. 
This factor is always kg; < 1. The value kg; = 1 can be reached when g = 1, in which case 
the geometric sum equals the sum of absolute values, see Figure 2.6f. If g € 1, then ka, < 1. 
In fact, this means that the total phase voltage is reduced by this factor (see Example 2.6). 

If each coil is wound as a full-pitch winding, the coil pitch is in principle the same as 
the pole pitch. However, the voltage of the phase with full-pitch coils is reduced because 
of the winding distribution with the factor kg. If the coil pitch is shorter than the pole pitch 
and the winding is not a full-pitch winding, the winding is called a short-pitch winding, or a 
chorded winding (see Figure 2.15). Note that the winding in Figure 2.8 is not a short-pitch 
winding, even though the coil may be realized from slot 1 to slot 8 (shorter than pole pitch) 
and not from slot 1 to slot 7 (equivalent to pole pitch). A real short pitching is obviously 
employed in the two-layer windings. Short pitching is another reason why the voltage of the 
phase winding may be reduced. The factor of such a reduction is called the pitch factor kp. 
The total winding factor is given as 


ky = ka + kp. (2.19) 


Equations to calculate the distribution factor kg will now be derived; see Figure 2.12. The 
equations are based on the geometric sum of the voltage phasors in a similar way as in Figures 
2.10 and 2.11. 

The distribution factor for the fundamental component is given as 

geometric sum U; 


is (2.20) 





sum of absolute values — qUoitt 
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Figure 2.12 (a) Determination of the distribution factor with a polygon with g = 5, (b) the pole pitch 
for the fundamental and the fifth harmonic. The same physical angles for the fifth harmonic and the 
fundamental are shown as an example. Voltages U,, — U,s represent corresponding coil voltages 


According to Figure 2.12, we may write for the triangle ODC 











U; 
sin 2 = 2 > UY, = 2 sin, (2.21) 
2 r 2 
and for the triangle OAB 
Uy 
_% 2. _ Ay 
sin — = — > Uy = 2r sin —. (2.22) 
2 r 2 
We may now write for the distribution factor 
. Gay qay 
U; 2r sin a sin 5 
ka) =  ————— | ——— ee (2.23) 
qs g2r sin = « sin . 


This is the basic expression for the distribution factor for the calculation of the fundamental 
in a closed form. Since the harmonic components of the air-gap magnetic flux density are 
present, the calculation of the distribution factor for the vth harmonic will be carried out 
applying the angle va,; see Figure 2.11b and 2.12b: 


. Tay 
Sin Vv 


b= —_<.. (2.24) 
g sin v oi 





Example 2.6: Repeat Example 2.5 using Equation (2.24). 
Solution for v = 7: 


_  GQy ee _ Im 
sin py —— sin 7 coe sin — 


kav =  )?  ) Tm 
gsinv— 2 sin7 5 Ga 
2 12 


The result is the same as above. 
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The expression for the fundamental may be rearranged as 


_ Q 2up _ 71/2 
"2pm 20 m1 
_ = m 
ka = ap Oe (2.25) 
sin ————— sin —— 
2-2pmq 


For three-phase machines, m = 3, the expression is as follows: 


_ sin (71/6) _ 1 


TT nt/6 CORO 
qsin— 2g sin — 
q q 


(2.26) 


This simple expression of the distribution factor for the fundamental is most often employed 
for practical calculations. 


Example 2.7: Calculate the phase voltage of a three-phase, four-pole synchronous ma- 
chine with a stator bore diameter of 0.30m, a length of 0.5m and a speed of rotation 
1500 min—!. The excitation creates the air-gap fundamental flux density Bs; = 0.8 T. 
There are 36 slots, in which a one-layer winding with three conductors in each slot is 
embedded. 


Solution: According to the Lorentz law, an instantaneous value of the induced electric 
field strength in a conductor is EF = v x Bo. In one conductor embedded in a slot of an 
AC machine, we may get the induced voltage by integrating, e;, = Bsl’v, where Bs is the 
local air-gap flux density value of the rotating magnetic field, /’ is the effective length of 
the stator iron stack, and v is the speed at which the conductor travels in the magnetic field, 
see Figure 2.13. 


travelling direction 















(a) (b) 


Figure 2.13 (a) Flux density variation in the air gap. One flux density period travels two pole 
pitches during one time period T. (b) The flux distribution over one pole and the conductors in slots 


Windings of Electrical Machines 69 


During one period 77, the magnetic flux density wave travels two pole pitches, as shown 
in the figure above. The speed of the magnetic field moving in the air gap is 


2Tp 
v= TT = 21, f. 


The effective value of the induced voltage in one conductor is 
Bs 


J2 


Contrary to a transformer, where approximately the same value of magnetic flux density 
penetrates all the winding turns, Figure 2.13 shows that in AC rotating-field machines, the 
conductors are subject to the sinusoidal waveform of flux density, and each conductor has 
a different value of magnetic flux density. Therefore, an average value of the magnetic 
flux density is calculated to unify the value of the magnetic flux for all conductors. The 
average value of the flux density equals the maximum value of the flux penetrating a 
full-pitch winding: 


Fic = Plait. 


@ = Bs aul tes 


Bs is spread over the pole pitch tp, and we get for the average value 


Desk ss TU 
B5ay = —Bs => Bs = iD says 
TU 2 


Now, the RMS value of the voltage induced in a conductor written by means of average 
magnetic flux density is 


7U 


2/2 


The frequency f is found from the speed n 


7 «A 
oes Byagl 205 f = poe 


pn — 2-1500 


es a, 
60 60 * 


i = 
Information about three conductors in each slot can be used for calculating the number 
of turns N in series. In one phase, there are 2N conductors, and they are embedded in the 


slots belonging to one phase Q/m. Therefore, the number of conductors in one slot Zo will 
be 


2N 2Nm N 
Z SS SS SSS 
ce O/m 2pqm pq 


In this case, the number of turns in series in one phase is N = 3pg = 3-2-3 = 18, where 
gq = O/2pm = 36/4 x 3 = 3. The effective value of the induced voltage in one slot is 
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(N /pq)E,.. The number of such slots is 2pg. The linear sum of the voltages of all conduc- 
tors belonging to the same phase must be reduced by the winding factor to get the phase 
voltage 


N 
Fon = —E.gq2pky. 
Pq 
The final expression for the effective value of the induced voltage in the AC rotating 
machine is 
7 
V2 


In this example, there is a full-pitch one-layer winding, and therefore k, = 1, and only kg 
must be calculated (see Equation (2.26)): 


N . N : 
Epn = Ec—q2pkw, = © f —q2pkwi = V20f ENky1. 
pq pq 


eG 
a a02 ae 


kwi = ka = 0 
2q sin 2-3sin 
q 3 








The maximum value of the magnetic flux is 
ae a ee 
® = —Bst/ = —0.8 - 0.236 - 0.5 = 0.060 Wb 
™ ™ 


where the pole pitch T, 1s 


MD, 7:-0.3 
t= — = = 0.236 m. 
2p 4 





An effective value of the phase induced voltage is 


Ep = V20f Nkg = V21- 50 - 0.060 - 18 - 0.96 = 230V. 





Example 2.8: The stator of a four-pole, three-phase induction motor has 36 slots, and it is 
fed by 3 x 400/230 V, 50 Hz. The diameter of the stator bore is D, = 15 cm and the length 
lgpe = 20cm. A two-layer winding is embedded in the slots. Besides this, there is a one- 
layer, full-pitch search coil embedded in two slots. In the no-load condition, a voltage of 
11.3 V has been measured at its terminals. Calculate the air-gap flux density, if the voltage 
drop on the impedance of the search coil can be neglected. 


Solution: To be able to investigate the air-gap flux density, the data of the search coil 
can be used. This coil is embedded in two electrically opposite slots, and therefore the 
distribution factor ky = 1; because it is a full-pitch coil, also the pitch factor ky = 1, and 
therefore k,, = 1. 
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Now, the maximum value of magnetic flux is 


U, 11.3 


hr a 
J2nfNekwo  W2m-50-4-1.0 


Wb = 0.0127 Wb. 


The amplitude of the air-gap flux density is 


B Tp at 7™ 0.0127 re 
| Fy — =— oe — . 7 
 , TDs 1 2 m-0.15), 
2p 4 





2.5 Winding Analysis 


The winding analysis starts with the analysis of a single-layer stator winding, in which the 
number of coils is Q;/2. In the machine design, the following setup is advisable: the periphery 
of the air gap of the stator bore (diameter D,) is distributed evenly in all poles, that is 2p 
of equal parts, which yields the pole pitch tp. Figure 2.14 illustrates the configuration of a 
two-pole slot winding (p = 1). 

The pole pitch is evenly distributed in all stator phase windings, that is in m, equal parts. 
Now we obtain a zone distribution T,,. In Figure 2.14, the number of stator phases is m, = 3. 
The number of zones thus becomes 2pm, = 6. The number of stator slots in a single zone is 





(a) (b) 


Figure 2.14 (a) Three-phase stator diamond winding p = 1, g, = 3, O, = 18. Only the coil end on the 
side of observation is visible in the U-phase winding. The figure also illustrates the positive magnetic 
axes of the phase windings U, V and W. The current linkage creates a flux in the direction of the magnetic 
axis when the current is penetrating the winding at its positive terminal, for example U1. The current 
directions of the figure depict a situation in which the current of the windings V and W is a negative half 
of the current in the winding U. (b) The created current linkage distribution ©, is shown at the moment 
when its maximum is in the direction of the magnetic axis of the phase U. The small arrows in (a) at the 
end winding indicate the current directions and the transitions from coil to coil. The same winding will 
be observed in Figure 2.23 
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gs, which is the number of slots per pole and phase in the stator. By using stator values in the 
general equation (2.5), we obtain 


_ @. 
2pm, 





ds (2.27) 


If g, 1S an integer, the winding is termed an integral slot winding, and if g, is a fraction, the 
winding is called a fractional slot winding. 

The phase zones are labelled symmetrically to the phase windings, and the directions of 
currents are determined so that we obtain a number of m, magnetic axes at a distance of 
360°/m, from each other. The phase zones are labelled as stated in Section 2.2. The positive 
zone of the phase U, that is a zone where the current of the phase U is flowing away from 
the observer, is set as an example (Figure 2.14). Now the negative zone of the phase U is 
at a distance of 180 electrical degrees; in other words, electrically on the opposite side. The 
conductors of respective zones are connected so that the current flows as desired. This can be 
carried out for instance as illustrated in Figure 2.14. In the figure, it is assumed that there are 
three slots in each zone, g; = 3. The figure shows that the magnetic axis of the phase winding 
U 1s in the direction of the arrow drawn in the middle of the illustration. Because this is a 
three-phase machine, the directions of the currents of the phases V and W have to be such that 
the magnetic axes of the phases V and W are at a distance of 120° (electrical degrees) from 
the magnetic axis of the phase U. This can be realized by setting the zones of the V and W 
phases and the current directions according to Figure 2.14. 

The way in which the conductors of different zones are connected produces different me- 
chanical winding constructions, but the air gap remains similar irrespective of the mechani- 
cal construction. However, the arrangement of connections has a significant influence on the 
space requirements for the end windings, the amount of copper and the production costs of 
the winding. The connections also have an effect on certain electrical properties, such as the 
leakage flux of the end windings. 

The poly-phase winding in the stator of a rotating-field machine creates a flux wave when a 
symmetric poly-phase current flows in the winding. A flux wave is created for instance when 
the current linkage of Figure 2.14 begins to propagate in the direction of the positive a-axis, 
and the currents of the poly-phase winding are alternating sinusoidally as a function of time. 
We have to note, however, that the propagation speeds of the harmonics created by the winding 
are different from the speed of the fundamental (n,, = - n,;/v), and therefore the shape of 
the current linkage curve changes as a function of time. However, the fundamental propagates 
in the air gap at a speed defined by the fundamental of the current and by the number of 
pole pairs. Furthermore, the fundamental is usually dominating (when g > 1), and thus the 
operation of the machine can be analysed basically with the fundamental. For instance, in a 
three-phase winding, time-varying sinusoidal currents with a 120° phase shift in time create a 
temporally and positionally alternating flux in the windings that are distributed at distances of 
120 electrical degrees. The flux distribution propagates as a wave on the stator surface. (See 
e.g. Figure 7.7 illustrating the fundamental v = 1 of a six-pole and a two-pole machine.) 


2.6 Short Pitching 


In a double-layer diamond winding, the slot is divided into an upper and a lower part, and 
there is one coil side in each half slot. The coil side at the bottom of the slot belongs to 
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(a) : 


Figure 2.15 (a) Three-phase, double-layer diamond winding Q, = 18, g; = 3, p = 1. One end winding 
is shown to illustrate the coil span. The winding is created from the previous winding by dividing the 
slots into upper and bottom layers and by shifting the bottom layers clockwise by a single slot pitch. 
The magnetic axes of the new short-pitched winding are also shown. (b) A coil end of a double-layer 
winding produced from preformed copper, with a coil span W or expressed as numbers of slot pitches y. 
The coil ends start from the left at the bottom of the slot and continue to the right to the top of the slot 


the bottom layer of the slot, and the coil side adjacent to the air gap belongs to the upper 
layer. The number of coils is now the same as the number of slots Q, of the winding; see 
Figure 2.15b. 

A double-layer diamond winding is constructed like the single-layer winding. As illustrated 
in Figure 2.15, there are two zone rings, the outer illustrating the bottom layer and the inner 
the upper layer, Figure 2.15a. The distribution of zones does not have to be identical in the 
upper and bottom layers. The zone distribution can be shifted by a multiple of the slot pitch. 
In Figure 2.15a, a single zone shift equals a single slot pitch. Figure 2.15b illustrates one of 
the coils of the phase U. By comparing the width of the coil with the coil span of the winding 
in Figure 2.14, we can see that the coil is now one slot pitch narrower; the coil is said to 
be short pitched. Because of short pitching, the coil end has become shorter, and the copper 
consumption is thus reduced. On the other hand, the flux linking the coil decreases somewhat 
because of short pitching, and therefore the number of coil turns at the same voltage has to be 
higher than for a full-pitch winding. The short pitching of the coil end is of more significance 
than the increased number of coil turns, and as a result the consumption of coil material 
decreases. 

Short pitching also influences the harmonics content of the flux density of the air gap. 
A correctly short-pitched winding produces a more sinusoidal current linkage distribution 
than a full-pitch winding. In a salient-pole synchronous generator, where the flux density 
distribution is basically governed by the shape of pole shoes, a short-pitch winding produces 
a more sinusoidal pole voltage than a full-pitch winding. 

Figure 2.16 illustrates the basic difference of a short-pitch winding and a full-pitch 
winding. 
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(a) (b) 


Figure 2.16 Cross-sectional areas of two machines with 12 slots. The basic differences of (a) a two- 
pole full-pitch winding and (b) a two-pole short-pitch winding. In the short-pitch winding, the width of 
a single coil W is less than the pole pitch tT, or, expressed as the number of slots, the short pitch y is less 
than a full pitch yg. The coil voltage U;_¢ is lower than U,_7. The short-pitched coil is located on the 
chord of the periphery, and therefore the winding type is also called a chorded winding. The coil without 
short pitching is located on the diameter of the machine 


The short-pitch construction is now investigated in more detail. Short pitching is commonly 
created by winding step shortening (Figure 2.17b), coil side shift in a slot (Figure 2.17c) and 
coil side transfer to another zone (Figure 2.17d). In Figure 2.17, the zone graphs illustrate 
the configurations of a full-pitch winding and of the short-pitch windings constructed by the 
above-mentioned methods. Of these methods, the step shortening can be considered to be 
created from a full-pitch winding by shifting the upper layer left for a certain number of slot 
pitches. 

Coil side shift in a slot is generated by changing the coil sides of the upper and bottom 
layers in certain slots of a short-pitch winding. For instance, if in Figure 2.17b the coil sides 
of the bottom layer in slots 8 and 20 are removed to the upper layer, and in slots 12 and 24 
the upper coil sides are shifted to the bottom layer, we get the winding of Figure 2.17c. Now, 
the width of a coil is again W = T,, but because the magnetic voltage of the air gap does not 
depend on the position of a single coil side, the magnetizing characteristics of the winding 
remain unchanged. The windings with a coil side shift in a slot and winding step shortening 
are equal in this respect. The average number of slots per pole and phase for windings with a 
coil side shift in a slot is 


QO d+4q2 
== ; n=qti, e=q-j (2.28) 
2pm 2 








ds 


where j 1s the difference of g (the numbers of slots per pole and phase) in different layers. In 
Figure 2.17, 7 = 1. 
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Figure 2.17 Different methods of short pitching for a double-layer winding: (a) full-pitch winding, 
(b) winding step shortening, (c) coil side shift in a slot, (d) coil side transfer to another zone. t,, zone; 
T, Slot pitch; W, coil span; x, coil span decrease. In the figure, a cross indicates one coil end of the 
phase U, and the dot indicates the other coil end of the phase U. In the graph for a coil side transfer to 
another zone, the grid indicates the parts of slots filled with the windings of the phase W 


Coil side transfer to another zone (Figure 2.17d) can be considered to be created from the 
full-pitch winding of Figure 2.17a by transferring the side of the upper layers of 2 and 14 to 
a foreign zone W. There is no general rule for the transfer, but practicality and the purpose of 
use decide the solution to be selected. The method may be adopted in order to cancel a certain 
harmonic from the current linkage of the winding. 

The above-described methods can also be employed simultaneously. For instance, if we 
shift the upper layer of the coil with a coil side transfer of Figure 2.17d left for the distance of 
one slot pitch, we receive a combination of a winding step shortening and a coil side transfer. 
This kind of winding is double short pitched, and it can eliminate two harmonics. This kind of 
short pitching is often employed in machines where the windings may be rearranged during 
drive to form another pole number. 

When different methods are compared, we have to bear in mind that when considering 
the connection, a common winding step shortening is always the simplest to realize, and the 
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consumption of copper is often the lowest. A winding step shortening is an advisable method 
down to W = 0.87, without an increase in copper consumption. In short two-pole machines, 
the ends are relatively long, and therefore it is advisable to use even shorter pitches to make the 
end winding area shorter. Short pitchings down to W = 0.7t, are used in two-pole machines 
with prefabricated coils. The most crucial issue concerning short pitching is, however, how 
completely we wish to eliminate the harmonics. This is best investigated with winding factors. 

The winding factor ky, has already been determined with Figure 2.10 and Equation (2.16). 
When the winding is short pitched, and the coil ends are not at a distance of 180 electrical 
degrees from each other, we can easily understand that short pitching reduces the winding 
factor of the fundamental. This is described by a pitch factor k,,. Further, if the number of 
slots per pole and phase is higher than one, we can see that in addition to the pitch factor 
Kpy, the distribution factor kg, is required as was discussed above. Thus, we can consider the 
winding factor to consist of the pitch factor kp, and the distribution factor kg, and, in some 
cases, of a skewing factor (cf. Equation 2.35). 

The full pitch can be expressed in radians as 71, as a pole pitch Tp, or as the number of slot 
pitches yg covering the pole pitch. The pitch expressed in the number of slots is y, and now the 
relative shortening is y/yo. Therefore, the angle of the short pitch is (y/yg)7. A complement 
to 7, which is the sum of angles in a triangle, is 


(o- Ze) =a(i-2) 


This value will be divided equally between the other two angles as in Figure 2.16b: 


pre 
2 yo) 


Also the pitch factor is defined as the ratio of the geometric sum of phasors and the sum of 
the absolute values of the voltage phasors, see Figure 2.16b. The pitch factor is 


_ U. total 
2U slot 





kp (2.29) 


When 


“(3(-9) 


is expressed in the triangle being analysed, it will be found that it equals the pitch factor 


defined by 
7 U. 2 U 
Bae (F (: = ~.)) _ total / _ total = kp. (2.30) 
Z YO O stot 2U slot 
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On rearranging the final expression for the pitch factor will be obtained: 


W 
ky = sin & * an (== | (2.31) 


In a full-pitch winding, the pitch is equal to the pole pitch, y = yg, W = T, and the pitch 
factor is ky = 1. If the pitch is less than yg, kp < 1. 

In a general presentation, the distribution factor kq and the pitch factor k, have to be valid 
also for the stator harmonics. We may write for the vth harmonic, the pitch factor k,, and the 


distribution factor kg, 
W 7 ™ 
Koy = sin (= * | = sin (= * (2.32) 


2 TU 
sin(vga,/2) 7510 (v5 ) 


a 23 2.33 
: g sin (va, /2) QO . ( ) ven 
— sin { »p— 
mp Q 
Here a, is the slot angle, ay = p27/Q. 
The skewing factor will be developed in Chapter 4, but it is shown here as 
. ( s * 
sin | v—— 
Tp 
k= —— (2.34) 
ao} 
Here the skew is measured as s/Tp (cf. Figure 4.16). 
The winding factor is thus a product of these factors 
vm : Ss 7 
2 sin (—-) on (25) 
W 7 toe 
Kwy = Kpvkavksqv = sin (-=5) jg (2.35) 


Tp2 Q . Pp joe 
— sin My Tp 2 





Example 2.9: Calculate a winding factor for the two-layer winding Q = 24, 2p = 4, 
m = 3, y =5 (see Figure 2.17b). There is no skewing, that is k.q, = 1. 


Solution: The number of slots per phase per pole is 


sigs as SE fe 
no 2pm 4-3 | 
The distribution factor for the three-phase winding is 


1 


ka = = 0.966. 


_ 30 
2gsin— 2-2sin — 
qd 2 
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The number of slots per pole, or in the other words the pole pitch expressed as the number 
of slots, is 


If the pitch is five slots, it means that it is a short pitch, and it is necessary to calculate the 
pitch factor: 


The winding factor is 


kwi = kakpiksqt = 0.966 - 0.966 - 1 = 0.933. 


Example 2.10: A two-pole alternator has on the stator a three-phase two-layer winding 
embedded in 72 slots, two conductors in each slot, with a short pitch of 29/36. The di- 
ameter of the stator bore is D, = 0.85 m, the effective length of the stack is // = 1.75 m. 
Calculate the fundamental component of the induced voltage in one phase of the stator 
winding, if the amplitude of the fundamental component of the air gap flux density is 
Bs, = 0.92T and the speed of rotation is 3000 min7!. 


Solution: The effective value of the induced phase voltage will be calculated from the ex- 
pression Ej, = J/2n f bN-kiy at the frequency of f = pn/60 = 1 - 3000/60 = 50 Hz. 
The pole pitch is t) = 7D;/2p = 1-0.85m/2 = 1.335 m. The maximum value of the 
magnetic flux is ®; = (2/70) By5Tpl’ = (2/7)0.92 T - 1.335 m- 1.75 m = 1.368 Wb. The 
number of slots per pole and phase is g, = QO,/2pm = 72/2 -3 = 12. The number of turns 
in series NV, will be determined from the number of conductors in the slot zg = N/pq = 
2=>N =2pq =2-1-12 = 24. There is a two-layer distributed short-pitch winding, and 
therefore both the distribution and pitch factors must be calculated (cf. Equation 2.26): 


1 


ka = = 0.955, 


Gl Or _ 1/6 
2qds sin 2-12sin — 
q 12 


7 (297 
= SIN a ee — 0.953, 
36 2 


because the full pitch is yg = Q/2p = 72/2 = 36. The winding factor yields ky; = 
Katkp, = 0.955 - 0.953 = 0.91 and the induced phase voltage of the stator is Epp 


V2nf ®\Nsky = V 27 -5041.368 Vs -24-0.91 = 6637 V. 





On the other hand, as shown previously, the winding constructed with the coil side shift in a 
slot in Figure 2.17c proved to have an identical current linkage as the winding step shortening 
2.17b, and therefore also its winding factor has to be same. The distribution factor kg, is 
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calculated with an average number of slots per pole and phase g = 2, and thus the pitch 
factor kp, has to be the same as above, although no actual winding step shortening has been 
performed. For coil side shift in a slot, Equation (2.32) is not valid as such for the calculation 
of pitch factor (because sin(v 71/2) = 1). 

When comparing magnetically equivalent windings of Figure 2.17 that apply winding step 
shortening and coil side shift in a slot, it is shown that an equivalent reduction x of the coil 
span for a winding with coil side shift is 


1 
x= —W = 31 — 42)% (2.36) 


The substitution of slot pitch ty = 2pt,/Q in the equation yields 


WwW 
a Gi G5). (2.37) 
Tp O 


In other words, if the number of slots per pole and phase of the different layers of coil side 
shift are g; and g2, the winding corresponds to the winding step shortening in the ratio of 
W/t,. By substituting (2.37) in Equation (2.32) we obtain a pitch factor Kpw, of the coil side 
shift in a slot 


Rao ee gl cnt a 2.38 
moo =sin | - Finan FI. (2.38) 


In the case of the coil side shift of Figure 2.17c, gj = 3 and gz = 1. We may assume 
the winding to be a four-pole construction as a whole (p = 2, Q, = 24). In the figure, a 
basic winding is constructed of the conductors of the first 12 slots (the complete winding may 
comprise an undefined number of sets of 12-slot windings in series), and thus we obtain for 
the fundamental winding factor 


Pineal ha = ah | eee 2 10a 
oni = sil a 5 { = S8in| 5 ) = 0.966. 


which is the same result as Equation (2.32) in the case of a winding step shortening of 
Figure 2.17b. 

Because we may often apply both the winding step shortening and coil side transfer in a 
different zone in the same winding, the winding factor has to be rewritten as 


Ke = Kav Kowy Kpv- (2.39) 


With this kind of doubly short-pitched winding, we may eliminate two harmonics, as stated 
earlier. The elimination of harmonics implies that we select a double-short-pitched winding 
for which, for instance, Kpws = 0 and ky7 = 0. Now we can eliminate the undesirable fifth 
and seventh harmonics. However, the fundamental winding factor will get smaller. The dis- 
tribution factor kgy is now calculated with the average number of slots per pole and phase 


g=(q1 + qQ2)/2. 
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When analysing complicated short-pitch arrangements, it is often difficult to find a universal 
equation for the winding factor. In that case, a voltage phasor diagram can be employed, as 
mentioned earlier in the discussion of Figure 2.10. Next, the coil side transfer to another zone 
of Figure 2.17 is discussed. 

Figure 2.18a depicts the fundamental voltage phasor diagram of the winding with coil side 
transfer to another zone in Figure 2.17, assuming that there are OQ = 24 slots and 2p = 4 poles. 
The slot angle is now a, = 30 electrical degrees, and thus the phase shift of the emf is 30°. 
Figure 2.18b depicts the phasors of the phase U in a polygon according to Figure 2.17d. The 
resultant voltage Upp and its ratio to the sum of the absolute values of the phasors is the fun- 
damental winding factor. By also drawing the resultants of the windings V and W from point 
0, we obtain an illustration of the symmetry of a three-phase machine. The other harmonics 
(ordinal v) are treated equally, but the phase shift angle of the phasors is now vay. 
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Figure 2.18 Voltage phasor diagram of a four-pole winding with a coil side transfer (Figures 2.17d) 
and (b) the sum of slot voltage phasors of a single phase. Note that the voltage phasor diagram for a four- 
pole machine (p = 2) 1s doubled, because it is drawn in electrical degrees. The parts of the figure are in 
different scales. In the voltage phasor diagram, there are 1n principle two layers (one for the bottom layer 
and another for the top layer), but only one of them is illustrated here. Now two consequent phasors, for 
example 2 and 14, when placed one after another, form a single radius of the voltage phasor diagram. 
The winding factor is thus defined by the voltage phasor diagram by comparing the geometrical sum 
with the sum of absolute values 


Windings of Electrical Machines $1 


2.7 Current Linkage of a Slot Winding 


The current linkage of a slot winding refers to a function © = f(a), created by the winding 
and its currents in the equivalent air gap of the machine. The winding of Figure 2.8 and its 
current linkage in the air gap are investigated at a time when iw = iy = —'/siy, Figure 2.9. The 
curved function in the figure is drawn at time t = 0. The phasors of the phase currents rotate 
at an angular speed w, and thus after a time 271/(3w) = 1/(3f) the current of the phase V has 
reached its positive peak, and the function of current linkage has shifted three slot pitches to 
the right. After a time 2/(3/), the shift is six slot pitches, and so on. The curved function shifts 
constantly in the direction +a. To be exact, the curved waveform is of the form presented 
in the figure only at times t = c/(3f), when the factor c has values c = 0, 1, 2, 3,.... As 
time elapses, the waveform proceeds constantly. Fourier analysis of the waveform, however, 
produces harmonics that remain constant. 

Figure 2.19 illustrates the current linkage ©(q@) produced by a single coil. A flux that passes 
through the air gap at an angle y returns at an angle 6 = 27 — y. In the case of a nonfull- 
pitch winding, the current linkage is distributed in the ratio of the permeances of the paths. 
This gives us a pair of equations 


@ 
Zoli = O, + Oz: ee (2.40) 


from which we obtain two constant values for the current linkage waveform ©(q@) 


Bp, yY.. 
y — Aq 2"? Ox — aq 2 (2.41) 


The Fourier series of the function ©(q@) of a single coil is 


O (a) = 0; cosa + O3 cos 3a + Os cos5a +--- +O, cosva +---. (2.42) 





Figure 2.19 (a) Currents and schematic flux lines of a short-pitch coil in a two-pole system. (b) Two 
wavelengths of the current linkage created by a single, narrow coil 
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The magnitude of the vth term of the series 1s obtained from the equation by substituting 
the function of the current linkage waveform for a single coil 


TU 


Z 2 .. (vy 

6, == | @(@)cos(va) da = —zoi sin (=) | (2.43) 
Tl vit 2 

0 


As y/W = 27/2tp, and hence y/2 = (W/t) - (71/2), the last factor of Equation (2.43) 


W 
sin (=) = sin (= * = kp (2.44) 
2 Tp 2 


is the pitch factor of the harmonic v for the coil observed. For the fundamental v = 1, we ob- 
tain k,;. We can thus see that the fundamental is just a special case of the general harmonic v. 
While the electrical angle of the fundamental is a, the corresponding angle for the harmonic v 
is always va. If now vy/2 is a multiple of the angle 271, the pitch factor becomes k,,, = 0. Thus, 
the winding does not produce such harmonics, neither are voltages induced in the winding by 
the influence of possible flux components at this distribution. However, voltages are induced 
in the coil sides, but over the whole coil these voltages compensate each other. Thus, with a 
suitable short pitching, it is possible to eliminate harmful harmonics. 

In Figure 2.20, there are several coils 1...g ina single pole of a slot winding. The current 
linkage of each coil is zg/. The coil angle (in electrical degrees) for the harmonic v of the 
narrowest coil is vy, the next being v(y + 2a,) and the broadest v(y + 2(g — 1)a,). For an 
arbitrary coil g, the current linkage is, according to Equation (2.43), 


Ove = ~ 293 sin | v (5 +(q = Vou) (2.45) 


s 
a 
» 
oe 


ec eceeeneencccccccccesceetossesccecebocsccnseesbosdoccseelesesceseeeees 





Figure 2.20 Concentric coils of a single pole; the calculation of the winding factor for a harmonic v 
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When all the harmonics of the same ordinal generated by all coils of one phase are summed, 
we obtain per pole 


q q 
2 
Orvtor = ) Ove = ont ) Kiss 
g=l g=l 


2 v 
= — zal {sin + sinv (> +a) + +--+ sinv EB eg 1) ou] f 


(2.46) 


The sum kw, in braces can be calculated for instance with the geometrical figure of Figures 
2.20 and 2.12. The line segment AC is written as 











are _ Vay 
AC = 2r sin a (2.47) 
The arithmetical sum of unit segments is 
aa _ Vay 
GgAB = q2r sin D (2.48) 
and we can find for the harmonic v 
_ Vay 
ACG sin 
ise ey, (2.49) 
qA g sin — 
2 


This equals the distribution factor of Equation (2.33). Now, we see that the line segment 
AC = qk4,a~n. We use Figure 2.12a again. The angle BAC is obtained from Figure 2.12 as 
the difference of angles OAB and OAC. It is v(g — l)a,/2. The projection AC’ is thus 





viy +(¢ — Ia) 
2 


AC’ = AC sin = ACkay. (2.50) 


Here we have a pitch factor influencing the harmonic v, because in Figure 2.20, v[y + 
(g — 1)ay] is the average coil width angle. Equation (2.46) is now reduced to 





2 Kee y 
Og qdZQl, (2.51) 
Mm Vv 
where 
oe KpvKav- (2.52) 


This is the winding factor of the harmonic v. It is an important observation. The winding factor 
was originally found for the calculation of the induced voltages. Now we understand that the 
same distribution and pitch factors also affect the current linkage harmonic production. By 
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substituting the harmonic current linkage ©, in Equation (2.42) with the current linkage © jtot, 
we obtain the harmonic v generated by the current linkage of g coils 


AO, = Ortot COS Va. (2.53) 


This is valid for a single-phase coil. The harmonic v created by a poly-phase winding is 
calculated by summing all the harmonics created by different phases. By its nature, the pitch 
factor is zero 1f vay = +c27 (since sin (vga, /2) = sin (Ec7tg) = O) (.e. the coil sides are at 
the same magnetic potential), when the factor c = 0, 1, 2,3, 4.... It therefore allows only the 
harmonics 


27 
vz~c—. (2.54) 
a 


The slot angle and the phase number are interrelated 


‘8 
Gay = —. (2.55) 
m 


The distribution factor is zero if v = +c2m. The winding thus produces harmonics 


y= tT 2m. (2.56) 


Example 2.11: Calculate which ordinals of the harmonics can be created by a three-phase 
winding. 


Solution: A symmetrical three-phase winding may create harmonics calculated from 
Equation (2.56), by inserting m = 3. These are listed in Table 2.2. 


Table 2.2 Ordinals of the harmonics created by a three-phase winding (m = 3) 
1 2 3 4A 5 6 i 


+7 +13 +19 +25 +31 +37 +43... Positive sequence 
—5 —11 —17 —23 —29 —35 —41... Negative sequence 


We see that v = —1, and all even harmonics and harmonics divisible by three are miss- 
ing. In other words, a symmetrical poly-phase winding does not produce for instance a 
harmonic propagating in the opposite direction at the fundamental frequency. Instead, a 
single-phase winding m = | creates also a harmonic, the ordinal of which is v = —1. This 
is a particularly harmful harmonic, and it impedes the operation of single-phase machines. 
For instance, a single-phase induction motor, because of the field rotating in the negative 
direction, does not start without assistance because the positive and negative sequence 
fields are equally strong. 
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Example 2.12: Calculate the pitch and distribution factors for v = 1, 5, 7 if a chorded 
stator of an AC machine has 18 slots per pole and the first coil is embedded in slots 1 and 
16. Calculate also the relative harmonic current linkages. 


Solution: The full pitch would be yg = 18 and a full-pitch coil should be embedded in 


slots 1 and 19. If the coil is located in slots 1 and 16, the coil pitch is shorted to y = 15. 
Therefore, the pitch factor for the fundamental will be 


Wr _ yt i152 
kpi = SiN —— = sin—_>— =sn—— = 0.966 
Tp 2 Yo 2 18 2 


and correspondingly for the fifth and seventh harmonics 


y 7 15 7 
kos = sin | v—— | = sin] —S5—— | = —0.259, 
yo 2 18 2 


y 7 157 
sin | v— — } = sin | 7—— ] = 0.259. 
Yo 2 18 2 


The number of slots per pole and phase is g = 18/3 = 6 and the slot angle is ay = 71/18. 
Now, the distribution factor is 


Kp7 





_ VgQy . 1- 67/18 . —5-67/18 

sin > sim a sin 3). 
Kai — Vay”? Kay = . In/18— = 0.956, Ka_s5 — SAIS = —0.197, 
Da = 6 sin ——— 6 sin ———— 
2 

_ 7- 67/18 
sin = a 

6 sin =a 


Kwi = Kaikp1 = 0.956 - 0.966 = 0.923, ky_5 = ka_skp_5 = —0.197 - (—0.259) = 0.051, 
kw7 = Kagkp7 = —0.145 - 0.259 = —0.038. 


The winding creates current linkages 


2 Kes . 
Ovtor = = q2Ql. 
7 UV 





Calculating ky,/v for the harmonics 1, —5, 7 


a 





wi ky-5 0.051 kw7  —0.038 
——=0923. ——SsS=—=00) <= = 0.0054. 
] —5 5 7 7 


86 Design of Rotating Electrical Machines 


Here we can see that because of the chorded winding, the current linkages of the fifth 
and seventh harmonics will be reduced to 1.1 and 0.58% of the fundamental, as the funda- 
mental is also reduced to 92.3% of the full sum of the absolute values of slot voltages. 





Example 2.13: A rotating magnetic flux created by a three-phase 50 Hz, 600 min! alter- 
nator has a spatial distribution of magnetic flux density given by the expression 


B =B, sind + B3sin30 + Bs sin50’ = 0.9 sin? + 0.25 sin 30 + 0.18 sin 5% [T]. 


The alternator has 180 slots, the winding is wound with two layers, and each coil has three 
turns with a span of 15 slots. The armature diameter is 135 cm and the effective length 
of the iron core 0.50m. Write an expression for the instantaneous value of the induced 
voltage in one phase of the winding. Calculate the effective value of phase voltage and 
also the line-to-line voltage of the machine. 


Solution: The number of pole pairs is given by the speed and the frequency: 


ae ee 60 f 60-50 | 
= OOO 





7 


and the number of poles is 10. The area of one pole is 


D 1.35 
Ph She O 01 ie, 
2p 10 


C= 

From the expression for the instantaneous value of the magnetic flux density, we may 

derive B,; = 0.9 T, B; = (0.25 T and Bs = (0.18 T. The fundamental of the magnetic flux 

on the T, is @, = (2/70) By Tpl' = (2/m)-0.9 T- 0.212 m* = 0.1214 V s. To be able to cal- 

culate the induced voltage, it is necessary to make a preliminary calculation of some pa- 
rameters: 


180 
The number of slots per pole and phase is g = ss = —— = 6. 
2pm 10-3 
, p2Tm ‘a 
The angle between the voltages of adjacent slots is ay = a0 ae 


The distribution and pitch factors for each harmonic is 


Ay 7 ; 7 
sin (4 =) sin (6 =<) sin (3 -6- =<) 
q sin (=) 6sin (—) 6 sin (3 =) 
2 36 36 
. ™ 
sin (5 -6- =) 
36 
™ 
6 sin (5 =) 
36 


= 0.643, 


kis = = 0.197. 
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The number of slots per pole is Q, = 180/10 = 18, which would be a full pitch. The 
coil span is 15 slots, which means the chorded pitch y = 15, and the pitch factors are 


ff Ve 2, if Lom y 7 . Sn 
kp = sin | — = J=sin| —~ |= 0.966, k3=sin{ 3— = |=smin[3-—— |= —0.707, 
Yo 2 18 2 Yo 2 18 2 


y 1S 
kps = sin| 5—-— ]=sin(5-— = |= 0.259 
Yo 2 18 2 


which results in the following winding factors: 


kw = Ka» kp) = 0.955 - 0.966 = 0.9234, ky3 = 0.643 - (—0.707) = —0.4546, 
kws = 0.197 - 0.259 = 0.051. 


Now it is possible to calculate the effective values of the induced voltages of the har- 
monics. The phase number of turns is determined as follows: the total number of coils in 
a 180-slot machine in a two-layer winding is 180. This means that the number of coils per 
phase is 180/3 = 60, each coil has three turns, and therefore N = 60 x 3 = 180: 

E, =V2n f@\Nky, = V2m-50/s- 0.1214 V s- 180 - 0.9234 = 4482 V. 

The induced voltage of harmonics can be written similarly as follows: 

A DR ae Tp 
E, = V2nf, O,Nkyy = V2 f,—BytpyNkyy = V2nvf; —B, 2 Nkwy 
™ Te 
Dx 
— J2n fy — By tpi Nkwy. 


The ratio of the vth harmonic and fundamental is 


WV 


Bikw 


2 
E, _ J2n Ai— By tpi Nkwy Bk 


i Dh 
A J2n fi~BitiNkw1 
7U 





and the results for E,,: 








B3kw3 0.25 - (—0.4546) 

F3=-5 E, = —_———~ 4482 V = -612.9 V, 
Bis 0.9 - 0.9225 
Bskws 0.18 - 0.051 

Es = k= A VV = 405 V- 


Biky; | 0.9 0.9225 
Finally, the expression for the instantaneous value of the induced voltage is 


e(t)= E, sinat + E3 sin3ot + Es sin 5at 
= J2E sin wt + /2E;3 sin 3@t + J2Es sin 5wt 

e(t) = V2- 4482sinwt — V2 -612.9sin30t + V2 - 49.5 sin Set 
= 6338.5 sin wt — 866.77 sin3@t + 70sin5at. 
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The total value of the effective phase voltage is 


Eph = \/ E] + EZ + EX = V 44822 + 612.9? + 49.52V = 4524 V 


and its line-to-line voltage is 


E = JV3,/E? + E2 = V3vV 44822 + 49.52 V = 7763.58 V. 


The third harmonic component does not appear in the line-to-line voltage, which will be 
demonstrated later on. 





Example 2.14: Calculate the winding factors and per unit magnitudes of the current 
linkage for v = 1, 3, —-S if OQ = 24, m=3,q=2, W/t = y/yo = 5/6. 


Solution: The winding factor is used to derive the per unit magnitude of the current link- 
age. In Figure 2.21, we have a current linkage distribution of the phase U of a short-pitch 
winding (0 = 24,m=3,q=2,2p=4,W/t = y/YQ = 5/6), as well as its fundamental 
and the third harmonic at time t = 0, when iy = 7. The total maximum height of the cur- 
rent linkage of a pole pair is at that moment qZzol . Half of the magnetic circuit (involving 
a single air gap) is influenced by half of this current linkage. The winding factors for the 
fundamental and lowest harmonics and the amplitudes of the current linkages according 
to Equations (2.51) and (2.52) and Example 2.13 are: 


| kwi = kptkai= 0.965 - 0.965 = 0.931 O; = 1.185 Omax 
73 kw3 = kp3kaz = —0.707 - 0.707 = —0.5 ©; = —0.212 Omax 
v=—-5S — kys =kp-skg_5 = —0.258 - 0.258 = —0.067 = O_5 = —0.017 Omax 


The minus signs for the third- and fifth-harmonic amplitudes mean that, if starting at 
the same phase, the third and fifth harmonics will have a negative peak value as the funda- 
mental is at its positive peak, see Figures 2.21 and 2.22. 

For instance, the fundamental is calculated with (2.51); see also (2.15): 


; Dis . 20.931 : : 
OC; = o ‘| qZQl = = 1 2ZQl = 1.185zQi. 








Only the fundamental and the third harmonic are illustrated in Figure 2.21. 

The amplitude of harmonics is often expressed as a percentage of the fundamental. In 
this case, the amplitude of the third harmonic is 17.8% (0.212/1.185) of the amplitude of 
the fundamental. However, this is not necessarily harmful in a three-phase machine, be- 
cause in the harmonic current linkage created by the windings together, the third harmonic 
is compensated. The situation is illustrated in Figure 2.22, where the currents ij = 1 and 
iy =iw= ty, 2 flow in the winding of Figure 2.21. In salient-pole machines, the third 
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Figure 2.21 Short-pitch winding (Q, = 24, p = 2, m = 3, qd, = 2) and the analysis of its current 
linkage distribution of the phase U. The distribution includes a notable amount of the third harmonic. 
In the figure, the fundamental and third harmonic are illustrated by dotted lines 


harmonic may, however, cause circulating currents in delta connection, and therefore star 
connection in the armature is preferred. 





In single- and two-phase machines, the number of slots is preferably selected higher than in 
three-phase machines, because in these coils, at certain instants, only a single-phase coil alone 
creates the whole current linkage of the winding. In such a case, the winding alone should 
produce as sinusoidal a current linkage as possible. In single- and double-phase windings, it 
is Sometimes necessary to fit a different number of conductors in the slots to make the stepped 
line ©(q@) approach sinusoidal form. 

A poly-phase winding thus produces harmonics, the ordinals of which are calculated with 
Equation (2.56). When the stator is fed at an angular frequency @,, the angular speed of the 
harmonic v with respect to the stator is 

Ws 


ee (2.57) 
Vv 


The situation is illustrated in Figure 2.23, which shows that the shape of the harmonic 
current linkage changes as the harmonic propagates in the air gap. The deformation of the 
harmonic indicates the fact that harmonic amplitudes propagate at different speeds and in 
different directions. A harmonic according to Equation (2.57) induces the voltage of the fun- 
damental frequency in the stator winding. The ordinal of the harmonic indicates how many 
wavelengths of a harmonic are fitted in a distance 2T, of a single pole pair of the fundamental. 
This yields the number of pole pairs and the pole pitch of a harmonic 


Py = vp, (2.58) 
i (2.59) 
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Figure 2.22 Compensation of the third harmonic in a three-phase winding. There are currents iy = 
—2iy = —2iw flowing in the winding. We see that when we sum the third harmonics of the phases V 
and W with the harmonic of the phase U, the harmonics compensate each other 


The amplitude of the vth harmonic is determined with the ordinal from the amplitude of 
the current linkage of the fundamental, and it is calculated in relation to the winding factors 





2.60 
es (2.60) 


The winding factor of the harmonic v can be determined with Equations (2.32) and (2.33) 
by multiplying the pitch factor kp, and the distribution factor kq,: 


( ~*) (vn 
2 sin | v— — sin (——) 
Tp 2 m 2 
Q . ( ° 
— sin | vz— 
mp ig 


Kw = KpvKav = (2.61) 
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Figure 2.23. Propagation of a harmonic current linkage and the deformations caused by harmonics. If 
there is a current flowing only in the stator winding, we are able to set the peak of the air-gap flux density 
at 6. The flux propagates but the magnetic axis of the winding U remains stable 


Compared with the angular velocity w,, of the fundamental component, a harmonic current 
linkage wave propagates in the air gap at a fractional angular velocity w,,/v. The synchronous 
speed of the harmonic v is also at the same very angular speed w,,/v. If a motor is running 
at about synchronous speed, the rotor is travelling much faster than the harmonic wave. If we 
have an asynchronously running motor with a per unit slip s = (@, — p{2;)/@s (@g 1s the stator 
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angular frequency and {2, is the rotor mechanical angular rotating frequency), the slip of the 
rotor with respect to the vth stator harmonic is given by 


sy, =1l—-vd-—s). (2.62) 
The angular frequency of the vth harmonic in the rotor is thus 
Oy =O,1—vdl—s)). (2.63) 


If we have a synchronous machine running with slip s = 0, we immediately observe from 
Equations (2.62) and (2.63) that the angular frequency created by the fundamental compo- 
nent of the flux density of the stator winding is zero in the rotor co-ordinate. However, har- 
monic current linkage waves pass the rotor at different speeds. If the shape of the pole shoe is 
such that the rotor produces flux density harmonics, they propagate at the speed of the rotor 
and thereby generate pulsating torques with the stator harmonics travelling at different speeds. 
This is a particular problem in low-speed permanent magnet synchronous motors, in which 
the rotor magnetization often produces a quadratic flux density and the number of slots in the 
stator is small, for instance g = 1 or even lower, the amplitudes of the stator harmonics being 
thus notably high. 


2.8 Poly-Phase Fractional Slot Windings 


If the number of slots per pole and phase g of a winding 1s a fraction, the winding is called a 
fractional slot winding. Windings of this type are either concentric or diamond windings with 
one or two layers. Some advantages of fractional slot windings when compared with integer 
slot windings are: 


great freedom of choice with respect to the number of slots; 

® opportunity to reach a suitable magnetic flux density with the given dimensions; 

e multiple alternatives for short pitching; 

e if the number of slots is predetermined, the fractional slot winding can be applied to a wider 
range of numbers of poles than the integral slot winding; 

¢ segment structures of large machines are better controlled by using fractional slot windings; 

® opportunity to improve the voltage waveform of a generator by removing certain harmonics. 


The greatest disadvantage of fractional slot windings is subharmonics, when the denomi- 
nator of g (slots per pole and phase) is n 4 2 


SS (2.64) 
2pm on 


q 

Now, g 1s reduced so that the numerator and the denominator are the smallest possible in- 
tegers, the numerator being z and the denominator n. If the denominator n is an odd number, 
the winding is said to be a first-grade winding, and when n is an even number, the winding 
is of the second grade. The most reliable fractional slot winding is constructed by selecting 
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n = 2. An especially interesting winding of this type can be designed for fractional slot per- 
manent magnet machines by selecting g = 1/2. 

In integral slot windings, the base winding is of the length of two pole pitches (the distance 
of the fundamental wavelength), whereas in the case of fractional slot windings, a distance 
of several fundamental wavelengths has to be travelled before the phasor of a voltage phasor 
diagram again meets the exact same point of the waveform. The difference between an integral 


slot and fractional slot winding is illustrated in Figure 2.24. 





slot positions 


00000000000000000...000000 


base winding 


(b) 





| slot positions and coil sides of phase U 


SPO OO 0GBOOO0GHOO™ 


base winding 


(c) 


Figure 2.24 Basic differences of (a) an integral slot stator winding and (b) a fractional slot winding. 
The number of stator slots is Q,. In an integral slot winding, the length of the base winding is Q,/p 
slots ((a): 12 slots, gj = 2), but in a fractional slot winding, the division is not equal ((b): g,; < 2). 
In the observed integer slot winding, the base winding length Q, = 12 and, after that, the magnetic 
conditions for the slots repeat themselves equally; observe slots 1 and 13. In the fractional slot winding, 
the base winding is notably longer and contains Q‘¢ slots. Figure (c) illustrates an example of a fractional 
slot winding with Q, = 12 and p = 5. Such a winding may be used in concentrated wound permanent 
magnet fractional slot machines, where g = 0.4. In a two-layer system, each of the stator phases carries 
four coils. The coil sides are located in slots 12—1, 1-2, 6-7 and 7-8. The air gap flux density is mainly 
created by the rotor poles 
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In a fractional slot winding, we have to proceed a distance of p’ pole pairs before a coil 
side of the same phase again meets exactly the peak value of the flux density. Then, we need 
a number of Q. phasors of the voltage phasor diagram, pointing in different directions. Now, 
we can write 


/ Os / ! 
G:=P O20. peep. (2.65) 


Here the voltage phasors Q' + 1,20, + 1, 3Q,+ 1 and (¢ — 1)Q{ + 1 are in the same posi- 
tion in the voltage phasor diagram as the voltage phasor of slot 1. In this position, the cycle of 
the voltage phasor diagram is always started again. Either a new periphery is drawn, or more 
slot numbers are added to the phasors of the initial diagram. In the numbering of a voltage 
phasor diagram, each layer of the diagram has to be circled p’ times. Thus, t layers are created 
in the voltage phasor diagram. In other words, in each electrical machine, there are ¢ electri- 
cally equal slot sequences, the slot number of which is QO,’ = Q,/t and the number of pole 
pairs p’ = p/t. To determine f¢, we have to find the smallest integers Q, and p’ - t is thus the 
largest common divider of Q, and p. If O,/(2pm) € N (N 1s the set of integers, Neven the set of 
even integers and Noga the set of odd integers), we have an integral slot winding, and t = p, 
QO’ = Q;/p and p' = p/p = 1. Table 2.3 shows some parameters of a voltage phasor diagram. 
To generalize the representation, the subscript ‘s’ is left out of what follows. 

If the number of radii in the voltage phasor diagram is O’ = Q/t, the angle of adjacent radii, 
that is the phasor angle az, is written as 


2 
a, = —t (2.66) 
Q 
The slot angle a, 1s correspondingly a multiple of the phasor angle a, 
a, = Ot, = P'Qy. (2.67) 


When p = ¢, we obtain a, = a@,, and the numbering of the voltage phasor diagram pro- 
ceeds continuously. If p > t, a > a@,, a number of (p/t) — 1 phasors have to be skipped in 
the numbering of slots. In that case, a single layer of a voltage phasor diagram has to be cir- 
cled (p/t) times when numbering the slots. When considering the voltage phasor diagrams of 
harmonics v, we see that the slot angle of the vth harmonic is va,. Also the phasor angle is 


Table 2.3. Parameters of voltage phasor diagrams 


t the largest common divider of Q and p, the number of phasors of a single radius, the 
number of layers of a voltage phasor diagram 

O'=Q/t the number of radii, or the number of phasors of a single turn in a voltage phasor 
diagram (the number of slots in a base winding) 

D=—pit the number of revolutions around a single layer when numbering a voltage phasor 
diagram 


(p/t) — 1 the phasors skipped in the numbering of the voltage phasor diagram 
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va. The voltage phasor diagram of the vth harmonic differs from the voltage phasor diagram 
of the fundamental with respect to the angles, which are v-fold. 


Example 2.15: Create voltage phasor diagrams for two different fractional slot windings: 
(a) O = 27 and p = 3, (b) OG = 30, p = 4. 


Solution: (a) O = 27, p = 3, O/p=9EN, GQ, =15,t=p=3,0=9,p =1,aq= 
a, — 40°. 

There are, therefore, nine radii in the voltage phasor diagram, each having three phasors. 
Because @, = a, no phasors are skipped in the numbering, Figure 2.25a. 

(b) O = 30, p = 4, O/p = 7.5 €N,g, = 1.25,t=24p,0 =15,p =2,Z=QO/t= 
30/2 =15, a, = 360°/15 = 24°, ay = 2a, = 2 x 24° = 48°, (p/t) —1=1. 

In this case, there are 15 radii in the voltage phasor diagram, each having two phasors. 
Because a, = 2a,, the number of phasors skipped will be (p/t) — 1 = 1. Both of the layers 
of the voltage phasor diagram have to be circled twice in order to number all the phasors, 
Figure 2.25b. 


(a) 


Figure 2.25 Voltage phasor diagrams for two different fractional slot windings. On the left, the 
numbering is continuous, whereas on the right, certain phasors are skipped. (a) Q = 27, p = 3,t = 3, 
O'=9, pp’ = 1a, =a, = 40°; (b) O = 30, p = 4, t = 2, O = 15, p’ = 2, a, = 2a, = 48°; ay is the 
angle between voltages in the slots in electrical degrees and the angle a, is the angle between two 
adjacent phasors in electrical degrees 





2.9 Phase Systems and Zones of Windings 
2.9.1 Phase Systems 


Generally speaking, windings may involve single or multiple phases, the most common case 
being a three-phase winding, which has been discussed here also. However, various other 
winding constructions are possible, as illustrated in Table 2.4. 
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Table 2.4 Phase systems of the windings of electrical machines. The fourth column introduces 
radially symmetric winding alternatives 


Nonreduced winding Reduced system: loaded 

systems have separate star point needs a neutral Normal system: nonloaded 
Number of windings for positive and line unless radially star point and no neutral 
phases m negative magnetic axes symmetric (e.g. m = 6) line, unless m = 1 


12 


Reading instructions for Ll 


Table 2.4 


4 





L2 L3 
loaded star point nonloaded star point 
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On a single magnetic axis of an electrical machine, only one axis of a single-phase winding 
may be located. If another phase winding is placed on the same axis, no genuine poly-phase 
system is created, because both windings produce parallel fluxes. Therefore, each phase sys- 
tem that involves an even number of phases is reduced to involving only half of the original 
number of phases m’ as illustrated in Table 2.4. If the reduction produces a system with an 
odd number of phases, we obtain a radially symmetric poly-phase system, also known as a 
normal system. 

If the reduction produces a system with an even number of phases, the result is called a 
reduced system. In this sense, an ordinary two-phase system is a reduced to a four-phase 
system, as illustrated in Table 2.4. For an m-phase normal system, the phase angle is 


Ap, = 27/m. (2.68) 
Correspondingly, for a reduced system, the phase angle is 
Oph = 7/M. (2.69) 


For example, in a three-phase system @,3 = 2710/3 and for a two-phase system app2 = 71/2. 

If there is even a single odd number as a multiplicand of the phase number in the reduced 
system, a radially symmetric winding can be constructed again by turning the direction of the 
suitable phasors by 180 electrical degrees in the system, as shown in Table 2.4 for a six-phase 
system (6 = 2 x 3). With this kind of a system, a nonloaded star point is created exactly 
as in a normal system. In a reduced system, the star point is normally loaded, and thus for 
instance the star point of a reduced two-phase machine requires a conductor of its own, which 
is not required in a normal system. Without a neutral conductor, a reduced two-phase system 
becomes a single-phase system, because the windings cannot operate independently, but the 
same current that produces the current linkage is always flowing in them, and together they 
form only a single magnetic axis. An ordinary three-phase system also becomes a single-phase 
system if the voltage supply of one phase ceases for some reason. 

Of the winding systems in Table 2.4, the three-phase normal system is dominant in indus- 
trial applications. Five- and seven-phase windings have been suggested for frequency con- 
verter use to increase the system output power at a low voltage. Six-phase motors are used 
in large synchronous motor drives. In some larger high-speed applications, six-phase wind- 
ings are also useful. In practice, all phase systems divisible by three are practical in inverter 
supplies. Each of the three-phase partial systems is supplied by its own three-phase frequency 
converter having a temporal phase shift 27t/m’, in a 12-phase system, for example 71/12. For 
example, a 12-phase system is supplied with four three-phase converters having a 7/12 tem- 
poral phase shift. 

Single-phase windings may be used in single-phase synchronous generators and also in 
small induction motors. In the case of a single-phase-supplied induction motor, however, the 
motor needs starting assistance, which is often realized as an auxiliary winding with a phase 
shift of 71/2. In such a case, the winding arrangement starts to resemble the two-phase reduced 
winding system, but since the windings are usually not similar, the machine is not purely a 
two-phase machine. 
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Figure 2.26 Zone formation of double-layer windings, m = 3, p = 1. (a) a normal-zone span, (b) a 
double-zone span, (c) the zone distribution of a six-phase radially symmetric winding with a double- 
zone span. The tails and heads of the arrows correspond to a situation in which there are currents 
Ty = —2ly = —2Iw flowing in the windings. The winding in (a) corresponds to a single-layer wind- 
ing, which is obtained by unifying the winding layers by removing the insulation layer between the 
layers 


2.9.2 Zones of Windings 


In double-layer windings, both layers have separate zones: an upper-layer zone and a bottom- 
layer zone, Figure 2.26. This double number of zones also means a double number of coil 
groups when compared with single-layer windings. In double-layer windings, one coil side is 
always located in the upper layer and the other in the bottom layer. In short-pitched double- 
layer windings, the upper layer is shifted with respect to the bottom layer, as shown in Figures 
2.15 and 2.17. The span of the zones can be varied between the upper and bottom layer, 
as shown in Figure 2.17 (zone variation). With double-layer windings, we can easily apply 
systems with a double-zone span, which usually occur only in machines where the windings 
may be rearranged during the drive to produce another number of poles. In fractional slot 
windings, zones of varying spans are possible. This kind of zone variation is called natural 
zone Variation. 

In a single-layer winding, each coil requires two slots. For each slot, there is now half a 
coil. In double-layer windings, there are two coil sides in each slot, and thus, in principle, 
there is one coil per slot. The total number of coils z, is thus 


for single-layer windings: z. = —, (2.70) 


N | td 


for double-layer windings: z, = Q. (2.71) 


The single- and double-layer windings with double-width zones form m coil groups per 
pole pair. Double-layer windings with a normal zone span from 2m coil groups per pole pair. 
The total numbers of coil groups are thus pm and 2pm respectively. Table 2.5 lists some of the 
core parameters of phase windings. 


Windings of Electrical Machines 99 


Table 2.5 Phase winding parameters 


Number of Number of Average zone Average zone 
Winding coils z, groups of coil span angle Qzay 
Single-layer Q/2 pm Tp/m m™/m 
Double-layer, normal zone span QO 2pm Tp/m m™/m 
Double-layer, double-zone span QO pm 25h 27/m 


2.10 Symmetry Conditions 


A winding is said to be symmetrical if, when fed from a symmetrical supply, it creates a 
rotating magnetic field. Both of the following symmetry conditions must be fulfilled: 


a) The first condition of symmetry: Normally, the number of coils per phase winding has to be 
an integer: 


for single-layer windings: = =pq EN, (2.72) 
m 


for double-layer windings: ge =2pq EN. (2.73) 
m 


The first condition is met easier by double-layer windings than by single-layer windings, 
thanks to a wider range of alternative constructions. 

b) The second condition of symmetry: In poly-phase machines, the angle ap, between the 
phase windings has to be an integral multiple of the angle a,. Therefore for normal systems, 
we can write 

Qph _ ak O = O 


= = —eEN, (2.74) 
Ol, m2Tt mt 





and for reduced systems 


Mh _ 12 _ 2 en (2.75) 
Ol, m2mTt 2mt 








Let us now consider how the symmetry conditions are met with integral slot windings. The 
first condition is always met, since p and g are integers. The number of slots in integral slot 
windings is 0 = 2pgm. Now the largest common divider t of Q and p is always p. When we 
substitute p = ¢ into the second symmetry condition, we can see that it is always met, since 


a | (2.76) 
mt mp 


Integral slot windings are thus symmetrical. Because t = p, also ay = a, and hence the 
numbering of the voltage phasor diagram of the integral slot winding is always consecutive, 
as can be seen for instance in Figures 2.10 and 2.18. 
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Symmetrical Fractional Slot Windings 


Fractional slot windings are not necessarily symmetrical. A successful fulfilment of symmetry 
requirements starts with the correct selection of the initial parameters of the winding. First, 
we have to select g (slots per pole and phase) so that the fraction presenting the number 
of slots per pole and phase 


Z 
g=- (2.77) 
n 

is indivisible. Here the denominator 7 is a quantity typical of fractional slot windings. 


a) The first condition of symmetry: For single-layer windings (Equation 2.72), it is required 
that in the equation 


EN. (2.78) 


tO 
N 
3 [d 


Here z and n constitute an indivisible fraction and thus p and n have to be evenly divisible. 
We see that when designing a winding, with the pole pair number p usually as an initial 
condition, we can select only certain integer values for n. Correspondingly, for double-layer 
windings (Equation 2.73), the first condition of symmetry requires that in the equation 


p 
LS 29599). ew (2.79) 
m nN n 


On comparing Equation (2.78) with Equation (2.79), we can see that we achieve a wider 
range of alternative solutions for fractional slot windings by applying a double-layer wind- 
ing than a single-layer winding. For instance, for a two-pole machine p = 1, a single-layer 
winding can be constructed only when n = 1, which leads to an integral slot winding. On 
the other hand, a fractional slot winding, for which n = 2 and p = 1, can be constructed as 
a double-layer winding. 

b) The second condition of symmetry: To meet the second condition of symmetry (Equation 
2.74), the largest common divider t of Q and p has to be defined. This divider can be 
determined from the following equation: 


QO =2pqm = 2mze and p = i 
n n 


According to Equation (2.78), p/n € N, and thus this ratio is a divider of both Q and p. 
Because z is indivisible by n, the other dividers of Q and p can be included only in the 
figures 2m and n. These dividers are denoted generally by c and thus 


pak. (2.80) 
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Now the second condition of symmetry can be rewritten for normal poly-phase windings 
in a form that is in harmony with Equation (2.74): 


O Onn = 7 
= = f——eEN. (2.81) 


mt ee C 


n 





The divider c of n cannot be a divider of z. The only possible values for c are c = 1 
ore =2, 


For normal poly-phase systems, m is an odd integer. For reduced poly-phase systems, ac- 
cording to Equation (2.75), it is written as 





9 P 
mz— 
OQ n Z 
ee = eN. (2.82) 
2mt Po 
n 


For c, this allows only the value c = 1. 

As shown in Table 2.4, for normal poly-phase windings, the phase number m has to be an 
odd integer. The divider c = 2 of 2m and n cannot be a divider of m. For reduced poly-phase 
systems, m is an even integer, and thus the only possibility is c = 1. The second condition 
of symmetry can now be written simply in the form: n and m cannot have a common divider 
n/m €N.Ifm= 3, n cannot be divisible by three, and the second condition of symmetry reads 


" éN (2.83) 
= #N. | 


Conditions (2.78) and (2.83) automatically determine that if p includes only the figure 3 as 
its factor (p = 3, 9, 27,...), a single-layer fractional slot winding cannot be constructed at all. 

Table 2.6 lists the symmetry conditions of fractional slot windings. 

As shown, it is not always possible to construct a symmetrical fractional slot winding for 
certain numbers of pole pairs. However, if some of the slots are left without a winding, a 
fractional slot winding can be carried out. In practice, only three-phase windings are realized 
with empty slots. 

Free slots Qg have to be distributed on the periphery of the machine so that the phase 
windings become symmetrical. The number of free slots has thus to be divisible by three, and 
the angle between the corresponding free slots has to be 120°. The first condition of symmetry 


Table 2.6 Conditions of symmetry for fractional slot windings 


Number of slots per pole and phase g = z/n, where z and n cannot be mutually 


divisible 

Type of winding, number of phases Condition of symmetry 
Single-layer windings p/neN 

Double-layer windings 2p/neN 

Two-phase m = 2 n/m €N—> n/2¢~N 


Three-phase m = 3 nim ~_N>n/3 EN 
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is now written as 


—=2 EN; 2.84 
6 (2.84) 
The second condition of symmetry is 
e EN. (2.85) 
3t 
Furthermore, it is also required that 
= e Noaa- (2.86) 


Usually, the number of free slots is selected to be three, because this enables the construc- 
tion of a winding, but does not leave a considerable amount of the volume of the machine 
without utilization. For normal zone width windings with free slots, the average number of 
slots of a coil group is obtained from the equation 


ae ee 2 Qo = g— Qo (2.87) 
2pm 2pm 2pm 2pm 








2.11 Base Windings 


It was shown previously that in fractional slot windings, a certain coil side of a phase winding 
occurs at the same position with the air gap flux always after p’ = p/t pole pairs, if the largest 
common divider t of Q and p is greater than one. In that case, there are ¢ electrically equal 
slot sequences containing Q’ slots in the armature, each of which includes a single layer of the 
voltage phasor diagram. Now it is worth considering whether it is possible to connect a system 
of t equal sequences of slots containing a winding as ft equal independent winding sections. 
This is possible when all the slots Q’ of the slot sequence of all ¢ electrically equal slot groups 
meet the first condition of symmetry. The second condition of symmetry does not have to 
be met. 

If Q’/m is an even number, both a single-layer and a double-layer winding can be con- 
structed in Q’ slots. If Q’/m is an odd number, only a double-layer winding is possible in Q’ 
slots. When constructing a single-layer winding, g has to be an integer. Thus, two slot pitches 
of t with 20’ slots are all that is required for the smallest, independent, symmetrical single- 
layer winding. The smallest independent symmetrical section of a winding is called a base 
winding. When a winding consists of several base windings, the current and voltage of which 
are due to geometrical reasons always of the same phase and magnitude, it is possible to con- 
nect these basic windings in series and in parallel to form a complete winding. Depending 
on the number of O’/m, that is whether it is an even or odd number, the windings are defined 
either as first- or second-grade windings. 

Table 2.7 lists some of the parameters of base windings. 
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Table 2.7 Some parameters of fractional slot base windings 


Parameter g 


Denominator n 


Parameter Q’/m 


Parameter O/tm 


Divider ¢, the largest 
common divider of QO 
and p 


Slot angle a, expressed 
with voltage phasor 
angle a, 


Type of winding 


Number of slots O* of a 
base winding 


Number of pole pairs p* 
of a base winding 


Number of layers ¢* in a 


voltage phasor diagram 


for a base winding 


Base winding of 


Base winding of second grade 
q=z/n 
/ 
== & Neven g S Noaa 
m 
@ eNex g © Noaa 
tm tm 
Z 
ra FP 
n 


— au =n—t 


Single-layer windings 
double-layer windings | Single-layer windings | Double-layer windings 
Q 
— = = 72 ee 
t t t 2 


| 








The asterix * indicates the values of the base winding. 


2.11.1 First-Grade Fractional Slot Base Windings 


In first-grade base windings, 


gig E Neven. (2.88) 
m mt 


There are Q* slots in a first-grade base winding, and the following is valid for the parameters 


of the winding: 


i, dy (2.89) 


Both conditions of symmetry (2.72)—(2.75) are met under these conditions. 
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2.11.2 Second-Grade Fractional Slot Base Windings 


A precondition of the second-grade base windings is that 


/ 
GHZ enw. (2.90) 
m mt 
According to Equations (2.81) and (2.82), Equation (2.90) is valid for normal poly-phase 
windings when c = 2 only for even values of n. Thus we obtain t = 2p/n and ay = na;,/2. 
The first condition of symmetry is met with the base windings of the second grade only when 
O* = 20’. Now we obtain 
*K / 
OF eos Se (2.91) 
2m m mt 


The second-grade single-layer base winding thus comprises two consequent fth parts of a 
total winding. Their parameters are written as 
Oe Be 


Q* =2—, Pp =2- =n. FS2. (2.92) 


With these values, also the second condition of symmetry is met, since 


* 2 / 
g = g = 2 EN. (2.93) 
mt* 2m mt 








The second-grade double-layer base winding meets the first condition of symmetry imme- 
diately when the number of slots is Q* = QO’. Hence 


r-2_2en (2.94) 
mM mM mt 


The par ameters are NOW 


The second condition of symmetry is now also met. 


2.11.3 Integral Slot Base Windings 


For integral slot windings, t = p. Hence, we obtain for normal poly-phase systems 


Ss Bs 2q € Neven- (2.96) 
mt mp 


For a base winding of the first grade, we may write 


Oa, pH sed, f=, (2.97) 
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Figure 2.27 Zone distribution for a single-layer winding. O = 36, p = 2,m=3,q=3 


Since also the integral slot windings of reduced poly-phase systems form the base wind- 
ings of the first grade, we can see that all integral slot windings are of the first grade, and that 
integral slot base windings comprise only a single pole pair. The design of integral slot wind- 
ings is therefore fairly easy. As we can see in Figure 2.17, the winding construction 1s repeated 
without change always after one pole pair. Thus, to create a complete integral slot winding, we 
connect a sufficient number of base windings to a single pole pair either in series or in parallel. 


Example 2.16: Create a voltage phasor diagram of a single-layer integral slot winding, 
for which O = 36, p = 2,m=3. 


Solution: The number of slots per pole and phase is 


2pm 


A zone distribution, Figure 2.27, and a voltage phasor diagram, Figure 2.28, are con- 
structed for the winding. 





A double-layer integral slot winding is now easily constructed by selecting different phasors 
of the voltage phasor diagram of Figure 2.28, for instance for the upper layer. This way, we can 
immediately calculate the influence of different short pitchings. The voltage phasor diagram 
of Figure 2.28 is applicable to the definition of the winding factors for the short-pitched coils 
of Figure 2.15. Only the zones labelled in the figure will change place. Figure 2.28 is directly 
applicable to the full-pitch winding of Figure 2.14. 


2.12 Fractional Slot Windings 
2.12.1 Single-Layer Fractional Slot Windings 


Fractional slot windings with extremely small fractions are popular in brushless DC machines 
and permanent magnet synchronous machines (PMSMs). Machines operating with sinusoidal 
voltages and currents are regarded as synchronous machines even though their air-gap flux 
density might be rectangular. Figure 2.29 depicts the differences between single-layer and 
double-layer windings in a case where the permanent magnet rotor has four poles and g = !/9. 
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Figure 2.28 Complete voltage phasor diagram for a single-layer winding. p = 2, m = 3, O = 36, 
g=3,t=2,0' = 18,a, =a, = 20°. The second layer of the voltage phasor diagram repeats the first 
layer and it may, therefore, be omitted. The base winding length is 18 slots 





Figure 2.29 Comparison of a single-layer and a double-layer fractional slot winding with concentrated 
coils. 0, = 6,m=3,p=2,g='/2 
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When the number of slots per pole and phase g of a fractional slot machine is greater than 
one, the coil groups of the winding have to be of the desired slot number g on average. In 
principle, the zone distribution of the single-layer fractional slot windings is carried out based 
on either the voltage phasor diagram or the zone diagram. The use of a voltage phasor diagram 
has often proved to lead to an uneconomical distribution of coil groups, and therefore it is 
usually advisable to apply a zone diagram in the zone distribution. The average slot number 
per pole and per phase of a fractional slot winding is hence g, which is a fraction that gives 
the average number of slots per pole and phase gay. This kind of average number of slots can 
naturally be realized only by varying the number of slots in different zones. The number of 
slots in a single zone is denoted by g;. Now 


dkF~ Iv = GEN. (2.98) 


Gav has thus to be an average of the different values of g;. Then we write 


/ 


Z 
Gaeta (2.99) 


where g is an integer, and the quotient is indivisible so that z’ < n. Now we have an average 
number of slots per pole and phase g = ga,, when the width of z zones in n coil groups is set 
to g + 1 and the width of n — z zones Is g: 


le zZ(g+1)+(n—-2z')eg Ze 
i eh ley (2.100) 
k=) 


The divergences from a totally symmetrical winding are smallest when the same num- 
ber of slots per pole and phase occurs in consequent coil groups as seldom as possible. 
The best fractional slot winding is found with n = 2, when the number of slots per pole 
and phase varies constantly when travelling from one zone to another. To meet Equa- 
tion (2.100), at least n groups of coil are required. Now we obtain the required number 
of coils 


* 


daynm = gp'*m = a (2.101) 


This number corresponds to the size of a single-layer base winding. Thus we have shown again 
that a base winding is the smallest independent winding for single-layer windings. When 
the second condition of symmetry for fractional slot windings is considered, it makes no 
difference how the windings are distributed in the slots (n zones, g; coil sides in each), if only 
the desired average gay is reached (e.g. 1 + 2 + 1+ 1+ 2 gives an average of 17/s). The nm 
coil groups of a base winding have to be distributed in m phase windings so that each phase 
gets n single values of g;, (a local number of slots), in the same order in each phase. The coil 
numbers of consequent coil groups run through the single values of g,; n times in m equal 
cycles. This way, a cycle of coil groups is generated. 


108 
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Table 2.8 Order of coil groups for symmetrical single-layer fractional slot windings 


Cycle of coil 
groups 
l...m 
1 

1 

1 

1 

1 

1 

1 

1 

I 

2 

2 

2 

2 

d+ 1 
m 

m 

m 

m 

m 

m 


Number of coil 


group. This 
column runs m 


times from 1 to 


n (the divider 
of the fraction 


gq =2/n) 


A Wn 


Local 
number of 
slots per pole 
and phase 
(equals local 
number of 
slots per pole 
and phase q;) 


Q) 
Q> 
Q3 
| 

dk 


| 
| 
| 
dn 


Q; 
| 
| 
qk 
| 
dn 
QO; 
| 
| 


dk 
| 
| 


Phase cycle. 
All the 
phases are 
introduced 
once 


ee 


NW WN NNN WY 


fc) 


c+ 1 


Phases from 1 
to m (fora 
three-phase 
system we 
have U, V, W) 


eee ae te 


ee a ee || ea 


Number of 
coil group 


ST wnrdr 


The first column of Table 2.8 shows m consequently numbered cycles of coil groups. The 
second column consists of nm coil groups in running order. The third column lists 7 single val- 
ues of g, m times in running order. Because the consequent coil groups belong to consequent 
phases, we get a corresponding running phase cycle in the fourth column. During a single 
cycle, the adjacent fifth column goes through all the phases U, V, W,..., m of the machine. 
The sixth column repeats the numbers of coil groups. 
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Example 2.17: Compare two single-layer windings, an integral slot winding and a frac- 
tional slot winding having the same number of poles. The parameters for the integral slot 
winding are QO = 36, p = 2, m = 3, g = 3 and for the single-layer fractional slot winding 
O= 30; pS 2.0 = 3.9 2). 


Solution: For the fractional slot winding, 


Lie zZ/(g+1)+(n—-z')g Z 
i ee 
ime n n 


We see that in this case g = 2, z’ = 1,n = 2. Now, a group of coils with z’ = 1 is obtained, 
in which there are gj = g + 1 =3 coils, and another n — z’ = 1 group of coils with gz = 
g=2-coils. As p = p* =n = 2, we have here a base winding with three (m = 3) cycles of 
coil groups of both the coil numbers g; and gz. They occur in n = 2 cycles of three phases. 


Table 2.9 Example of Table 2.8 applied to Figure 2.30. For the fractional slot winding g = z/n = 
5/2 


Cycle of Number of Number of Number of 
coil groups _—_ coil group coils gx Phase cycle Phase _ coil group 


1 3=q 
2 (=n) 2=q2 
2+ 13 3 

2 2+2=4 2 

3 (=m) 2+2)+1=5 3 

3 (=m) (2+2)+2=6=nm=23 2 


1 
2 
3 
4 
5 
6=nm 


1 
1 
1 
2 
Z 
2 


In Table 2.9, the example of Table 2.8 is applied to Figure 2.30. The above information 
presented in Table 2.9 can be presented simply as: 


dk 3 2 
Phase U V 


Each phase comprises a single coil group with two coils, and one coil group with three 
coils. Figure 2.30 compares the above integral slot winding and a fractional slot winding. 





Fractional slot windings create more harmonics than integral slot windings. By dividing the 
ordinal number v of the harmonics of a fractional slot winding by the number of pole pairs 
p*, we obtain 


peas, (2.102) 
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Figure 2.30 Zone diagrams and current linkage distributions of two different windings (g = 3, 
gq = 2'/2). The integral slot winding is fully symmetrical, but the current linkage distribution of the 
fractional slot winding (dotted line) differs somewhat from the distribution of the integral slot winding 
(solid line). The current linkage of the fractional slot winding clearly contains a subharmonic, which has 
a double pole pitch compared with the fundamental 


In integral slot windings, such relative ordinal numbers of the harmonics are the following 
odd integers: v’ = 1, 3, 5, 7, 9,.... For fractional slot windings, when v = 1, 2, 3, 4,5,..., 
the relative ordinal number gets the values v’ = 1/p*, v’ = 2/p*, v’ = 3/p*,...; in other 
words, values for which v’ < 1, v’ g N or v’ € Neyen. The lowest harmonic created by an 
integral slot winding is the fundamental (v’ = 1), but a fractional slot winding can also produce 
subharmonics (v’ < 1). Other harmonics also occur, the ordinal number of which is a fraction 
or an even integer. These harmonics cause additional forces, unintended torques and losses. 
These additional harmonics are the stronger, the greater is the zone variation; in other words, 
the divergence of the current linkage distribution from the respective distribution of an integral 
slot winding. In poly-phase windings, not all the integer harmonics are present. For instance, 
in the spectrum of three-phase windings, those harmonics are absent, the ordinal number of 
which is divisible by three, because ah, = @pn = v 360°/m = v 120°, and thus, because 
of the displacement angle of the phase windings ap, = 120°, they do not create a voltage 
between different phases. 





Example 2.18: Design a single-layer fractional slot winding of the first grade, for which 
O = 168, p = 20, m = 3. What is the winding factor of the fundamental? 


Solution: The number of slots per pole and phase is 


168 2 


ee eg. 
1~35°90-3.°. 5 


We have a fractional slot winding with n = 5 as a divider. The conditions of symmetry 
(Table 2.6) p/n = 20/5 = 4 € N and n/3 = 5/3 ¢ N are met. According to Table 2.7, when 
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nis an odd number, 1m = 5 € Noaa, a first-grade fractional slot winding is created. When 
t = p/n = 4, its parameters are 


OC’ =]O0/1=168/4=42.. paHn—s, tf =—1. 


The diagram of coil groups, according to Equation (2.101), daynm = qp*m = Q* /2, 
consists of p*m=nm=5 x 3 = 15 groups of coils. The coil groups and the phase order 
are selected according to Table 2.8: 


dk 2 1 2 4 FJ 2 FT 2 FT ft 2 1 2 1 1 
Phase U Vv W U Vv W U Vv W U Vv W U V W 


m = 3 cycles of coil groups with n = 5 consequent numbers of coils g; yield a symmetrical 
distribution of coil groups for single-phase coils. 


dk q1 q2 3 q4 q5 q1 q2 q3 q4 q5 q\ q2 3 q4 q5 
Phase U 2 1 1 1 2 
Phase V 1 1 2 2 1 


Phase W 2 2 1 1 1 


In each phase, there is one group of coils g,. The average number of slots per pole and 
phase gay of the coil group is written according to Equation (2.100) using the local g; value 
order of phase U 


< = SO tdi y= 
nn = 

We now obtain a coil group diagram according to Figure 2.31 and a winding phasor 
diagram according to Figure 2.32. 


7 11 I5 1921 20 29 33-30 39 
3. 4 9 10 13 14 17 18 23 24 27 28 a1. 32 37 38 41 42 
8 2 16 20) 22 26 30 34 36 40 


Figure 2.31 Coil group diagram of a single-layer fractional slot winding. O* = O/t = 168/4 = 42, 
Pana 5, =1 
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(a) (b) 


Figure 2.32 (a) Voltage phasor diagram of a first-grade, single-layer base winding. p* = 5, m= 3, 
O => 0? =]40,9 = 125, f= 1,0 = 5a; = 22". a, = 85°. The phasors of the phase U are 
illustrated with a solid line, (b) the phasors of phase U are turned to form a bunch of phasors for the 
winding factor calculation and the symmetry line 


When calculating the winding factor for this winding, the following parameters are 
obtained for the voltage phasor diagram: 


Number of layers in the voltage phasor f= 

diagram 
Number of radii O' = O* /t* = 42 
Slot angle Ay = 360° p*/O* = 360° x 5/42 = 42° 
Phasor angle a, = 360°r*/O* = 360° x 1/42 = 84° 
Number of phasors skipped in the numbering (p*/t*)-1=5—-1=4 
Number of phasors for one phase Z = O'/m = 42/3 = 14 


The voltage phasor diagram is illustrated in Figure 2.32. 
The winding factor may now be calculated using Equation (2.16): 


_ v7 
sin — Z 


inne = 2 S| cos ap. 





p=1 


The number of phasors Z = 14 for one phase and the angle between the phasors in the 
bunch is a, = 8"4°. The fundamental winding factor is found after having determined the 


Windings of Electrical Machines 113 


angles a, between the phasors and the symmetry line, hence 


_ (cos (4 8*/7") + cos (3 8*/7") + 2 cos (2 8*/7") + 2 cos (8*/7 ) sf 1) -2 
wl — OT 
= 0.945. 


As a result of the winding design based on the zone distribution given above, we have 
a winding in which, according to the voltage phasor diagram, certain coil sides are trans- 
ferred to the zone of the neighbouring phase. By exchanging the phasors 19-36, 5—22 and 
8—33 we would also receive a functioning winding but there would be less similar coils 
than in the winding construction presented above. This kind of winding would lead to a 
technically inferior solution, in which undivided and divided coil groups would occur side 
by side. Such winding solutions are favourable when the variation of coil arrangements is 
kept to a minimum. This way, the best shape of the end winding is achieved. 





Example 2.19: Is it possible to design a winding with (a) OQ = 72, p = 5, m = 3, 
(b) O = 36, p= 7,m = 3, (c) O = 42, p = 3, m= 3? 


Solution: (a) Using Table 2.6, we check the conditions of symmetry for fractional slot 
windings. The number of slots per pole and phase is g = z/n = 72/(2 x 5 x 3) = 22/5, 
z= 12 andn = 5, which are not mutually divisible. As p/n = 5/5 = 1 € Na single-layer 
winding should be made and as n/m = 5/3 ¢ N the symmetry conditions are all right. And 
as n € Noga we will consider a first-grade base winding as follows: 


O*=72, p*=5, m=3, q=2"/s. 


That is, gay = $(8+2+2+2+43) = 22 =. This isa feasible winding. 


dk OB "2 22 2: oe Be oe 2 Ol Utell! 
Phase U Vv W U Vv W U Vv W U Vv W U VW 


(b) The number of slots per pole and phase is g = z/n = 36/(2- 7-3) = 6/7, z = 6 and 
n= 7, which are not mutually divisible. As p/n = 7/7 = 1 € N asingle-layer winding can 
be made, and as n/m = 7/3 ¢ N the symmetry conditions are all right. And as n € Noag 
we will consider a first-grade base winding as follows: 


O* =36, p*=7, m=3, gq=°%/. 
dk 


1 1 1 O 1 1 1 tT 1 1 0 TFT 1 1 tT tT 1 0 21 «T~=1 
Phase U VW U VW UV WwW UV WwW UV WwW UV WU V W 


gw =F +1414041414+)=8. 
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The number of slots per pole and phase can thus also be less than one, g < 1. In such 
a case, coil groups with no coils occur. These nonexistent coil groups are naturally evenly 
distributed in all phases. 

(c) The number of slots per pole and phase 1s g = z/n = 42/(2-3-3) = 25, z= 7 and 
n = 3, which are mutually divisible, the condition n/3 ¢ N is not met, and the winding 
is not symmetric. If, despite the nonsymmetrical nature, we considered a first-grade base 
winding, we should get a result as follows: 


O* =42, p*=3, m=3, g=2!'/3. 


dk 2 2 3 2 2 3 2 Z 3 
Phase U V W U V W U V W 


We can see that all coil groups with three coils now belong to the phase W. Such a 
winding is not functional. 





Example 2.20: Create a winding with O = 60, p = 8, m=3. 


Solution: The number of slots per pole and phase is g = 60/(2-8-3) = li. 7 Ds 
n = 4. The largest common divider of Q and p is t = 2p/n = 16/4 = 4. As ¢ also in- 
dicates the number of layers in the phasor diagram we get O' = O/t = 60/4 = 15 which 
is the number of radii in the phasor diagram in one layer. QO’/m = 15/3 = 5 € Noaa. The 
conditions of symmetry p/n = 8/4 = 2 € N and n/3 = 4/3 ¢ N are met. Because n = 4 € 
Neven, We have according to the parameters in Table 2.7 a second-grade, single-layer frac- 
tional slot winding. We get the base winding parameters 


O* —20/t=2-60/4=—30, p*t=n=—4, t*=2. 


The second-grade, single-layer fractional slot windings are designed like the first-grade 
windings. However, the voltage phasor diagram is now doubled. The coil group diagram 
of the base winding comprises p* X m=n X m=4 x 3 = 12 coil groups. The coil group 
phase diagram is selected as follows: 


dk 


2 ie we ode ae 
Phase U V W U V W U Vv W U V W 


A coil group diagram for the base winding corresponding to this case is illustrated in 
Figure 2.33. 
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q, 2 1 1 1 2 1 1 1 2 1 1 1 
phase U Vv Ww U V Ww U V WwW U V WwW U 


1 5 11 15 > 25 31 35 
slots 4 3 4 6 7 8 9 10 12131416 17 18 19 20 22 23 24 26 27 28 29 30 32 33 34 36... 


base winding base winding 


Figure 2.33. Coil group diagram of a base winding for a single-layer fractional slot winding p = 8, 
m=3,Q0=60,¢g=1'4 


A voltage phasor diagram for the base winding 1s illustrated in Figure 2.34: 


Number of layers in the voltage phasor diagram f* = 2 (second-grade winding) 


Number of radii O’ = O*/t* = 30/2 = 15 
Slot angle Ay = 360°p*/O* = 360° x 4/30 = 48° 
Phasor angle a, = 360°r* /O* = 360° x 2/30 = 24° 


Number of phasors skipped in the numbering (p*/t*) —1=4/2-1=1 


The number of phasors Z = 10 for one phase and the angle between the phasors in the 
bunch is a, = 24°. After having found the angles a, with respect to the symmetry line, 
the fundamental winding factor may be calculated using Equation (2.16) 


key = (2 cos (6°) + 2 cos (6° a + cos (6° + 24°))-2 6051. 


2.12.2 Double-Layer Fractional Slot Windings 


In double-layer windings, one of the coil sides of each coil is in the upper layer of the slot, and 
the other coil side is in the bottom layer. The coils are all of equal span. Consequently, when 
the positions of the left coil sides are defined, the right sides also will be defined. Here double- 
layer fractional slot windings differ from single-layer windings. Let us now assume that the 
left coil sides are positioned in the upper layer. For these coil sides of the upper layer, a voltage 
phasor diagram of a double-layer winding is valid. Contrary to the voltage phasor diagram 
illustrated in Figure 2.34, there is only one layer in the voltage phasor diagram of the double- 
layer fractional slot winding. Therefore, the design of a symmetrical double-layer fractional 
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(b) 


Figure 2.34 (a) Voltage phasor diagram of the base winding p* = 4, Q* = 30, f = 2, O' = 15, 
Qy = 2a, = 48° of a single-layer fractional slot winding p = 12, m = 3, O = 60, g ='/4. The phasors 
belonging to the phase U are illustrated with a solid line. (b) The phasors of the phase U are turned for 
calculating the winding factor and for illustrating a symmetrical bunch of phasors 


slot winding is fairly straightforward with a voltage phasor diagram of a base winding. Now, 
symmetrically distributed closed bunches of phasors are composed of the phasors of single 
phases. This phasor order produces minimum divergence when compared with the current 
linkage distribution of the integral slot winding. 

First, we investigate first-grade, double-layer fractional slot windings. It is possible to di- 
vide the phasors of such a winding into bunches of equal size; in other words, into zones of 
equal width. 





Example 2.21: Design the winding previously constructed as a single-layer winding 0 = 
168, p = 20, m = 3, g = 12/5 now as a double-layer winding. 


Solution: We have a fractional slot winding for which the divider n = 5. The conditions 
of symmetry (Table 2.6) p/n = 20/5 = 4 € N and n/3 = 5/3 ¢ N are met. According 
to Table 2.7, if m is an odd number n = 5 € Noag, a first-grade fractional slot winding is 
created. The parameters of the voltage phasor diagram of such a winding are: 


Number of layers in the voltage phasor diagram f* = 1 


Number of pole pairs in the base winding 5, 

Number of radii O=O0 /Fr=42 

Slot angle Oy = 360°p*/O* = 360° x 5/42 = 428° 
Phasor angle Ot, = 360°T*/O* = 360° x 1/42 = 85° 


Number of phasors skipped in the numbering (p*/t*)-1=5-1=4 
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Figure 2.35 (a) Voltage phasor diagram of a first-grade, double-layer base winding p* = 5, m = 3, 
O' = O* = 42, qg* = 1s, t* = 1, ay = 5a, = 42°/7°, a, = 8*/7°. (b) A couple of examples of coil 
voltages in the phase U 


Since ¢* = 1, the number of radii Q’ is the same as the number of phasors O*, and we 
obtain QO* /m = 42/3 = 14 phasors for each phase, which are then divided into negative Z~ 
and positive Z* phasors. The number of phasors per phase in the first-grade base winding 
is O*/m = Q/mt € Neyen. In normal cases, there is no zone variation, and the phasors 
are evenly divided into positive and negative phasors. In the example case, the number of 
phasors of both types is seven, Z~ = Zt = 7. By employing a normal zone order —U, 
+W, —V, +U, —W, +V we are able to divide the voltage phasor diagram into zones with 
seven phasors in each, Figure 2.35. 

When the voltage phasor diagram is ready, the upper layer of the winding is set. The 
positions of the coil sides in the bottom layer are defined when an appropriate coil span is 
selected. For fractional slot windings, it is not possible to construct a full-pitch winding, 
because g ¢ N. For the winding in question, the full-pitch coil span yo of a full-pitch 
winding would be y in slot pitches 


2 1 
a ye = —3.1-=4_¢N, 
y = yo = mq 5 5% 


which is not possible in practice because the step has, of course, to be an integer number 
of slot pitches. 

Now the coil span may be decreased by y, = 1/5. The coil span thus becomes an integer, 
which enables the construction of the winding: 


= = 3 ie ~=4eN 
=1¢ =), =3-1_— 2 = , 
y q—y 5 5 
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Figure 2.36 Base winding of a fractional slot winding. p = 20, m = 3, O = 168, gq = 12/4. The U1 
end of the base winding is placed in slot 40 


Double-layer fractional slot windings are thus short-pitched windings. When construct- 
ing a two-layer fractional slot winding, there are two coil sides in each slot. Hence, we 
have as many coils as slots in the winding. In this example, we first locate the U-phase 
bottom coil side in slot 1. The other coil side is placed according to the coil span of y = 4 
at a distance of four slots in the upper part of slot 5. Similarly, coils run from 2 to 6. The 
coils to be formed are 1-5, 18-22, 35-39, 10-14, 27-31, 2-6 and 19-23. Starting from 
the +U zone, we have coils 22—26, 39-1, 14-18, 31-35, 6-10, 23—27 and 40-2. Now, six 
coil groups with one coil in each and four coil groups with two coils in each are created in 
each phase. The average is 


ee, ee eee he 
1 10 ~ 10. 5° 


A section of the base winding of the constructed winding is illustrated in Figure 2.36. 

Next, the configuration of a second-grade, double-layer fractional slot winding is inves- 
tigated. Because now QO'/m = O*/m = O/mt € Noaa, a division Z~ = Z* is not possible. 
In other words, all the zones of the voltage phasor diagram are not equal. The voltage 
phasor diagram can nevertheless be constructed so that phasors of neighbouring zones are 
not located inside each other’s zones. 





Example 2.22: Create a second-grade, double-layer fractional slot winding with O = 30, 
p=4,m=3. 


Solution: The number of slots per pole per phase is written as 


30 
22S 





qd — — 21h. 


As n= 2 € Neven, We have a second-grade, double-layer fractional slot winding. Because 
t = 2p/n = 2, its parameters are 


O = O0/1=3072=15, 
p=] 77S} I, 
ro 


Windings of Electrical Machines 119 





Figure 2.37 Voltage phasor diagram of a second-grade, double-layer fractional slot winding. p* = 
lm=3,g =2'!h, O' = O*/t* = 15, ay = 360°p*/Q* = 360°/15 = 24°, a, = 360°t* /O* = 360°/15 
= 24°, (p*/t*) —1=0 


This winding shows that the base winding of a second-grade, double-layer fractional 
slot winding can only be the length of one pole pair. The parameters of the voltage phasor 
diagram are: 


Number of layers in the voltage phasor diagram rSal=7° 

Number of radii O=C' /r=15 

Slot angle Ay = 360°p*/O* = 360°/15 = 24° 
Phasor angle a, = 360°r* /Q* = 360°/15 = 24° 
Number of phasors skipped in the numbering (p* /t*) —1=0 


For each phase, we obtain O’/m = Q*/m = 15/3 = 5 phasors. This does not allow an 
equal number of negative and positive phasors. If a natural zone variation is employed, we 
have to set either Z* = Z~ + lorZ* =Z~ — 1. In the latter case, we obtain Z~ = 3 and 
Z* = 2. With the known zone variation, electrical zones are created in the voltage phasor 
diagram, for which the number of phasors varies: Z~ = 3 phasors in zone —U, Zt = 2 
phasors in zone +W, Z~ = 3 phasors in zone —V, and so on, Figure 2.37. 

When the coil span is decreased by y, = !/, the coil span becomes an integer 


y=m@-w=Mh—-'h=7. 
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Figure 2.38 Winding diagram of a double-layer fractional slot winding. p = 2, m = 3, O = 30, 
q = 2'/. (a) Lap winding, (b) wave winding. To simplify the illustration, only a single phase is 
shown 


The winding diagram of Figure 2.38 shows that all the positive coil groups consist of 
three coils, and all the negative coil groups consist of two coils, which yields an average 
of g = 2!/>. Since all negative and all positive coil groups comprise an equal number of 
coils, the winding can be constructed as a wave winding. A wave is created that passes 
through the winding three times in one direction and two times in the opposite direction. 
The waves are connected in series to create a complete phase winding. 





Example 2.23: Create a fractional slot winding for a three-phase machine, where the 
number of stator slots is 12, and the number of rotor poles is 10, Figure 2.39. 


Solution: The number of slots per pole and phase is g = 12/(3 x 10) = 2/5 = z/n = 
0.4. Hence, n = 5. We should thereby find a base winding of the first kind. According to 
Table 2.6, p/n € N. In this case 5/5 € N. In a three-phase machine n/m ¢ N > n/3 €N. 
Now 5/3 ¢ N and the symmetry conditions are met. Let us next consider the parameters 
in Table 2.7. The largest common divider of Q and p is t = p/n = 5/5 = 1, O/tm = 
12/(1 x 3) = 4 which is an even number. The slot angle in the voltage phasor diagram is 


271 
0, =1e; —n—1,. Og — 5a, — 5— 1 = —., 
Q 


The number slots in the base windings is Q* = Q/t = 12 and the number of pole pairs 
in the base winding is p/t = n = 5. The winding may be realized as either a single- or 
double-layer winding, and in this case a double-layer winding is found. In drawing the 
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Figure 2.39 (a) Phasors of a 12-slot, 10-pole machine, (b) the double-layer winding of a 12-slot, 
10-pole machine, (c) the phasors of the phase U for the calculation of the winding factor 


voltage phasor diagram, the number of phasors skipped in the numbering is (p*/t*) — 1= 
((p/t)/t") — 1 =(O/D/) -1=4. 

First, 12 phasors are drawn (a number of QO’, when QO’ = Q*/t*). Phasor 1 is positioned 
to point straight upwards, and the next phasor, phasor 2, is located at an electrical angle 
of 360 x p/Q from the first phasor, in this case 360 x 5/12 = 150°. Phasor 3 is, again, 
located at an angle of 150° from phasor 2 and so on. The first coil 1-2 (—U, +U) will be 
located on the top layer of slot 1 and on the bottom layer of slot 2. The other coil (+U, 
—U) 2-3 will be located on the top layer of slot 2 and on the bottom layer of slot 3. The 
phase coils are set in the order U, —V, W, —U, V, —W. In the example, a single-phase 
zone comprises four slots, and thus a single winding zone includes two positive and two 
negative slots. 

Based on the voltage phasor diagram of Figure 2.39a and the winding construction of 
Figure 2.39b, the fundamental winding factor of the machine can be solved, Figure 2.39c. 
First, the polarity of the coils of phase U in Figure 2.39b is checked and the respective 
phasors are drawn. In slots 1, 2 and 3, there are four coil sides of the phase U in total, and 
the number of phasors will thus be four. Now the angles between the phasors and their 
cosines are calculated. This yields a winding factor of 0.933. 





Example 2.24: Create a fractional slot winding for a three-phase machine, in which the 
number of slots is 21, and the number of rotor poles is 22, Figure 2.40. 


Solution: The number of slots per pole and phase is thus only g = 21/66 = z/n = 7/22 = 
0.318. As n € Neven, we have a fractional slot winding of the second grade. Although a 
winding of this kind meets the symmetry conditions, it is not an ideal construction, because 
in the winding all the coils of a single phase are located on the same side of the machine. 
Such a coil system may produce harmful unbalanced magnetic forces in the machine. 

In Figure 2.40a, 21 phasors are drawn (a number of QO’, when QO’ = O*/t*). Phasor 1 is 
placed at the top and the next phasor at a distance of 360 x p/Q from it. In this example, 
the distance is thus 360 x 11/21 = 188.6°. Phasor 2 is thus set at an angle of 188.6° from 
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Figure 2.40 (a) Winding of a 21-slot, 22-pole machine, (b) the phasors of a 21-slot, 22-pole ma- 
chine and (c) the phasors of the phase U for the calculation of the winding factor 


phasor 1. The procedure is repeated with phasors 3, 4,.... The phase coils are set in the 
order —W, U, —V, W, —U, V. Here a single phase consists of seven slots, and therefore we 
cannot place an equal number of positive and negative coils in one phase. In one phase, 
there are four positive and three negative slots. Note that we are now generating just the 
top winding layer, and when the bottom winding is also inserted, we have an equal number 
of positive and negative coils. 

In Figure 2.40b, the coils are inserted in the bottom layer of the slots according to the 
phasors of Figure 2.40a. Phasor 1 of Figure 2.40a is —U, and it is located in the top layer 
of slot 1. Correspondingly, phasor 2, +U, is mounted in the top layer of slot 2. The bottom 
winding of the machine repeats the order of the top winding. When the top coil sides 
are transferred by a distance of one slot forward and the + sign of each one is changed, a 
suitable bottom layer is obtained. The first coil of the phase U will be located in the bottom 
of slot 21 and on the surface of slot 1, and so on. 


Table 2.10 contains some parameters of double-layer fractional slot windings, when the 
number of slots g < 0.5 (Salminen, 2004). 


2.13 Single- and Two-Phase Windings 


The above three-phase windings are the most common rotating-field windings employed in 
poly-phase machines. Double- and single-phase windings, windings permitting a varying 
number of poles, and naturally also commutator windings are common in machine construc- 
tion. Of commutator AC machines, nowadays only single-phase-supplied, series-connected 
commutator machines occur, for instance as motors of electric tools. Poly-phase commutator 
AC machines will eventually disappear as the power electronics enables easy control of the 
rotation speed of different motor types. 

Since there is no two-phase supply network, two-phase windings occur mainly as auxiliary 
and main windings of machines supplied from a single-phase network. In some special cases, 
for instance small auxiliary automotive drives such as fan drives, two-phase motors are also 
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used in power electronic supply. A two-phase winding can also be constructed on the rotor of 
low-power slip-ring asynchronous motors. As is known, a two-phase system is the simplest 
possible winding that produces a rotating field, and it is therefore most applicable to rotating- 
field machines. In a two-phase supply, however, there exist time instants when the current of 
either of the windings is zero. This means that each of the windings should alone be capable of 
creating as sinusoidal a supply as possible to achieve low harmonic content in the air gap and 
low losses in the rotor. This makes the design of high-efficiency two-phase winding machines 
more demanding than three-phase machines. 

The design of a two-phase winding is based on the principles already discussed in the 
design of three-phase windings. However, we must always bear in mind that in the case of a 
reduced poly-phase system, when constructing the zone distribution, the signs of the zones 
do not vary in the way that they do in a three-phase system, but the zone distribution will 
be —U, —V, +U, +V. In a single-phase asynchronous machine, the number of coils of the 
main winding is usually higher than the number of coils of the auxiliary winding. 


Example 2.25: Create a 5/6 short-pitched, double-layer, two-phase winding of a small 
electrical machine, QO = 12,p=1,m=2,g¢ =3. 


Solution: The required winding is illustrated in Figure 2.41, where the rules mentioned 
above are applied. 


Ul 


Figure 2.41 Symmetrical 5/6 short-pitched double-layer, two-phase winding, QO = 12, p = 1, 
m=2,gqg=3 





When considering a single-phase winding, we must bear in mind that it does not, as a 
stationary winding, produce a rotating field, but a pulsating field. A pulsating field can be 
presented as a sum of two fields rotating in opposite directions. The armature reaction of 
a single-phase machine thus has a field component rotating against the rotor. In synchronous 
machines, this component can be damped with the damper windings of the rotor. However, the 
damper winding copper losses are significant. In single-phase squirrel cage induction motors, 
the rotor also creates extra losses when damping the negative-sequence field. 

Also the magnetizing windings of the rotors of nonsalient-pole machines belong to 
the group of single-phase windings, as exemplified at the beginning of the chapter. If a 
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single-phase winding is installed on the rotating part of the machine it, of course, creates a 
rotating field in the air gap of the machine contrary to the pulsating field of a single-phase 
stator winding. 

Large single-phase machines are rare, but for instance in Germany, single-phase syn- 
chronous machines are used to feed the supply network of 164 Hz electric locomotives. Since 
there is only one phase in such a machine, there are only two zones per pole pair, and the con- 
struction of an integral slot winding is usually relatively simple. In these machines, damper 
windings have to cancel the negative-sequence field. This, however, obviously is problematic 
because lots of losses are generated in the damper. 

The core principle also in designing single-phase windings is to aim at as sinusoidal a 
distribution of the current linkage as possible. This is even more important in single-phase 
windings than in three-phase windings, the current linkage distribution of which is by nature 
closer to ideal. The current linkage distribution of a single-phase winding can be made to 
resemble the current linkage distribution of a three-phase winding instantaneously in a po- 
sition where a current of one phase of a three-phase winding is zero. At that instant, a third 
of the slots of the machine are in principle currentless. The current linkage distribution of a 
single-phase machine can best be made to approach a sinusoidal distribution when a third of 
the slots are left without conductors, and a different number of turns of coil are inserted in 
each slot. The magnetizing winding of the nonsalient-pole machine of Figure 2.3 is illustrated 
as an example of such a winding. 


Example 2.26: Create various kinds of zone distributions to approach a sinusoidal current 
linkage distribution for a single-phase winding with m = 1, p = 1, Q = 24, g = 12. 


Solution: Figure 2.42 depicts various methods to produce a current linkage waveform with 
a single-phase winding. 


current - (a) 
linkage... | 
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Figure 2.42 Zone diagram of a single-phase winding p = 1, Q = 24, g = 12 and current linkage 
distributions produced by different zone distributions. (a) A single-phase winding covering all slots. 
(b) A two-thirds winding, with the zones of a corresponding three-phase winding. The three phase 
zones +W and —W are left without conductors. The distribution of the current linkage is better 


than in the case (a). (c) A two-thirds short-pitched winding, producing a current linkage distribution 
closer to an ideal (dark stepped line) 





126 Design of Rotating Electrical Machines 


2.14 Windings Permitting a Varying Number of Poles 


Here, windings permitting a variable pole number refer to such single- or poly-phase windings 
that can be connected via terminals to a varying number of poles. Windings of this type occur 
typically in asynchronous machines, when the rotation speed of the machine has to be varied 
in a certain ratio. The most common example of such machines is a two-speed motor. The 
most common connection for this kind of arrangement is a Lindstr6m—Dahlander connection 
that enables alteration of the pole number of a three-phase machine in the proportion of 1 to 2. 
Figure 2.43 illustrates the winding diagram of a single phase of a 24-slot machine. It can be 
arranged as a double-layer diamond winding, which is a typical Dahlander winding. Now the 
smaller number of pole pairs is denoted by p’ and the higher by p”, where p” = 2p. The 
winding is divided into two sections U1—U2 and U3—U4, both of which consist of two coil 
groups with the higher number of poles. 
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Figure 2.43 Principle of a Dahlander winding. The upper connection (a) produces eight poles and 
the lower (c) four poles. The number of poles is shown by the flux arrowheads and tails (b) and (d) 
equivalent connections. When the number of coil turns of the phase varies inversely proportional to the 
speed, the winding can be supplied with the same voltage at both speeds. Network connections are U, V 
and W. The figure illustrates only a winding of one phase. In Figure 2.43d between U1 and U4 there is 
the connection W, between W4 and WI there is U and between V1 and V4 there is V to keep the same 
direction of rotation; (e) and (f) zone plans for p” = 4 and p’ = 2 


Windings of Electrical Machines 127 


The Dahlander winding is normally realized for the higher pole pair number as a double- 
layer, double-zone-width winding. The number of coil groups per phase is equal to p”, which 
is always an even number. Deriving a double-layer, integral slot, full-pitch Dahlander winding 
(short-pitch or fractional slot Dahlander windings are not possible at all) starts by creating mp” 
negative zones with a double width. All the negative zones —U, —V, —W are located in the 
top layer and all the positive zones in the bottom layers of slots. 

The phase U is followed by the winding V at a distance of 120°. For a number of pole pairs 
p” =4, the winding V has to be placed at a distance 


O 24 
a iy = = tii = DT: 
3p” 3.4 


from the winding U. The winding V thus starts from slot 3 in the same way as the winding 
U starts from slot 1. The winding W starts then from slot 5. When considering the pole pair 
number p’ = 2, we can see that the winding V is placed at a distance 


O 24 
— =F = ——T, = 41, 
3p’ a2 


from the winding U and thus starts from slot 5, and the winding W from slot 9. External 
connections have to be arranged to meet these requirements. At its simplest, the shift of the 
above-mentioned pole pair from one winding to another is carried out according to the right- 
hand circuit diagrams. To keep the machine rotating in the same direction, the phases U, V 
and W have to be connected according to the illustration. 

There is also another method to create windings with two different pole numbers: pole 
amplitude modulation (PAM) is a method with which ratios other than 1:2 may be found. 
PAM is based on the following trigonometric equation: 


1 
SIN Ppa SIN Ppa = 5 [COs (Pp — Pm) @ — COS (Pp + Pm) a]. (2.103) 


The current linkage is produced as a function of the angle aw running over the perime- 
ter of the air gap. A phase winding might be realized with a base pole pair number py, and 
a modulating pole pair number p,,. In practice, this means that if for instance pp = 4 and 
Pm = 1, the PAM method produces pole pairs 4 — | or 4 + 1. The winding must be created 
so that one of the harmonics is damped and the other dominates. 


2.15 Commutator Windings 


A characteristic of poly-phase windings is that the phase windings are, in principle, galvani- 
cally separated. The phase windings are connected via terminals to each other, in a star or in 
a polygon. The armature winding of commutator machines does not start or end at terminals. 
The winding comprises turns of conductor soldered as a continuum and wound in the slots of 
the rotor so that the sum of induced voltages is always zero in the continuum. This is possible 
if the sum of slot voltages is zero. All the coil sides of such a winding can be connected in 
series to form a continuum without causing a current to flow in the closed ring as a result of 
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Figure 2.44 Two examples of commutator winding coil sides mounted in the slots. (a) Two coil sides 
in a slot, one side in a layer, u = 1. (b) Four coil sides in a slot, two coil sides in a layer, u = 2. Even- 
numbered coil sides are located at the bottom of the slots. There has to be a large enough number of 
coils and commutator segments to keep the voltage between commutator segments small enough 


nN 
Oe 


the voltages in the coil sides. An external electric circuit is created by coupling the connection 
points of the coils to the commutator segments. A current is fed to the winding via brushes 
dragging along the commutator. The commutator switches the coils in turns to the brushes 
thus acting as a mechanical inverter or rectifier depending on the operating mode of the ma- 
chine. This is called commutating. In the design of a winding, the construction of a reliable 
commutating arrangement is a demanding task. 

Commutator windings are always double-layer windings. One coil side of each coil is al- 
ways in the upper layer and the other in the bottom layer approximately at the distance of a 
pole pair from each other. Because of problems in commutating, the voltage difference be- 
tween the commutator segments must not be too high, and thus the number of segments and 
coils has always to be high enough. On the other hand, the number of slots is restricted by 
the minimum width of the teeth. Therefore, usually more than two coil sides are placed in 
each slot. In the slot of the upper diagram of Figure 2.44, there are two coil sides, and in the 
lower diagram the number of coil sides is four. The coil sides are often numbered so that the 
sides of the bottom layer are even numbers, and the slots of the upper layer are odd numbers. 
If the number of coils is z,., 2z. coil sides have to be mounted in QO slots, and thus there are 
2u = 2z./Q sides in a slot. The symbol u gives the number of coil sides in one layer. In each 
side, there are N, conductors. The total number of conductors z in the armature is 


z= O79 = 2uNyO = 22,Ny. (2.104) 


Here 


QO is the number of slots, 

Zg is the number of conductors in a slot, 

u 1s the number of coil sides in a layer, 

Z. 1s the number of coils, 

N, is the number of conductors in a coil side, 2uN,y = zg, because 
Z9 = 2/Q = 2uN,Q/Q = 2uN,, see (2.104). 
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Figure 2.45 (a) Principle of a two-pole, double-layer commutator armature. The armature rotates at 
an angular speed §2 clockwise generating an emf in the conductors in the slots. The emf tends to create 
the current directions illustrated in the figure. (b) A coil voltage phasor diagram of the armature. It is a 
full-pitch winding, which does not normally occur as a commutator winding. Nevertheless, a full-pitch 
winding is given here as a clarifying example. Q = 16, u = 1 (one coil side per layer) 


Commutator windings may be used both in AC and DC machines. Multi-phase commutator 
AC machines are, however, becoming rare. DC machines, instead, are built and used also 
in the present-day industry even though DC drives are gradually being replaced by power 
electronic AC drives. Nevertheless, it is advisable to look briefly also at the DC windings. 

The AC and DC commutator windings are in principle equal. For simplicity, the configura- 
tion of the winding is investigated with the voltage phasor diagram of a DC machine. Here, it 
suffices to investigate a two-pole machine, since the winding of machines with multiple poles 
is repeated unchanged with each pole pair. The rotor of Figure 2.45, with O = 16, u = 1, is 
assumed to rotate clockwise at an angular speed {2 in a constant magnetic field between the 
poles N and S. 

The magnetic field rotates in the positive direction with respect to the conductors in the 
slots, that is counterclockwise. Now, a coil voltage phasor diagram is constructed for a wind- 
ing, in which we have already calculated the difference of the coil side voltages given by the 
coil voltage phasor diagram. By applying the numbering system of Figure 2.44, we have in 
slot 1 the coil sides 1 and 32, and in slot 9 the coil sides 16 and 17. With this system, the coil 
voltage phasor diagram can be illustrated as in Figure 2.45b. 

Figure 2.45 shows that if the induced emf decides the direction of the armature current, the 
produced torque is opposite to the direction of rotation (counterclockwise in Figure 2.45), and 
mechanical power has to be supplied to the machine, which is acting as a generator. Now, if 
the armature current is forced to flow against the emf with the assistance of an external voltage 
or current source, the torque is in the direction of rotation, and the machine acts as a motor. 

There are z. = Qu = 16 x 1 = 16 coils in the winding, the ends of which should next be 
connected to the commutator. Depending on the way they are connected, different kinds of 
windings are produced. Each connection point of the coil ends is connected to the commutator. 
There are two main types of commutator windings: lap windings and wave windings. A lap 
winding has coils, creating loop-like patterns. The ends of the coils are connected to adjacent 
commutator segments. A wave winding has a wavelike drawing pattern when presented in a 
plane. 
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The number of commutator segments is given by 
K =uQ, (2.105) 


because each coil side begins and ends at the commutator segment. The number of com- 
mutator segments, therefore, depends on the conductor arrangement in the slot, and eventu- 
ally on the number of coil sides in one layer. Further important parameters of commutator 
windings are: 


yg coil span expressed as the number of slots per pole (see Equation (2.111)). 

y,; back-end connector pitch, which is a coil span expressed as the number of coil sides. For 
the winding, the coil sides of which are numbered with odd figures in the top layer and 
with even figures in the bottom layer, this is 


yi = 2uyg F 1, (2.106) 


where the minus sign stands for the coil side numbering as seen in Figure 2.44, and the plus 
sign for the numbering where in slot | there are coil sides 1, 2, in slot 2 there are coil sides 
3, 4, and so on, if u = 1; or in the top layer of slot 1 there are coil sides 1, 3 and in the bottom 
layer there are coil sides 2, 4, and so on, if u = 2. 


y2 front-end connector pitch; it is a pitch expressed as the number of coil sides between the 
right coil side of one coil and the left coil side of the next coil. 

y total winding pitch expressed as the number of coil sides between two left coil sides of 
two adjacent coils. 

Ye commutator pitch between the beginning and end of one coil expressed as the number of 
commutator segments. 


The equation for commutator pitch is a basic equation for winding design because this pitch 
must be an integer 


nK ta 
Pp 





where a is the number of parallel paths per half armature in a commutator winding, which 
means 2a parallel paths for the whole armature. 
The windings that are most often employed are characterized on the basis of n: 


1. If n = O, it results in a lap winding. The commutator pitch will be y, = +a/p, which 
means that a is an integer multiple of p to give an integer for the commutating pitch. For 
a lap winding 2a = 2p, this means a = p, ye = +1. Such a winding is called a paral- 
lel one. The plus sign is for a progressive winding moving from left to right, and the 
minus sign for a retrogressive winding moving from right to left. If a is a k-multiple of 
the pole pair number, a = kp, then it is a k-multiplex parallel winding. For example, for 
a = 2p, the commutator pitch is ye = +2, and this winding is called a duplex parallel 
winding. 
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2. If n = 1, it results in a wave winding and a commutator pitch, that is 


Kota uQta 
— — (2.108) 
Pp Pp 








Ye 


must be an integer. The plus sign is for progressive and the minus sign for retrogressive 
winding. In the wave winding the number of parallel paths is always 2; there is only one 
pair of parallel paths, irrespective of the number of poles: 2a = 2,a = 1. 

Not all the combinations of K, a, p result in an integer. It is a designer’s task to choose a 
proper number of slots, coil sides, number of poles and type of winding to ensure an integer 
commutator pitch. 


If the number of coils equals the number of commutator segments, then, if the coil sides are 
numbered with odd figures in the top layer and even figures in the bottom layer, we can write 


y= yy + 2 = 24. (2.109) 


Therefore, if the commutator pitch is determined, the total pitch expressed as a number of 
coil sides is given by 


y=2ye (2.110) 


and after y; is determined from the numbers of slots per pole yg and number of coil sides in a 
layer u, 


yo = go (2.111) 
2p 
yi = 2u yo Fl. (2.112) 
The front-end connector pitch can be determined as 
y2=Y— J. (2.113) 


2.15.1 Lap Winding Principles 


The principles of the lap winding can best be explained by an example. 





Example 2.27: Produce a layout of a lap winding for a two-pole DC machine with 16 
slots and one coil side in a layer. 


Solution: Given Q = 16, 2p = 2, u = 1, the number of commutator segments is K = 
uQ =1-16= 16, and for a lap winding 2a = 2p = 2. The commutator pitch is y, = 
ta/p = +1. We choose a progressive winding, which means that y, = +1 (the winding 
proceeds from left to right), and the total pitch is y = 2y, = 2. The coil span yg in number 
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of slots is given by the number of slots per pole: 


The same pitch expressed in the number of coil sides is y) = 2uyg —1=2-1-8-1= 
15. The front-end connector pitch is yy = y — yy = 2 — 15 = —13, which is illustrated in 
Figure 2.46. The coils can be connected in series in the same order that they are inserted 
in the slots of the rotor. The neighbouring coils are connected together, coil 1-16 to coil 
3-18, and again to 5—20, and so on. This yields the winding diagram of Figure 2.46. 


d q d 
: y= 15 





Figure 2.46 Diagram of a full-pitch lap winding. The winding is connected via brushes to an 
external resistance R. The pole shoes are also illustrated above the winding. In reality, they are placed 
above the coil sides. The laps illustrated with a thick line have been short-circuited via the brushes 
during commutation. The direction of current changes during the commutation. The numbers of slots 
(1-16) are given. The numbers of coil sides (1-32) in the slots are also given, the coil sides 1 and 32 
are located in slot 1 and, for example, the coil sides 8 and 9 are located in slot 5. The commutator 
segments are numbered (1—16) according to the slots. It is said that the brushes are on the quadrature 
axis; this is nevertheless valid only magnetically. In this figure, the brushes are physically placed 
close to the direct axes 


When we follow the winding by starting from the coil side 1, we can see that it proceeds 
by one step of span y; = 15 coil sides. In slots 1 and 9, a coil with a large enough number 
of winding turns is inserted. Finally, after the last coil turn the winding returns left by a 
distance of one step of connection yy = 2 — 15= —13 coil sides, to the upper coil side 3. 
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We continue in this way until the complete winding has been gone through, and the coil 
side 14 is connected to the upper coil side 1 through the commutator segment 1. The 
winding has now been closed as a continuum. The winding proceeds in laps from left to 
right; hence the name lap winding. 





The pitches of a commutator winding are thus calculated by the number of coil sides, not 
by the number of slots, because there can be more than two coil sides in one layer, for instance 
four coil sides in a slot layer (u = 1, 2, 3, 4,...). 

In the lap winding of Figure 2.46, all the coil voltages are connected in series. The connec- 
tion in series can be illustrated by constructing a polygon of the coil voltages, Figure 2.47. 
This figure illustrates the phasors at time tf = O in the coil voltage phasor diagram of Figure 
2.45. When the rotor rotates at an angular speed §2, the coil voltage phasor diagram also ro- 
tates in a two-pole machine at an angular speed m = (2. Also the polygon rotates around its 
centre at the same angular speed. The real instantaneous value of each coil voltage may be 
found as a projection of the phasor on the real axis (see figure). According to the figure, the 
sum of all coil voltages is zero. Therefore, no circulating currents occur in the continuum. 

The highest value of the sum of the instantaneous values of coil voltages is equal to the 
diameter H1—H2 parallel to the real axis. This value remains almost constant as the polygon 
rotates, and thus the phasor H1—H2 represents a DC voltage without significant ripple. The 
voltage approaches a constant value when the number of coils approaches infinity. A DC 
voltage can be connected to an external electric circuit via the brushes that are in contact 
with the commutator segments. At the moment ¢ = OQ, as illustrated, the brushes have to be in 
contact with the commutator segment pairs 5-6 and 13-14 that are connected to coils 9-24 
and 25-8. According to Figure 2.46, the magnetic south pole (S) is at slot 1 and magnetic 
north pole (N) at slot 9. Further, the direction of the magnetic flux is towards the observer at 
the south pole, and away from the observer at the north pole. As the winding moves left, a 





19-2 17-32 


Figure 2.47 Polygon of coil voltages of the winding in Figure 2.46. The sum of all the voltages is zero 
and hence the coils may be connected in series. The instantaneous value of a coil voltage u(t) will be the 
projection of the phasor on the real axis, for example u(t) 19-2 
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positive emf is induced in the conductors under the south pole, and a negative emf under the 
north pole, in the direction indicated by the arrows. 

By following the laps from segment 14 to coil 27-10, we end up at the commutator 
segment 15, then gradually at segments 16, 1, 2, 3, 4 and at last coil 7—22 is brought to 
segment 5, touched by the brush H2. We have just described one parallel path created by coils 
connected in series via commutator segments. An induced emf creates a current in the external 
part of the electric circuit from the brush H2 to the brush H1, and thus in a generator drive, 
H2 is a positive brush with the given direction of rotation. Half of the current / in the external 
part of the circuit flows in the above-described path, and the other half via the coils 23-6... 
11—26, via commutator segments 12, 11,...7, to the brush H2 and further to the external part 
of the circuit. In other words, there are two parallel paths in the winding. In the windings 
of large machines, there can be several pairs of paths in order to prevent the cross-sectional 
area of the conductors from increasing impractically. Because the ends of different pairs of 
paths touch the neighbouring commutator segments and have no other galvanic contact, the 
brushes have to be made wider to keep each pair of paths always in contact with the external 
circuit. 

If for instance in the coil voltage phasor diagram of Figure 2.45 every other coil 1-16, 5—20, 
9—24 ...29—12 is connected in series with the first pair of paths, the lap is closed after the last 
turn of coil side 12 by connecting the coil to the first coil 1-16 (12 — 1, from 12 to 1). The 
coils that remain free are connected in the order 3-18, 7—22...31—14 and the lap is closed at 
the position 14 — 3. This way, a doubly-closed winding with two paths 2a = 2 is produced. 
In the voltage polygon, there are two revolutions, and its diameter, that is the brush voltage, 
is reduced to half the original polygon of one revolution illustrated in Figure 2.47. The output 
power of the system remains the same, because the current can be doubled when the voltage 
is cut in half. In general, the number of pairs of paths a always requires that a — 1 phasors 
are left between the phasors of series-connected coils in a coil voltage phasor diagram. The 
phasors may be similar. Because u is the number of coil sides per layer, each phasor of the coil 
voltage phasor diagram represents u coil voltages. This makes it possible to skip completely 
similar voltage phasors. This takes place for instance when u = 2. 

The winding of Figure 2.46 is wound clockwise, because the voltages of the coil voltage 
phasor diagram are connected in series clockwise starting from phasor 1-16. Were coil 1-16 
connected via the commutator segment 16 to coil 31—14, the winding would have been wound 
counterclockwise. 

The number of brushes in a lap winding is always the same as the number of poles. Brushes 
of the same sign are connected together. According to Figure 2.46, the brushes always short- 
circuit those coils, the coil sides of which are located at the quadrature axis (in the middle, 
between two stator poles) of the stator, where the magnetic flux density created by the pole 
magnetization is zero. This situation is also described by stating that the brushes are located 
at the quadrature axis of the stator independent of the real physical position of the brushes. 


2.15.2 Wave Winding Principles 


The winding of Figure 2.46 can be turned into a wave winding by bending the coil ends of the 
commutator side according to the illustration in Figure 2.48, as a solution of Example 2.28 
(see also Figure 2.49), 


Windings of Electrical Machines 135 









LiL Ln 
YY yy fff, 
YY yy fff, 
YY ff, 
VL LLL LLL hh ltl sf, 
LLL LLL hh lsh ss, 
VL LLL LL hh ths ss, 
YY yy fff, 
I Yi yyy fff, 
| LLL hl hhh hl tl sss, 
! WY yyy fff, 
7 WY fff, 
| Wy fff fp, 
WY yf yyy fff fp, 
LLL Lh ll lhl tll iss, 
WY fyyy iy fff fp, 
WY yyy fff, 
WYyyyyyyy yi fff fp, 
LLL lhl tlh tll iss, 
LLL Lh ltl hl tt tl iss, 





— i 
a 
SSS Oe 
— 


2526] 2728 112930] B 3 4 781/910) (1112 b324\ 2526] 12728 
/13}f 14 |) 15 2 4 Hs |le 
— << SS SS SS —_ = - a 


— 
a = en ae 
















Figure 2.48 Full-pitch lap winding of Figure 2.46 turned into a wave winding. The currents of wave- 
forms indicated with a thick line are commutating at the moment illustrated in the figure. The commu- 
tator pitch is y, = 15, which means almost two pole pitches. For instance, the wave coil that starts at the 
commutator segment 14 ends at segment 13, because 14 + y, = 14 + 15 = 29, but there are only 16 
commutator segments, and therefore 29 — 16 = 13 





Example 2.28: Produce a layout of a wave winding for a two-pole DC machine with 16 
slots and one coil side in a layer. 


Solution: Given that OQ = 16, 2p = 2, u = 1. The number of commutator segments is 
K =uQ=1-16= 16, and for a wave winding 2a = 2. The commutator pitch is 


K+ta_ 16+1 
ana a 


Dp 1 


= 17 or 15. 


We choose y, = +15 (winding proceeds from right to left), and the total winding pitch 
is y = 2y, = 30. The coil span yg in number of slots is given by the number of slots 
per pole: yo = O/2p = 16/2 = 8. The same pitch expressed as number of coil sides 
is yj = 2uyg —1=2-1-8—1=15. The front-end connector pitch is yxy = y — yy = 
30 — 15 = 15, which is shown in Figure 2.48. 

In the above wave winding, the upper coil side 1 is connected to the commutator seg- 
ment 10, and not to segment 1 as in the lap winding. From segment 10, the winding pro- 
ceeds to the bottom side 18. The winding thus receives a waveform. In the figure, the 
winding proceeds from right to left, and counterclockwise in the coil voltage phasor dia- 
gram. The winding is thus rotated to the left. If the winding were turned to the right, the 
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19. The coil from the bottom 


side 16 would have to be bent to the right to segment 10, and further to the upper side 3, 


— 15, yo = 


17, y = 34, yy 


commutator pitch would be y, 


16 + 19 = 35. But there are only 32 coil sides, and therefore the coil 


will proceed to 35 — 32 = 3 or the third coil side. The commutator ends would in that case 


be even longer, which would be of no use. 


because 16 + yp 
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(b) 


Figure 2.49 (a) Four-pole, double-layer lap winding presented in a plane. The winding moves from 


left to right and acts as a generator. The coils belonging to the commutator circuit are illustrated by a 
thick line. This winding is not a full-pitch winding, unlike the previous ones. The illustrated winding 


commutates better than a full-pitch winding. (b) The same winding developed into a wave winding. The 


wave under commutation is drawn with a thicker line than the others 
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The pitch of the winding for a wave winding follows the illustration 


pie: (2.114) 


The position of brushes in a wave winding is solved in the same way as in a lap winding. 
When comparing the lap and wave windings, we can see that the brushes short-circuit the 
same coils in both cases. The differences between the windings are merely structural, and the 
winding type is selected basically on these structural grounds. As written above, the pitch of 
the winding for regular commutator windings, which equals the commutator pitch, is obtained 
from 


K+ =f 
Pras ee ee (2.115) 
Pp Pp 


where the plus sign in the equation is used for progressive winding (from left to right, 1.e. 
clockwise) and the minus is used for retrogressive winding (from right to left, i.e. counter- 
clockwise); 1 is zero or a positive integer. If 1 is zero, it results in a lap winding; if n = 1, it 
results in a wave winding. The commutator pitch y, must be an integer, otherwise the wind- 
ing cannot be constructed. Not all combinations of K, p and a result in y, as an integer, and 
therefore a designer must solve this problem in its complexity. 


2.15.3 Commutator Winding Examples, Balancing Connectors 


Nowadays, the conductors are typically inserted in slots that are on the surfaces of the arma- 
ture. These windings are called drum armature windings. Drum-wound armature windings are 
in practice always double-layer windings, in which there are two coil sides in the slot on top 
of each other. Drum armature windings are constructed either as lap or wave windings. As 
discussed previously, the term ‘lap winding’ describes a winding that is wound in laps along 
the periphery of the armature, the ends of one coil being connected to adjacent segments, 
Figure 2.49a. 





Example 2.29: Produce a layout of the lap winding for a four-pole DC machine with 23 
slots and one coil side in a layer. 


Solution: Given that OQ = 23, 2p = 4, u = 1, the number of commutator segment is 
K =uQ =1.-23 = 23 and for a lap winding 2a = 2p = 4. The commutator pitch is 
Ye = ta/p = 2/2 = +1. We choose a progressive winding, which means that y, = +1 
(winding proceeds from left to right), and the total winding pitch is y = 2y, = 2. The 
coil span yg as the number of slots is given by the number of slots per pole: yo = 
O/2p = 23/4 = 5.75 => 6 slots. The same pitch expressed as the number of coil sides 
is yy = 2uyg —1=2-1-6—1=11. The minus sign is used because of the coil side 
arrangement in the slots according to Figure 2.44a. 

The front-end connector pitch is yg = y — yy = 2—11 = -—29, which is shown in 
Figure 2.49a. 

In the winding of Figure 2.49a, there are 23 armature coils (46 coil sides, two in each 
slot), with one turn in each, four brushes and a commutator with 23 segments. There 
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are four current paths in the winding (2a = 4), which thereby requires four brushes. By 
following the winding starting from the first brush, we have to travel a fourth of the total 
winding to reach the next brush of opposite sign. 

From segment 1, the left coil side is put to the upper layer 1 in slot 1 (see Figure 2.44a). 
Then, the right side is put to the bottom layer | + yj = 1 + 11 = 12 in slot 7, from where 
it is led to the segment number 1 + y, = 1 + 1 = 2, and then from segment 2 to the upper 
layer 3 in slot 2, because 12 — 9 = 3. It proceeds to the bottom layer 14 in slot 8, because 
3 + 11 = 14, and then to segment 3, and continues to the coil side 5 in slot 3 and via 16 in 
slot 9 to segment 4, and so on. 

In the figure, the brushes are broader than the segments of the commutator, the laps 
illustrated with thick lines being short-circuited via the brushes. In DC machines, a proper 
commutation requires that the brushes cover several segments. The coil sides of short- 
circuited coils are approximately in the middle between the poles, where the flux density 
is small. In these coils, the induced voltage is low, and the created short-circuit current is 
thus insignificant. 


Example 2.30: Produce a layout of a wave winding for a four-pole DC machine with 23 
slots and one coil side in a layer. 


Solution: Given that OQ = 23, 2p = 4, u = 1. The number of commutator segments is 


K =uQ =1.-23 = 23, and for a wave winding 2a = 2. The commutator pitch isy, = 
Ase = S' = 12, or ll. 


2 
"We choose yo = +12 and the total winding pitch is y = 2y, = 24. The coil span yg as the 


number of slots is given by the number of slots per pole: yo = Q/2p = 23/4 =5.75 => 6. 
The same pitch expressed as the number of coil sides is y) = 2uyg —1=2-1-6-—1= 
11. The minus sign is used because of the coil side arrangement in the slots according to 
Figure 2.44a. 

The front-end connector pitch is yy = y — yy = 24 — 11 = 13, which is shown in Fig- 
ure 2.49b. Figure 2.49b illustrates the same winding as in Figure 2.49a but developed for 
a wave winding. In wave windings, there are only two current paths: 2a = 2 regardless 
of the number of poles. A wave winding and a lap winding can also be combined as a 
frog-leg winding. 

We can see in Figure 2.49b that from the commutator segment | the coil left side is put 
to the upper layer 13 in slot 7. Then the right side in the lower layer is put to 13 + yj = 
13 + 11 = 24 in slot 13, from where it is led to segment 1 + y, = 1 + 12 = 13, and then 
from segment 13 to the upper layer 37 (slot 19), because 24 + yy = 24 + 13 = 37. We 
then proceed to the lower layer 2 in slot 2, because 37 + y,; = 37 + 11 = 48, which is 
over the number coil sides of 46 in 23 slots; therefore, it is necessary to make a correction 
48 — (2 x 23) = 50 — 46 = 2. From here we continue to segment 2, because 13 + y, = 
13 + 12 = 25, after the correction 25 — 23 = 2, and so on. 





When passing through a wave winding from one brush to another brush of the opposite 
sign, half of the winding and half of the segments of the commutator are gone through. The 
current thus has only two paths irrespective of the number of poles. As a matter of fact, in 
a wave winding, only one pair of brushes is required, which is actually enough for small 
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machines. Nevertheless, usually as many brushes are required as there are poles in the ma- 
chine. This number is selected in order to reach a maximum brush area with the shortest 
commutator possible. One coil of a wave winding is always connected to the commutator at 
about a distance of two pole pitches. 

A wave winding is a more common solution than a lap winding for small (<50 kW) ma- 
chines, since it is usually more cost effective than a lap winding. In a machine designed for 
a certain speed, a number of pole pairs and a flux, the wave winding requires less turns than 
a lap winding, excluding a two-pole machine. Correspondingly, the cross-sectional area of 
conductors in a wave winding has to be larger than the area of a lap winding. Therefore, in 
a machine of a certain output, the copper consumption is the same irrespective of the type of 
winding. 

The previous windings are simple examples of various alternative constructions for commu- 
tator windings. In particular, when numerous parallel paths are employed, we must ensure that 
the voltages in the paths are equal, or else compensating currents will occur flowing through 
the brushes. These currents create sparks and wear out the commutator and the brushes. The 
commutator windings have to be symmetrical to avoid extra losses. 

If the number of parallel pairs of paths is a, there are also a revolutions in the voltage poly- 
gon. If the revolutions completely overlap the voltage polygon, the winding is symmetrical. In 
addition to this condition, the diameter H1—H2 has to split the polygon into two equal halves 
at all times. These conditions are usually met when both the number of slots Q and the num- 
ber of poles 2p are evenly divisible by the number of parallel paths 2a. Figure 2.50 illustrates 
the winding diagram of a four-pole machine. The number of slots is Q = 16, and the num- 
ber of parallel paths is 2a = 4. Hence, the winding meets the above conditions of symmetry. 
The coil voltage phasor diagram and the voltage polygon are depicted in Figure 2.51. Since 
a = 2, there has to be one phasor a — 1 = 1 of the coil voltage phasor diagram between the 
consequent phasors of the polygon. When starting with phasor 1-8, the next phasor in the 
voltage polygon is 3—10. In between, there is phasor 17—24, which is of the same phase as 
the previous one, and so on. The first circle around the voltage polygon ends up at the point of 
phasor 15—22, in the winding diagram, at the commutator segment 9. However, the winding is 
not yet closed at this point, but continues for a second, similar revolution formed by phasors 
17-24 ...31-6. The winding is fully symmetrical, and the coils short-circuited by the brushes 
placed on the quadrature axes. 

The potential at different positions of the winding is now investigated with respect to an 
arbitrary position, for instance a commutator segment |. In the voltage polygon, this zero po- 
tential is indicated by point A of the polygon. At t = O, the instant depicted by the voltage 
polygon, the potential of segment 2 amounts to the amplitude of phasor 1—8, otherwise it is 
a projection on the straight line H1—H2. Respectively, the potential at all other points in the 
polygon with respect to segment | is at every instant the phasor drawn from point A to this 
point, projected on the straight line H1—H2. Since for instance phasors 3—10 and 19-26 have 
a common point in the voltage polygon, the potential of the respective segments 3 and 11 of 
the commutator is always the same, and the potential difference between them is zero at every 
instant. Thus, these commutator segments can be connected with conductors. All those points 
that correspond to the common points of the voltage polygon can be interconnected. Figure 
2.50 also depicts three other balancing connectors. The purpose of these compensating com- 
binations is to conduct currents that are created by the structural asymmetries of the machine, 
such as the eccentricity of the rotor. Without balancing connectors, the compensating currents, 
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Figure 2.50 Balancing connectors or equalizer bars (bars A, B, C and D) of a lap winding. For in- 
stance, the coil sides 29 and 13 are located in similar magnetic positions if the machine is symmetric. 
Hence, the commutator segments 15 and 7 may be connected together with a balancing connector 


created for various reasons, would flow through the brushes, thus impeding the commutation. 
There is an alternating current flowing in the compensating combinations, the resulting flux 
of which tends to compensate the asymmetry of the magnetic flux caused by the eccentricity 
of the rotor. From this we may conclude that compensating combinations are not required in 
machines with two brushes. 

The maximum number of compensating combinations is obtained from the number of 
equipotential points. In the winding of Figures 2.50 and 2.51, we could thus assemble eight 
combinations; however, usually only a part of the possible combinations is needed to improve 
the operation of the machine. According to the illustrations, there are four possible combi- 
nations: A, B, C and D. In machines that do not commutate easily, it may prove necessary 
to employ all the possible compensating combinations. In small and medium machines, the 
compensating combinations are placed behind the commutator. In large machines, ring rails 
are placed at one end of the rotor, while the commutator is at the other end. 


2.15.4 AC Commutator Windings 


The equipotential points A, B, C and D of the winding in Figure 2.51 are connected with rails 
at A, B, C and D in Figure 2.50. The voltages between the rails at time t = O are illustrated 
by the respective voltages in the voltage polygon. When the machine is running, the voltage 
polygon is rotating, and therefore the voltages between the rails form a symmetrical four- 
phase system. The frequency of the voltages depends on the rotation speed of the machine. 
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Figure 2.51 (a) Coil voltage phasor diagram of the winding of Figure 2.50. (b) The coil voltage poly- 
gon of the winding of Figure 2.50 and the connection points of the balancing connectors A, B, C and 
D. There are two overlapping polygons in the illustrated voltage polygon. Phasor 1-8 is the first phasor 
and 3—10 the next phasor of the polygon. Phasor 17—24 is equal to phasor 1-8 because both have their 
positions in the middle of poles, but it is skipped when constructing the first polygon. The first polygon 
is closed at the tip of phasor 15—22. The winding continues to form another similar polygon using pha- 
sors 17—24...31-6. The winding is completely symmetrical, and its brush-short-circuited coils are on 
the quadrature axes. Phasors 3—10 and 19—26 have a common tip point B in the polygons created by the 
commutator segments 3 and 11, as shown in Figure 2.50 and in figure (b), and the points can thus be 
connected by balancing connectors. The three other balancing connector points are A, C and D 


The phase windings of this system, with two parallel paths in each, are connected in a square. 
From the same principle, with tappings, we may create other poly-phase systems connected 
in a polygon, Figure 2.52. 

If z. coils are connected as a closed commutator winding with a parallel path pairs, the 
system is transformed with tappings into an m-phase AC system connected in a polygon by 
coupling the tappings at the distance of a step 


Zo 
Ym = — (2.116) 
ma 


from each other. In a symmetrical poly-phase system, both y,, and z,/a are integers. Windings 
of this type have been employed for instance in rotary converters, the windings of which 
have been connected both to the commutator and to the slip rings. They convert direct current 
into alternating current and vice versa. Closed commutator windings cannot be turned into 
star-connected windings, and only polygons are allowed. 
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Figure 2.52 Equipotential points A, B and C of the voltage polygon, which represents 12 coils of the 
commutator winding, are connected as a triangle to form a poly-phase system. The respective voltages 
are connected via slip rings and brushes to the terminals of the machine 


2.15.5 Current Linkage of the Commutator Winding and Armature Reaction 


The curved function of the current linkage created by the commutator winding is com- 
puted in the way illustrated in Figure 2.9 for a three-phase winding. When defining the slot 
current /,, the current of the short-circuited coils can be set to zero. In short-pitched coils, 
there may be currents flowing in opposite directions in the different coil sides of a single 
slot. If z, is the number of brushes, the armature current /, is divided into brush currents 
I = 1[,/(Zp/2). Each brush current in turn is divided into two paths as conductor currents 
I, = 1/2 = 1,/2a, where a is the total number of path pairs of the winding. In a slot, there 
are Zg conductors, and thus the sum current of a slot is 


/ 
Lea, (2.117) 
O 2a 


where z is the number of conductors in the complete winding. All the pole pairs of the armature 
are alike, and therefore it suffices to investigate only one of them, namely a two-pole winding, 
Figure 2.46. The curved function of the magnetic voltage therefore follows the illustration in 
Figure 2.53. 





slots 1 


Figure 2.53 Current linkage curve of the winding of Figure 2.46, when the commutation takes place 
in the coils in slots 5 and 13 
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The number of brushes in a commutator machine normally equals the number of poles. The 
number of slots between the brushes is 


= eet 2.118 
Coa, ( ) 
This corresponds to the number of slots per pole and phase of AC windings. The effective 
number of slots per pole and phase is always somewhat lower, because a part of the coils is 
always short-circuited. The distribution factor for an armature winding kg, is obtained from 
Equation (2.33). For a fundamental, and m = 1, it is rewritten in the form 


2p 
_ pm’ 
O sin — 
Q 


Armature coils are often short pitched, and the pitch factor kp, is thus obtained from Equa- 
tion (2.32). The fundamental winding factor of a commutator winding is thus 


Kea (2.119) 


2 
Kwal = KaatKpat my (2.120) 


When the number of slots per pole increases, kya; approaches the limit 2/7t. This is the ratio 
of the voltage circle (polygon) diameter to half of the circle perimeter. In ordinary machines, 
the ratio of short pitching is W/t, > 0.8, and therefore kp, > 0.95. As a result, the approxi- 
mate value kya; = 2/7t is an adequate starting point in the initial manual computation. More 
thorough investigations have to be based on an analysis of the curved function of the current 
linkage. In that case, the winding has to be observed in different positions of the brushes. 
Figure 2.45 shows that at the right side of the quadrature axis q, the direction of each slot 
current is towards the observer, and on the left, away from the observer. In other words, the 
rotor becomes an electromagnet with its north pole at the bottom and its south pole at the top. 
The pole pair current linkage of the rotor is 


O-7 Jd. Z 
C4 = Gi = ——— a 2 NGI, (2.121) 
2pQ2a 4ap 
The term 
Z 
= (2.122) 
4ap 


in the equation is the number of coil turns per pole pair in a commutator armature in one 
parallel path, that is turns connected in series, because z/2 is the number of all armature turns; 
z/2(2a) is the number of turns in one parallel path, in other words connected in series, and 
finally z/2(2a)p is the number of turns per pole pair. The current linkage calculated according 
to Equation (2.121) is slightly higher than in reality, because the number of slots per pole and 
phase includes also the slots with short-circuited coil sides. In calculation, we may employ 
the linear current density 








(2.123) 
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The current linkage of the linear current density is divided into magnetic voltages of the air 
gaps, the peak value of which is 
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In the diagram, the peak value 5, is located at the brushes (in the middle of the poles), the 
value varying linearly between the brushes, as illustrated with the dashed line in Figure 2.53. 
©s, is the armature reaction acting along the quadrature axis under one tip of a pole shoe, 
and it is the current linkage to be compensated. The armature current linkage also creates 
commutation problems, which means that the brushes have to be shifted from the q-axis by 
an angle ¢ to anew position as shown in Figure 2.54. 

This figure also gives the positive directions of the current / and the respective current 
linkage. The current linkage can be divided into two components: 


ma 


A 
Omnd = s sIné = Os, sin é, (2.126) 





Om 
Ong = 5 “ cosé = Os, COSE. (2.127) 


The former is called a direct component and the latter a quadrature component. The direct 
component magnetizes the machine either parallel or in the opposite direction to the actual 
field winding of the main poles of the machine. There is a demagnetizing effect if the brushes 





Figure 2.54 Current linkage of a commutator armature and its components. To ensure better commu- 
tation, the brushes are not placed on the q-axis 
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are shifted in the direction of rotation in generator mode, or in the opposite direction of rota- 
tion in motoring operation; the magnetizing effect, on the contrary, is in generating operation 
opposite the direction of rotation, and in motoring mode in the direction of rotation. The 
quadrature component distorts the magnetic field of the main poles, but neither magnetizes 
nor demagnetizes it. This is not a phenomenon restricted to commutator machines — the reac- 
tion is in fact present in all rotating machines. 


2.16 Compensating Windings and Commutating Poles 


As stated above, the armature current linkage (also called armature reaction) has some neg- 
ative influence on DC machine operation. The armature reaction may create commutation 
problems and must, therefore, be compensated. There are different methods to mitigate such 
armature reaction problems: (1) shift the brushes from their geometrical neutral axis to the 
new magnetically neutral axis; (2) increase the field current to compensate for the main flux 
decrease caused by the armature reaction; (3) build commutating poles; and (4) build com- 
pensating winding. 

The purpose of compensating windings in DC machines is to compensate for harmful flux 
components created by armature windings. Flux components are harmful, because they create 
an unfavourable air-gap flux distribution in DC machines. The dimensioning of compensating 
windings is based on the current linkage that has to be compensated by the compensating 
winding. The conductors of a compensating winding have therefore to be placed close to the 
surface of the armature, and the current flowing in them has to be opposite to the armature 
current. In DC machines, the compensating winding is inserted in the slots of the pole shoes. 
The compensating effect has to be created in the section at, of the pole pitch, as illustrated 
in Figure 2.55. If z is the total number of conductors in the armature winding, and the current 
flowing in them is /,, we obtain an armature linear current density 
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Figure 2.55 (a) Location of the compensating windings and the commutating poles. (b) Definition of 
the current linkage of a compensating winding 
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The total current linkage © y of the armature reaction and the compensating winding has 
to be zero in the integration path. It is possible to calculate the required compensating current 
linkage ©, by evaluating the corresponding current linkage of the armature to be compen- 
sated. The current linkage of the armature ©, occurring under the compensating winding at 
the distance a;T)/2, as shown in Figure 2.55, is 











; ; iTpA 
@, (- ”) ee) a era a (2.129) 
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Since there is an armature current /, flowing in the compensating winding, we obtain the 
current linkage of the compensating winding accordingly 


O, = —Nxla, (2.130) 
where NV, is the number of turns of the compensating winding. Since the current linkage of the 


armature winding has to be compensated in the integration path, the common current linkage 
is written as 





QiTpAa 
Oy = Ox + O, = —Mla + — 0), (2.131) 
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C22 Bee cy (2.132) 
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Now, we obtain the number of turns of the compensating winding to be inserted in the 
pole shoes producing demagnetizing magnetic flux in the q-axis compensating the armature 
reaction flux: 


Lea 
Cae (2.133) 
21, 





Since NV, has to be an integer, Equation (2.133) is only approximately feasible. To avoid large 
pulsating flux components and noise, the slot pitch of the compensating winding is set to 
diverge by 10—15% from the slot pitch of the armature. 

Since a compensating winding cannot completely cover the surface of the armature, com- 
mutating poles are also utilized to compensate for the armature reaction although their func- 
tion is just to improve commutation. These commutating poles are located between the main 
magnetizing poles of the machine. There is an armature current flowing in the commutating 
poles. The number of turns on the poles is selected such that the effect of the compensat- 
ing winding is strengthened appropriately. In small machines, commutating poles alone are 
used to compensate for the armature reaction. If commutation problems still occur despite a 
compensating winding and commutating poles, the position of the brush rocker of the DC 
machine can be adjusted so that the brushes are placed on the real magnetic quadrature axis 
of the machine. 
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In principle, the dimensioning of a commutating pole winding is straightforward. Since 
the compensating winding covers the section at) of the pole pitch and includes Ny turns 
that carry the armature current /,, the commutating pole winding should compensate for the 
remaining current linkage of the armature (1 — a) t). The number of turns in the commutating 
pole Nep should be 


l1-a; 





Nep = Nx. (2.134) 


Oj 


When the same armature current /, flows both in the compensating winding and in the 
commutating pole, the armature reaction will be fully compensated. 

If there is no compensation winding, the commutating pole winding must be dimensioned 
and the brushes positioned so that the flux in a commutating armature coil is at its maximum, 
and no voltage is induced in the coil. 


2.17 Rotor Windings of Asynchronous Machines 


The simplest rotor of an induction machine is a solid iron body, turned and milled to the cor- 
rect shape. In general, a solid rotor is applicable to high-speed machines and in certain cases 
also to normal-speed drive. However, the computation of the electromagnetic characteristics 
of a steel rotor is a demanding task, and it is not discussed here. A solid rotor is character- 
ized by a high resistance and a high leakage inductance of the rotor. The phase angle of the 
apparent power created by a waveform penetrating a linear material is 45°, but the saturation 
of the steel rotor reduces the phase angle. A typical value for the phase angle of a solid rotor 
varies between 30° and 45°, depending on the saturation. The characteristics of a solid-rotor 
machine are discussed for instance in Pyrhdnen (1991), Huppunen (2004) and Aho (2007). 
The performance characteristics of a solid rotor can be improved by slotting the surface of the 
rotor, Figure 2.56. Axial slots are used to control the flow of eddy currents in a direction that 
is favourable to torque production. Radial slots increase the length of the paths of the eddy 
currents created by certain high-frequency phenomena. This way, eddy currents are damped 
and the efficiency of the machine is improved. The structure of the rotor is of great signifi- 
cance in torque production, Figure 2.57. An advantage of common cage winding rotors is that 
they produce the highest torque with small values of slip, whereas solid rotors yield a good 
starting torque. 

In small machines, a Ferraris rotor can be employed. It is constructed from a laminated 
steel core covered with a thin layer of copper. The copper covering provides a suitable path 
for eddy currents induced in it. The copper covering takes up a certain amount of space in 
the air gap, the electric value of which increases notably because of the covering, since the 
relative permeability of copper is 4, = 0.999 992 6. As a diamagnetic material, copper is thus 
even a somewhat weaker path for the magnetic flux than air. 

The rotor of an induction machine can be produced as a normal slot winding by following 
the principles discussed in the previous sections. A wound rotor has to be equipped with the 
same number of pole pairs as the stator, and therefore it is not in practice suitable for machines 
permitting a varying number of poles. The phase number of the rotor may differ from the phase 
number of the stator. For instance, a two-phase rotor can be employed in slip-ring machines 
with a three-phase stator. The rotor winding is connected to an external circuit via slip rings. 
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Figure 2.56 Different solid rotors. (a) A solid rotor with axial and radial slots (in this model, short- 
circuit rings are required). They can be constructed either by leaving the part of the rotor that extends 
from the stator without slots, or by equipping it with aluminium or copper rings. (b) A rotor equipped 
with short-circuit rings in addition to slots. (c) A slotted and cage-wound rotor. A completely smooth 
rotor can also be employed 


The most common short-circuit winding is the cage winding, Figure 2.58. The rotor is 
produced from electric steel sheets and provided with slots containing noninsulated bars, the 
ends of which are connected either by welding or brazing to the end rings, that is to the short- 
circuit rings. The short-circuit rings are often equipped with fins that together act as a cooling 
fan as the rotor rotates. The cage winding of small machines is produced from pure aluminium 
by simultaneously pressure casting the short-circuit rings, the cooling ribs and the bars of the 
rotor. 

Figure 2.59 illustrates a full-pitch winding of a two-pole machine observed from the rotor 
end. Each coil of the rotor also constitutes a complete phase coil, since the number of slots in 





Figure 2.57 Torque curves of different induction rotors as a function of mechanical angular speed 
2: (a) a normal double-cage winding rotor, (b) a smooth solid-rotor without short-circuit rings, (c) a 
smooth solid rotor equipped with copper short-circuit rings, (d) an axially and radially slitted solid rotor 
equipped with copper short-circuit rings 
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short-circuit rings 





Figure 2.58 Simple cage winding. Cooling fans are not illustrated. O, = 24 


the rotor is O, = 6. The star point 0 forms, based on symmetry, a neutral point. If there is only 
one turn in each coil, the coils can be connected at this point. The magnetic voltage created 
by the rotor depends only on the current flowing in the slot, and therefore the connection of 
the windings at the star point is of no influence. However, the connection of the star point at 
one end of the rotor turns the winding into a six-phase star connection with one bar, that is 
half a turn, in each phase. The six-phase winding is then short-circuited also at the other end. 
Since the shaft of the machine also takes up some room, the star point has to be created with a 
short-circuit ring as illustrated in Figure 2.58. We can now see in Figure 2.59 a star-connected, 





Figure 2.59 Three-phase winding of a two-pole rotor. The number of turns in the phase coil is 
N, = 1. If the winding is connected in star at point O and short-circuited at the other end, a six-phase, 
short-circuited winding is created, for which the number of turns is N, = !/, ky; = 1 
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short-circuited poly-phase winding, for which the number of phase coils is in a two-pole case 
equal to the number of bars in the rotor: m, = Q,. 

In machine design, it is often assumed that analysis of the fundamental v = 1 alone gives 
an adequate description of the characteristics of the machine. However, this is valid for cage 
windings only if we consider also the conditions related to the number of bars. A cage winding 
acts differently with respect to different harmonics v. Therefore, a cage winding has to be 
analysed with respect to the general harmonic v. This is discussed in more detail in Chapter 7, 
in which different types of machines are investigated separately. 


2.18 Damper Windings 


The damper windings of synchronous machines are usually short-circuit windings, which in 
nonsalient-pole machines are contained in the same slots with magnetizing windings, and in 
salient-pole machines in particular, in the slots at the surfaces of pole shoes. There are no 
bars in the damper windings on the quadrature axes of salient-pole machines, and only the 
short-circuit rings encircle the machine. The resistances and inductances of the damper wind- 
ing of the rotor are thus quite different in the d- and q-directions. In a salient-pole machine 
constructed of solid steel, the material of the rotor core itself may suffice as a damper wind- 
ing. In that case, asynchronous operation resembles the operation of a solid-rotor induction 
machine. Figure 2.60 illustrates the damper winding of a salient-pole synchronous machine. 
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Figure 2.60 Structure of the damper winding of a six-pole salient-pole synchronous machine. The 
copper end plates are connected with a suitable copper connector to form a ring for the damper currents. 
Sometimes real rings also connect the damper bars 
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Damper windings improve the performance characteristics of synchronous machines es- 
pecially during transients. As in asynchronous machines, thanks to damper windings, syn- 
chronous machines can in principle be started direct-on-line. Also a stationary asynchronous 
drive is in some cases a possible choice. Especially in single-phase synchronous machines 
and in the unbalanced load situations of three-phase machines, the function of damper wind- 
ings is to damp the counter-rotating fields of the air gap which otherwise cause great losses. 
In particular, the function of damper windings is to damp the fluctuation of the rotation 
speed of a synchronous machine when rotating loads with pulsating torques, such as piston 
compressors. 

The effective mechanisms of damper windings are relatively complicated and diverse, and 
therefore their mathematically accurate design is difficult. That is why damper windings are 
usually constructed by drawing upon empirical knowledge. However, the inductances and 
resistances of the selected winding can usually be evaluated with normal methods to define 
the time constants of the winding. 

When the damper windings of salient-pole machines are placed in the slots, the slot pitch 
has to be selected to diverge by 10—15% from the slot pitch of the stator to avoid pulsation of 
the flux and noise. If the slots are skewed (usually by the amount of a single stator slot pitch), 
the same slot pitch can be selected both for the stator and the rotor. Damper winding comes 
into effect only when the bars of the winding are connected with short-circuit rings. If the 
pole shoes are solid, they may, similar to the solid rotor of a nonsalient-pole machine, act as a 
damper winding as long as the ends of the pole shoes are connected with durable short-circuit 
rings. In nonsalient-pole machines, an individual damper winding is seldom used; however, 
conductors may be mounted under slot wedges, or the slot wedges themselves are used as the 
bars of the damper winding. 

In synchronous generators, the function of damper windings is for instance to damp 
counter-rotating fields. To minimize losses, the resistance is kept to a minimum in damper 
windings. The cross-sectional area of the damper bars is selected to be 20-30% of the cross- 
sectional bar area of the armature winding. The windings are made of copper. In single-phase 
generators, damper bar cross-sectional areas larger than 30% of the stator copper area are 
employed. The frequency of the voltages induced by counter-rotating fields to the damper 
bars is doubled when compared with the network frequency. Therefore, it has to be con- 
sidered whether special actions are required with respect to the skin effect of the damper 
windings (e.g. utilization of Roebel bars (braided conductors) to avoid the skin effect). The 
cross-sectional area of the short-circuit rings is selected to be approximately 30-50% of the 
cross-sectional area of the damper bars per pole. 

The damper bars have to damp the fluctuations of the rotation speed caused by the pulsating 
torque loads. They also have to guarantee a good starting torque when the machine is start- 
ing as an asynchronous machine. Thus, brass bars or small-diameter copper damper bars are 
employed to increase the rotor resistance. The cross-sectional area of copper bars is typically 
only 10% of the cross-sectional area of the copper of the armature winding. 

In PMSMs, in axial flux machines in particular, the damper winding may be easily con- 
structed by placing a suitable copper or aluminium plate on the surface of the rotor, on top 
of the magnets. However, achieving a total conducting surface in the range of 20-30% of the 
stator copper surface may be somewhat difficult because the plate thickness easily increases 
to become too large and limits the air-gap flux density created by the magnets. 
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Design of Magnetic Circuits 


The magnetic circuit of an electrical machine generally consists of ferromagnetic materi- 
als and air gaps. In an electrical machine, all the windings and possible permanent magnets 
participate in the magnetizing of the machine. It must also be noted that in a multiple-pole 
system, the magnetic circuit has several magnetic paths. Normally, an electrical machine has 
as many magnetic paths as it has poles. In a two-pole system, the magnetic circuit is symmet- 
rically divided into two paths. A possible magnetic asymmetry occurring in the geometry of 
the magnetic circuit also influences the magnetic state of the machine. In the literature, a mag- 
netic circuit belonging to one pole is usually analysed in the design of a complete magnetic 
circuit. This method is employed here also. In other words, according to Equation (2.15), the 
amplitude ©,, of the fundamental component of the current linkage is acting on half of the 
magnetic path. A complete magnetic path requires two amplitudes; see Figure 2.9. 

The design of a magnetic circuit is based on the analysis of the magnetic flux density B 
and the magnetic field strength H in different parts of the machine. The design of a magnetic 
circuit is governed by Ampére’s law. First, we select a suitable air-gap flux density Bs to the 
machine. Next, we calculate the corresponding field strength values H in different parts of the 
machine. The mmf F,, of the circuit equals the current linkage © of the circuit 


Fy = Hdl = i= 0. (3.1) 


In a running electrical machine, the sum current linkage is produced by all the currents 
and possible permanent magnet materials. In the basic design of a magnetic circuit, only the 
winding, the main task of which is to magnetize the machine, is considered the source of 
magnetizing current linkage; that is, the machine is observed when running at no load. In DC 
machines and synchronous machines, the machine is magnetized by magnetizing windings 
(field windings) or permanent magnets, and the armature winding is kept currentless. In a 
synchronous machine, the armature winding may nevertheless take part in the determination 
of the magnetic state of the machine also when the machine is running at no load, if the air-gap 
flux created by the rotor magnetization does not induce a stator emf exactly equal to the stator 
voltage. The influence of an armature winding, that is the armature reaction, is investigated 
later in design, when the performance characteristics of the machine are being calculated. In 
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an induction machine, the magnetizing winding and the armature winding are not separated, 
and therefore the magnetizing of the machine is carried out by the stator winding. However, 
according to the IEC, the induction machine stator is not regarded as an armature even though 
it is similar to a synchronous machine armature. 

Our objective now is to solve the magnetic potential differences 


U5 p= fu - di; (3.2) 


in different parts of the magnetic circuit and the required current linkage © corresponding 
to their sum }— U,,,;. In traditional machines, this is a fairly straightforward task, since the 
main parameters of the magnetic circuit have in principle been set quite early in the machine 
design and the need for magnetizing current does not necessarily alter the dimensions of the 
magnetic circuit. 

In magnetic circuits with permanent magnets instead, the situation is somewhat more com- 
plicated especially in machines where magnets are embedded inside the iron core. In that case, 
the leakage flux of permanent magnets is high and the leakage flux saturates the iron bridges, 
which enclose the magnets inside the iron core. The division of the flux created by permanent 
magnets into the main flux and the leakage flux is difficult to carry out analytically. In practice, 
the magnetic field has to be solved numerically using a finite element program for determining 
the magnetic fields. To increase the air-gap flux density of a permanent magnet machine, we 
can embed the magnets in V-form and have magnets wider than the pole pitch of the machine. 
This way, it is possible to increase the air-gap flux density of a permanent magnet machine 
even higher than the remanence flux density of the permanent magnet material. 

In electrical machines, the term ‘magnetic circuit’ refers to those sections of the machine 
through which the main flux of the machine is flowing. In stator and rotor yokes, the main flux 
splits up into two paths. Now, an electrical machine actually includes as many magnetic paths 
as there are magnetic poles, that is 2p pieces. Figure 3.1 illustrates, in addition to the cross- 
section of a magnetic circuit of a six-pole induction machine and a four-pole synchronous 
reluctance machine, a single magnetic path of the machine defined by the curves 1—2—3—-4—1. 
The same figure also depicts the direct (d) and quadrature (q) axes of the magnetic circuit. 
Since we now have a rotating-field machine, the flux density wave created by the poly-phase 
winding of the stator rotates along the inner surface of the stator, and the depicted d- and 
q-axes rotate fixed to the peak value of the magnetic flux. 

Rotor saliency makes the machine’s magnetic circuit unsymmetrical. Differences in reluc- 
tance, and correspondingly in stator magnetizing inductance, may be found depending on the 
rotor position with respect to the stator. In traditional machines, the d-axis is usually placed 
so that when the magnetic flux joins the rotor d-axis, the minimum reluctance for the whole 
magnetic system 1s found. Vice versa, the q-axis normally represents the maximum reluctance 
of the magnetic circuit. In such a machine, the stator d-axis inductance is larger than the stator 
q-axis inductance Lg > Lg. In synchronous machines, the field windings are wound around the 
rotor d-axes. In permanent magnet machines, however, the permanent magnet material itself 
belongs to the d-axis magnetic circuit, which makes the d-axis reluctance high. Depending on 
the rotor construction, in permanent magnet machines, we may have ‘inverse saliency’, where 
the d-axis reluctance is higher than the q-axis reluctance. Correspondingly, La < Lg. 
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Figure 3.1 Main dimensions of the cross-section of an electrical machine, and the instantaneous posi- 
tions of the magnetic axes and the magnetic circuit of (a) a six-pole poly-phase induction machine and 
(b) a four-pole synchronous reluctance machine. The magnetic circuits can be considered to rotate with 
the stator flux of the machine. The d-axis of the rotor of a synchronous machine remains stationary at 
every instant, but in an induction machine, the d-axis is only virtual and turns with respect to the rotor 
at the speed of slip 


In some cases, for instance for control purposes, the d- and q-axes may also be defined for 
magnetically symmetrical induction machines. From the machine design point of view, the 
division to d- and q-axes in symmetrical machines is not as important as in unsymmetrical 
machines. 

In nonsalient synchronous machines, the division to d- and q-axes is natural, since despite 
the fact that the reluctances and hence also the inductances are about equal, the rotor is un- 
symmetrical because of the field winding wound around the rotor d-axis. 

If the main flux of the machine is assumed to flow along the d-axis, the magnetic circuit 
of the figure comprises half of the main flux, created by the current penetrating the magnetic 
circuit in the area in question. When the machine is running under load, the magnetizing 
current of an induction machine is the sum of the stator and rotor currents. When comput- 
ing this sum, both the windings of the stator and the rotor have to be taken into account so 
that in each conductor penetrating the area S (here the slots of the stator and the rotor), there 
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flows a current that is measurable at the stator and at the rotor. We now obtain according to 
Ampere’s law a magnetizing resultant current linkage ©, which, as a result of the occurrence 
of flux, is divided into magnetic voltages U,,; in the different sections of the magnetic circuit. 
Normally, a majority, 60-95% of the sum of the magnetic voltages, consists usually of the 
magnetic voltages of the air gaps. In the design of a magnetic circuit, we start by magnetiz- 
ing the machine with a single winding, for instance a magnetizing winding. Later, when the 
performance characteristics of the machine are analysed, other windings and their effects are 
considered. In the rotor of a synchronous reluctance machine, there is no winding, and thus 
the torque production is based only on the saliency effects. Saliency is created in the depicted 
machine by cutting suitable sections from the rotor plate. 

A corresponding illustration of the magnetic circuit and the main dimensions of a six-pole 
DC machine and an eight-pole salient-pole synchronous machine is given in Figure 3.2. A 





(a) (b) 


Figure 3.2 Main dimensions of the cross-sections of a six-pole DC machine (or an outer pole syn- 
chronous machine) and an eight-pole salient-pole synchronous machine, and the instantaneous positions 
of one of the magnetic axes and the magnetic circuit. In a DC machine or a synchronous machine, the 
position of the magnetic axes can be considered more easily than with an asynchronous machine, since 
the magnetic axes d and q are defined by the position of the rotor. DC machines are usually constructed 
as external (inward-projecting) pole machines, and the poles of the stator chiefly define the position of 
the magnetic axes of the machine. The field windings of both machine types are placed around the poles 
lying on the d-axis 
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synchronous machine can operate magnetized either with the direct current in the field wind- 
ing or with permanent magnets, or completely without DC magnetizing as a synchronous 
reluctance machine. However, in the rotor circuit of the reluctance machine, special attention 
has to be paid to maximizing the ratio of the reluctances of q- and d-axes to reach maxi- 
mum torque. Here, the torque is completely based on the difference of inductances between 
the direct and quadrature axes. When the ratio of inductances Lg/L, is about 7—10—16, ap- 
proximately the same machine constants can be applied with a reluctance machine as with 
induction motors. 

Doubly salient reluctance machines (switched reluctance, SR machines) differ both struc- 
turally and by their performance characteristics from traditional electrical machines. However, 
there are also some similarities. Figure 3.3 illustrates two doubly salient reluctance machines 
that differ from each other by their ratios of poles (8/6 and 6/4); in these machines, both the 
stator and the rotor have salient poles. A crucial difference when compared with traditional 
machines is that the stator and rotor have different numbers of magnetizing poles. Such a ma- 
chine cannot operate without power electronics or other switches, and therefore it has to be 
designed in accordance with the accompanying electronics. 














(a) (b) 


Figure 3.3. Basic types of an SR machine. (a) In an 8/6 machine, there are eight stator poles and six 
rotor poles. Correspondingly, there are six stator poles and four rotor poles in a 6/4 motor (b). The pole 
numbers of the stator and the rotor always differ from each other. The rotor of both machines turns 
clockwise when the poles A and A’ are magnetized. The illustration of an eight-pole machine shows the 
path of the main flux when the poles A and A’ are being magnetized 
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The definition of the current linkage is essential for the design of the magnetic circuit to 
create the desired flux density and the respective magnetizing current. The current linkage 
per pole pair is solved by applying Equation (1.10) and by calculating the line integral of the 
field strength H along a suitable integration path, for instance along the route 1—2—3—4—1 of 
Figure 3.2: 


Pe = pH-di= [1-4s =) 1S Oe: (3.3) 
] S 5 


In rotating-field machines, the peak value of the magnetic voltage Opies is usually cal- 
culated by following the flux line at the peak value of the air-gap flux density around the 
magnetic circuit. / is the unit vector parallel to the integration path, S is the unit vector of the 
surface of the cross-section of the electrical machine (in practice, e.g. either the teeth area of 
an induction machine or the teeth area of the stator of a synchronous machine, and the pole 
bodies of the rotor are observed), and finally, J is the density of the current penetrating the 
magnetic circuit. The task is simplified by calculating the sum of all the currents / penetrating 
the magnetic circuit. The sum of all currents is called current linkage and denoted Orot- Equa- 
tion (3.3) describes how the current linkage of the machine has to equal the mmf f, H - dl of 
the machine. 

When computing the peak magnetic voltage ae over a single magnetic circuit of the 
machine, the task can be divided so that each section of the magnetic circuit is analysed for 
instance at the peak value of the flux density. Now, the total magnetic voltage over a complete 
pole pair is written as 


Cn | H; -dly =) Om,i. (3.4) 


To be able to calculate the current linkage required by the iron parts of the magnetic circuit, 
the magnetizing curve of the material in question has to be known. The magnetizing curve 
illustrates the flux density reached in the material as a function of the magnetic field strength 
B = f(A). First, the magnetic flux density B; in each section of the magnetic circuit of the 
machine is calculated with the selected air-gap flux density. Next, the field strength H; is 
checked from the BH curve of the material in question. Finally, in simple cases, the result 
is multiplied by the length of the section parallel to the magnetic path /;, which yields the 
magnetic voltage of the section in question Omi = /;H;. In the appendices, BH curves are 
given for some typical electric sheets measured with DC magnetization. 

Since Equation (2.15) gives the height of the amplitude of the current linkage wave of a 
rotating-field winding, and such an amplitude magnetizes half of a single magnetic circuit, 
we usually treat only half of a single magnetic circuit in the computation of magnetic volt- 
ages. For instance, the stator of an asynchronous machine has to produce the amplitude @,, 
of the fundamental current linkage. Correspondingly, on the rotor pole of a nonsalient-pole 
synchronous machine, there has to be a current producing a similar current linkage 


Os, = Um, be =e Um.ds a Om.dr = bU mys Ee 1bhUm,yr- (3.5a) 
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Om. 50 denotes the magnetic voltage of a single air gap, Um.d the magnetic voltages of the 
teeth, and U,, gach Om yr the magnetic voltages of the stator and rotor yokes. The subscripts s 
and r denote the stator and the rotor. Equation (3.5a) ) represents only one pole of the magnetic 
circuit. Two current linkage amplitudes Um, = = 20, are thus acting on the total magnetic 
path. 

In an internal salient-pole machine (e.g. an ordinary synchronous machine), the correlation 
of the magnetic voltage and a single pole is 


Aw 


Op, = Osage a: Use at Daas ar LDU mys AE 1bhU m.yr- (3.5b) 


Oss is the magnetic voltage of the salient pole of the rotor. In an external salient-pole ma- 
chine (e.g. an ordinary DC machine or an external pole synchronous machine) the current 
linkage of a single pole can be written correspondingly as 


Ops = Uses he Cie a Oa ar 1hU mys a VOU ages (3.5c) 


The magnetizing of doubly salient reluctance machines (SR machines) depends on the con- 
stantly changing shape of the magnetic circuit in question. The torque calculation of SR ma- 
chines is carried out for instance based on the principle of virtual work. The machine is always 
seeking the maximum inductance of the magnetic circuit, which is reached when the poles of 
the rotor have turned to the position of the magnetic poles of the stator. 


3.1 Air Gap and its Magnetic Voltage 


The air gap of an electrical machine has a significant influence on the mmf of the magnetic 
circuit. Nonsalient-pole machines and salient-pole machines have different types of air gaps 
that greatly influence machine performance. 


3.1.1 Air Gap and Carter Factor 


To be able to calculate the magnetic voltage manually over an air gap, the geometry of the air 
gap has to be simplified. Often in an electrical machine, the surfaces of both the stator and the 
rotor are split with slots. The flux density always decreases at the slot opening (Figure 3.4), 
and therefore it is not easy to define the average flux density of the slot pitch between the 
stator and the rotor. 

However, in 1901 F.W. Carter provided a solution to the problem of manual calculation 
(Carter, 1901). On average, according to Carter’s principle, the air gap seems to be longer 
than its physical measure. The length of the physical air gap 6 increases with the Carter factor 
kc. The first correction is carried out by assuming the rotor to be smooth. We obtain 


Seg = hes0. (3.6) 
The Carter factor kc, is based on the dimensions in Figure 3.5. When determining the 


Carter factor, the real flux density curve is replaced with a rectangular function so that the 
flux remains constant under the teeth and is zero at the slot opening; in other words, the shaded 
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Figure 3.4 (a) Flux diagram under a stator slot along one slot pitch, and (b) the behaviour of the air- 
gap flux density B; along a slot pitch. At the slot opening, there is a local minimum of flux density. The 
flux density on the right side of the slot is slightly higher than on the left side, since a small current is 
flowing in the slot towards the observer 
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Figure 3.5 Distribution of air-gap flux density Bs;(@) in a distance of one slot pitch Ty. a is the angle 
revolving around the periphery of the machine. b, is the equivalent slot opening 
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areas S; + S; in Figure 3.5 are equal to S27. The equivalent slot opening be, in which the flux 
density 1s zero, 1S 





b. = Kb, (3.7a) 
where 
by 
2 b, 28 b, \ > 
K = — | arctan— — —In,/1+ | — XS ; (3.7b) 
1 25 b 25 by 
5+ — 
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The Carter factor is 
Tu Ty 
Kkeo= (3.8) 





ti= De . Gee 
The Carter factor is also the ratio of the maximum flux density Bmax to the average flux 


density Bay 


B max 


kce= 
ee 





(3.9) 


The variation of the flux density assuming no eddy currents damping the flux variation is 


Bo (Brnax = Byin) = I aie ie — 2u 











z oA ete eee 3.10 
ae DBE 2(1 + u2) one 
SE eee (3.10b) 
Bmax 1+?’ 
Aria Fe fee (3.10c) 
= — — . ‘ Cc 
M95 28 


When both the stator and rotor surfaces are provided with slots, we calculate kc, first by 
assuming the rotor surface to be smooth. The calculations are repeated by applying the cal- 
culated air gap d., and the slot pitch of the rotor T,;, and by assuming the stator surface to be 
smooth. We then obtain kc,;. Finally, the total factor is 


Ke,tot © Kes + Ker (3.11) 
which gives us the equivalent air gap 6. 
de ~ ke totd ~ kcrbes- (3.12) 


The influence of slots in the average permeance of the air gap is taken into account by 
replacing the real air gap by a longer equivalent air gap 6.. The result obtained by applying 
the above equations is not quite accurate, yet usually sufficient in practice. The most accurate 
result is obtained by solving the field diagram of the air gap with the finite element method. 
In this method, a dense element network is employed, and an accurate field solution is found 
as illustrated in Figure 3.4. If the rotor surface lets eddy currents run, the slot-opening-caused 
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flux density dips are damped by the values suggested by the Carter factor. In such a case, eddy 
currents may create remarkable amounts of losses on the rotor surfaces. 


Example 3.1: An induction motor has an air gap 6 = 0.8mm. The stator slot opening 
is b} = 3mm, the rotor slots are closed and the stator slot pitch is 10mm. The rotor 
magnetic circuit is manufactured from high-quality electrical steel with low eddy current 
losses. Calculate the Carter-factor-corrected air gap of the machine. How deep is the flux 
density dip at a slot opening if the rotor eddy currents do not affect the dip (note that the 
possible squirrel cage is designed so that the slot harmonic may not create large opposing 
eddy currents)? How much three-phase stator current is needed to magnetize the air gap to 
0.9 T fundamental peak flux density? The number of stator turns in series is NV, = 100, the 
number of pole pairs is p = 2, and the number of slots per pole and phase is g = 3. The 
winding is a full-pitch one. 


Solution: 
b,/6 3/0.8 
eh ing: 
54/6 5+3/08 
b. = Kb, = 0.429 -3 = 1.29, 
i 10 
ee = 1.148, 


t,-b. 10 —1.29 


OE as pte 2 ee Sead halla 3.984 
u = — — ——_— Seana SD ‘ 
26 26 2-0.8 2-0.8 

— l+u? -2u 


= — 0.179. 
2 2(1 + u2) 


The depth of the flux density dip on the rotor surface is 2Bo: 
2Bo = 2B Bmax = 2Bkc Bay = 2-0.179-1.148B,, = 0.41 Bay. 


The equivalent air gap is 6. © kce,d = 1.148 - 0.8 mm = 0.918 mm. 
At 0.9 T the peak value of the air gap field strength is 


‘ 0.9T 


(Se EGA. 
4n - 10-7 Vs/Am 


The magnetic voltage of the air gap is 
Um.se = H3de = 716kA/m - 0.000918 m = 657 A. 


According to Equation (2.15), the amplitude of the stator current linkage is 





Os) = 2 = Sd U1 es = pei 
2m 2p It p 
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To calculate the amplitude, we need the fundamental winding factor for a machine with 
gq = 3. For a full-pitch winding with g = 3, we have the electrical slot angle 


_ 360° 360° 


Ay = = = 20%. 
2mq 2-3-3 








We have six voltage phasors per pole pair: three positive and three negative phasors. When 
the phasors of negative coil sides are turned 180°, we have two phasors at an angle of —20°, 
two phasors at an angle of O° and two phasors at +20°. The fundamental winding factor 
will hence be 


Pea 2 cos (—20°) + 2 a + 2 cos (+20°) — 0.960. 


Since this is a full-pitch winding the same result is found by calculating the distribution 
factor according to Equation (2.23) 


_ Aus _ 20 

Sings ork 
Kast = Kwst = = —— ne 0 = 0.960. 
ds SIN > 3 sin — 
2 





We may now calculate the stator current needed to magnetize the air gap 


TaN 


Op 657-1 -2 


rH ES AN HII A, 
MkweiN.V2  3-0.960- 100/72 


Lin = 


If an analytic equation is required to describe the flux distribution in case of an air gap 
slotted on only one side, an equivalent approximation introduced by Heller and Hamata (1977) 
can be employed. This equation yields a flux density distribution in the case of a smooth rotor 
in a distance of one slot. If the origin is set at the centre of the stator slot, the Heller and 
Hamata equations are written for a stator (see Figure 3.5) 





B(a)= (1 — B — Boos a) Bmax, When O<a < 0.8a0 


T 
0.8a 
and 

B (a) = Bmax elsewhere, when 0.8a9 < a < Qq. (3.13) 


Here ap = 2b,/D and ag = 27 /QO, = 27%) /D. 

Drops in the flux density caused by stator slots create losses on the rotor surface. Corre- 
spondingly, the rotor slots have the same effect on the stator surface. These losses can be 
reduced by partially or completely closing the slots, by reshaping the slot edges so that the 
drop in the flux density is eliminated, or by using a semi-magnetic slot wedge, Figure 3.6. 
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special slot opening, i 






semi-magnetic |! 
slot wedge ‘3 


Dae / ee 
nla 5 
. 5 
o. Po eee : 
a es os ‘ 
33 


stator slot 








Rotor surface along EEE 
a Stator slot pitch rotor 





(a) (b) (c) 


Figure 3.6 (a) Slot opening of a semi-closed stator slot of Figure 3.4 has been filled with a semi- 
magnetic filling (u, = 5). The flux drop on the rotor surface, caused by the slot, is remarkably reduced 
when the machine is running with a small current at no load. (b) Simultaneously, the losses on the 
rotor surface are reduced and the efficiency is improved. The edges of the stator slot can also be shaped 
according to (c), which yields the best flux density distribution. (b) The curve at the top 


3.1.2 Air Gaps of a Salient-Pole Machine 


Next, three different air gaps of a salient-pole machine are investigated. The importance of 
these air gaps lies in the following: the first air gap is employed in the calculation when the 
machine is magnetized with a rotor field winding; the second is required for the calculation 
of the direct-axis armature reaction, and thereby the armature direct-axis inductance; and 
finally, the third air gap gives the armature quadrature-axis reaction and the quadrature-axis 
inductance. The air gaps met by the rotor field winding magnetizing are shaped with pole 
shoes such that as sinusoidal a flux density distribution as possible is obtained in the air gap 
of the machine. 

The air-gap flux density created by the rotor field winding magnetizing of a salient-pole 
machine can be investigated with an orthogonal field diagram. The field diagram has to be 
constructed in an air gap of accurate shape. Figure 3.7 depicts the air gap of a salient-pole 
machine, into which the field winding wound around the salient-pole body creates a mag- 
netic flux. The path of the flux can be solved with a magnetic scalar potential. The magnetic 
field refracts on the iron surface. However, in the manual calculation of the air gaps of a syn- 
chronous machine, the permeability of iron is assumed to be so high that the flux lines leave 
the equipotential iron surface perpendicularly. 

If the proportion ©; of the current linkage ©, of the rotor acts upon the air gap, each duct 
in the air gap takes, with the notation in Figure 3.7, a flux 


A 
AOS ,Of 0 he. (3.14) 
nNd 
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(3.15) 


B; cos 0. 


(3.16) 
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In the field diagram consisting of small squares, the side of a square equals the average 
nd 


Figure 3.7 Field diagram of the rotor pole of an internal salient-pole synchronous machine with DC 
width Ax. The magnetic flux density of the stator surface can thus be calculated by the average 


magnetizing in an area of half a pole pitch t,/2. The figure also indicates that the amount of leakage 
flux in this case is about 15%, which is a typical number for pole leakage. Typically, a designer should 


be prepared for about 20% leakage flux when designing the field winding 

width of squares touching the surface. On the other hand, nA6 is the length of the flux line 
where doe 1S the air gap in the middle of the pole, corrected with the Carter factor. Now the 
pole shoe has to be shaped such that the length of the flux density line of the field diagram is 
inversely proportional to the cosine of the electrical angle 8. A pole shoe shaped in this way 
creates a cosinusoidal magnetic flux density in the air gap, the peak value of which is Bs. The 
maximum value of flux penetrating thorough a full-pitch winding coil is called the peak value 
of flux, although it is not a question of amplitude here. The peak value of the flux is obtained 


direction. If the origin of the reference frame is fixed to the middle of the pole shoe, we may 
from the pole shoe surface to the stator surface: 


where / is the axial length of the pole shoe and n the number of square elements in the radial 
write in the cosine form 
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by calculating a surface integral over the pole pitch and the length of the machine. In practice, 
the flux of a single pole is calculated. Now, the peak value is denoted ®,, 


I’ 
bn = | 
0 


where I’ is the equivalent core length /' ~ / + 26 in a machine without ventilating ducts (see 
Section 3.2), Tp is the pole pitch, tp = 7D/(2p), x is the coordinate, the origin of which is in 
the middle of the pole, and 0 = xz/Tp. 

When the flux density is cosinusoidally distributed, we obtain by integration for the air-gap 
flux 


| 


By cos (=z) ddl’, (3.17) 
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By reformulating the previous equation, we obtain 








z DI’ » DE 5 
®,, = Bs = Lo Os. (3.19) 
Dp Pp O0e 

Next, the air gap experienced by the stator winding current linkage is investigated. The 
stator winding is constructed such that its current linkage is distributed fairly cosinusoidally 
on the stator surface. The stator current linkage creates an armature reaction in the magnetiz- 
ing inductances. As a result of the armature reaction, this cosinusoidally distributed current 
linkage creates a flux of its own in the air gap. Because the air gap is shaped so that the flux 
density created by the rotor pole is cosinusoidal, it is obvious that the flux density created by 
the stator is not cosinusoidal, see Figure 3.8. When the peak value of the fundamental current 
linkage of the stator is on the d-axis, we may write 


Os (0) = O10) = ©}, cos 8. (3.20) 


The amplitude of the current linkage is calculated by Equation (2.15). The permeance dA 
of the duct at the position @ is 








ee dS = = Di d@ cosé 3.21) 
=e SO. Bee : 
The magnetic flux density at the position 0 is 
d® Lo a 
Ba) = — = — O}c0s” 6. 322 
d (0) dS > do q COS (3.22) 


The distribution of the air-gap flux density created by the stator current is proportional to 
the square of the cosine when the current linkage of the stator is on the d-axis. To be able 
to calculate the inductance of the fundamental, this density function has to be replaced by a 
cosine function with an equal flux. Thus, we calculate the factor of the fundamental of the 
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Figure 3.8 (a) Cosine-squared flux density By(@), created in the shaped air gap by a cosinusoidal stator 
current linkage ©,, occurring on a direct axis of the stator, where the peak value of the fundamental 
component of Bg(@) is By. (b) The cosinusoidal current linkage distribution on the quadrature axis 
creates a flux density curve B,(@). The peak value of the fundamental component of B,(@) is B ig 


Fourier series. The condition for keeping the flux unchanged is 


+n /2 +1 /2 
— e' | cos? 6dé = Bia | cos 6 dé. (3:23) 
Me —1/2 —1 [2 


The amplitude of the corresponding cosine function is thus 


2 1 7 
Big = eo = 


= = 9 = — 6’. (3.24) 
4 Soe ° Sac * 


In the latter presentation of Equation (3.24), the air gap dge 1s an equivalent d-axis air gap 
experiencing the current linkage of the stator. Its theoretical value is 





dde = : (3,25) 
1 


Figure 3.8a depicts this situation. In reality, the distance from the stator to the rotor on the 
edge of the pole cannot be extended infinitely, and therefore the theoretical value of Equa- 
tion (3.25) is not realized as such (it is only an approximation). However, the error is only 
marginal, because when the peak value of the cosinusoidal current linkage distribution is at 
the direct axis, the current linkage close to the quadrature axis is very small. Equation (3.25) 
gives an interesting result: the current linkage of the stator has to be higher than the current 
linkage of the rotor, if the same peak value of the fundamental component of the flux density 
is desired with either the stator or rotor magnetization. 
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Figure 3.8b illustrates the definition of the quadrature air gap. The peak value of the stator 
current linkage distribution is assumed to be on the quadrature axis of the machine. Next, the 
flux density curve is plotted on the quadrature axis, and the flux ®, is calculated similarly as 
in Equation (3.19). The flux density amplitude of the fundamental component corresponding 
to this flux is written as 


B= == (3.26) 


where dg¢ is the equivalent quadrature air gap. The current linkages are set equal: O; = oy = 
O}, the equivalent air gaps behaving inversely proportional to the flux density amplitudes 


a ee 1 1 1 
Bs:B,q:Bi, = —:—:—. 3.27 
6 Bia Big = Bc, (3.27) 


Direct and quadrature equivalent air gaps are calculated from this (inverse) proportion. A 
direct-axis air gap is thus approximately 469./7. A quadrature-axis air gap is more problem- 
atic to solve without numerical methods, but it varies typically between (1.5—2-3) x de. 
According to Schuisky (1950), in salient-pole synchronous machines, a quadrature air gap is 
typically 2.4-fold when compared with a direct air gap in salient-pole machines. 

The physical air gap on the centre line of the magnetic pole is set to 69. The slots in the 
stator create an apparent lengthening of the air gap when compared with a completely smooth 
stator. This lengthening is evaluated with the Carter factor. On the d-axis of the rotor pole, the 
length of an equivalent air gap is nOW doe in respect of the pole magnetization. In this single 
air gap, the pole magnetization has to create a flux density B;. The required current linkage 
of a single pole is 


5y-B 
On Se (3.28) 
Lo 





The value for current linkage on a single rotor pole is O¢ = N¢ I, when the DC field wind- 
ing current on the pole is /> and the number of turns in the coil is N¢. The flux linkage and 
the inductance of the rotor can now be easily calculated. When the pole shoes are shaped 
according to the above principles, the flux of the phase windings varies at no load as a si- 
nusoidal function of time, ®,, (t) = ®m sin wt, when the rotor rotates at an electric angular 
frequency w. By applying Faraday’s induction law as presented in Equation (1.8), we can cal- 
culate the induced voltage. The applied form of the induction law, which takes the geometry 


of the machine into account, 1s written with the flux linkage W as 


av) gy dP) 
i, WwW dt 9 








BG (3.29) 


and the fundamental component of the voltage induced in a single pole pair of the stator is 
written as 


€1p (t) = —Npkwi@®m COS wf. (3.30) 


Here N, is the number of turns of one pole pair of the phase winding. The winding factor 
kw, of the fundamental component takes the spatial distribution of the winding into account. 
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The winding factor indicates that the peak value of the main flux , does not penetrate all 
the coils simultaneously, and thus the main flux linkage of a pole pair is Wy = Npkwi@Pm. 
By applying Equation (3.18) we obtain for the voltage of a pole pair 


De 
Cip (t) = —Npkwi@—Bst)l' cos at, (3.31) 
1 


the effective value of which is 


1 Di x lL. -& 
Fip = po — Bs tl = oem: (3.32) 

The maximum value of the air-gap flux linkage Wnp of a pole pair is found at instants when 
the main flux best links the phase winding observed. In other words, the magnetic axis of the 
winding is parallel to the main flux in the air gap. 

The voltage of the stator winding is found by connecting an appropriate amount of pole 
pair voltages in series and in parallel according to the winding construction. 

Previously, the air gaps dge and dge were determined for the calculation of the direct and 
quadrature stator inductances. For the calculation of the inductance, we have also to define the 
current linkage required by the iron. The influence of the iron can easily be taken into account 
by correspondingly increasing the length of the air gap, dger = (Om, sae 1mm, sde alr Um Fe))Sde- 
We now obtain the effective air gaps dger and dger. With these air gaps, the main inductances 
of the stator can be calculated in the direct and quadrature directions 


2 Dsl’ 2 2 Dsl' 2 
Lua = —fo—— (ka No). Lae = — io —— ea ols (3.33) 
pd = 0 DSdet ( 1 r) pq = 0 p Sget ( 1 r) 


Ny is the number of turns (N;/p) of a pole pair. The main inductance is the inductance of a 
single stator phase. To obtain the single-phase equivalent circuit magnetizing inductance, for 
instance for a three-phase machine, the main inductance has to be multiplied by 3/2 to take the 
effects of all three windings into account. When deriving the equations, Equation (2.15) for 
the current linkage of a stator is required, and also the equation for a flux linkage of a single 
pole pair of the stator 


Ze 
Wnp = kw Np Bo tpl’ 


which is included in the previous voltage equations. The peak value for the air-gap flux density 
is calculated with an equivalent air gap and a stator current linkage, which leads to Equation 
(3.33). The inductances will be discussed in detail later in Section 3.9 and also in Chapter 7. 


3.1.3 Air Gap of Nonsalient-Pole Machine 


In nonsalient-pole machines, unlike in salient-pole machines, the shape of the air-gap flux 
density cannot be adjusted by shaping the air gaps. The rotor of a salient-pole machine is a 
steel cylinder provided with slots. The magnetizing winding is inserted in these slots. The air 
gap of such a machine is in principle equal at all positions, and thus, to create a sinusoidal flux 
density distribution, the magnitude of the current linkage acting upon different positions of 
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Figure 3.9 (a) Magnetizing winding of a nonsalient-pole rotor and (b) the distribution of the current 
linkage on the surface of the rotor cylinder, when the number of conductors is equal in all slots. The 
form of the current linkage can be improved by selecting the number of turns in the slots or the slot 
positions better than in the above example 


the air gap has to be varied. To get a correct result,the conductors of the magnetizing winding 
have to be divided accordingly among the slots of the rotor, Figure 3.9. 

The air gap of the nonsalient-pole machine is equal in all directions. The current linkage of 
the stator meets the same air gap as the current linkage of the rotor, and thus, with the notation 
in Equation (3.27), we obtain 


Ode © dade © dge- (3.34) 


Because both the stator and rotor are slotted, the Carter factor is applied twice. The main 
inductance of a salient-pole machine can be calculated from Equation (3.33) by employing 
an effective air gap der, which takes also the effect of the iron into account and increases doe 
with the proportion of the iron. A nonsalient-pole machine has only a single main inductance, 
because all the air gaps are equal. In practice, the slots in the rotor make the inductance of the 
quadrature axis slightly smaller than the inductance of the direct axis in these machines. 

Asynchronous machines are usually symmetrical, and therefore only a single equivalent 
air-gap length is defined for them, similarly as for nonsalient-pole machines. The main induc- 
tance is calculated from Equation (3.33). Usually, DC machines are external pole, salient-pole 
machines, and therefore their air gaps have to be determined by a method similar to the solu- 
tion presented previously for a salient-pole machine. The above determination of the air gaps 
for a salient-pole machine is valid also for a synchronous salient-pole reluctance machine. 
With respect to an SR machine, the concept of an air gap has to be redefined, since the whole 
operation of the machine is based on the deformations of the magnetic circuit. The air gap 
is changing constantly when the machine rotates. The difference in the direct and quadrature 
inductances defines the average torque produced by the machine. 

The magnetic voltage over the air gap is usually calculated with the smallest air gap and at 
the peak value of the flux density. If the equivalent air gap in the middle of the pole is 6,, we 
obtain 

; Bs 
Om.se = —5Se. (3.35) 
LO 
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3.2 Equivalent Core Length 


At an end of the machine, and at possible radial ventilating ducts, the effects of field fringings 
that may occur have to be taken into account. This is done by investigating the field diagrams 
of the ventilating ducts and of the ends of the machine. Figure 3.10 illustrates the influence of 
the edge field at the machine end on the equivalent length /’ of the machine. 

The flux density of the machine changes in the direction of the shaft as a function of the 
z-coordinate B = B(z). The flux density remains approximately constant over a distance of 
the sheet core and decreases gradually to zero along the shaft of the machine as an effect 
of the edge field. This edge field is included in the main flux of the machine, and thus it 
participates also in torque production. In manual calculations, the lengthening of the machine 
caused by the edge field can be approximated by the equation 


l'x~1 +26. (3.36) 


This correction is of no great significance, and therefore, when desired, the real length / is 
accurate enough in the calculations. In large machines, however, there are ventilating ducts 
that reduce the equivalent length of the machine, see Figure 3.11. 

Here, we can estimate the length of the machine by applying the Carter factor again. By 
applying Equations (3.7a) and (3.7b) and by substituting the width of the slot opening b with 
the width of the ventilating duct by we obtain 


Dye = Kby. (3.37) 






































Figure 3.10 Orthogonal field diagram for the determination of the edge field at the end of the machine 
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ventilating duct 
stator 





Figure 3.11 Influence of radial ventilating ducts on the equivalent length of the machine and the be- 
haviour of the flux density in the vicinity of the ventilating duct 


The number of ventilating ducts being n, in the machine (in Figure 3.11, ny = 3), the 
equivalent length of the machine is approximated by 


l’ 1 — nydye + 26. (3.38) 


If there are radial ventilating ducts both in the rotor and in the stator, as depicted in Figure 
3.12, the above method of calculation can in principle be employed. In that case, the flux 
density curve has to be squared, as was done previously, and the equivalent width of the 


stator 
) 6 
b,, b. 
rotor 
B , \ — f : B : : De 
(a) (b) 


Figure 3.12 (a) In the stator and the rotor, the ventilating ducts are axially at the same positions. (b) 
The ventilating ducts are at different positions in the stator and in the rotor 
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duct bye, Equation (3.7a), is substituted in Equation (3.38). In the case of Figure 3.12a, the 
number of rotor ventilating ducts is equal to the number of ventilating ducts of the stator and 
the sum of the width of the stator and rotor ventilation ducts has to be substituted for b in 
Equation (3.7b). In the case of Figure 3.12b, the number of ducts ny has to be the total number 
of ducts. 


Example 3.2: A synchronous machine has a stator core 990 mm long. There are 25 sub- 
stacks of laminations 30mm long and a 10mm cooling duct after each stack (24 cooling 
ducts all together). The air-gap length is 3mm. Calculate the effective stator core length 
of the machine when (a) the rotor surface is smooth, (b) there are 24 cooling ducts in the 
rotor opposite the stator ducts and (c) there are 25 cooling ducts in the rotor opposite the 
stator substacks. 


Solution: 


ake = a0 =040, dye = by = 0.40- 10mm = 4.0mm, 


(a)kK = 


l’~1l—nyby.e +26 = 990 — 24-4.0+2-3mm = 900 mm. 


byst+bvr 10+10 


(b) kK = —See = So = 9.571, Dye = KDy = 0.571 - 1Omm = 5.71 mm, 


5+ Pus tiur 54 WHO 
l’ ~1l—nybye + 26 = 990 — 24-5.71 +2-3mm = 859 mm. 
(c) As in (a), kK = 0.40, by. = 4.0mm for the stator and rotor ducts, 


l’ 1 — nysDyes — NyrDyer + 26 = 990 — 24-4.0 — 25-4.0+2-3mm = 800mm. 





3.3 Magnetic Voltage of a Tooth and a Salient Pole 
3.3.1 Magnetic Voltage of a Tooth 


When there are Q, slots in the stator, we obtain the slot pitch of the stator by dividing the 
air-gap periphery by the number of slots 


aD 


— —, 3.39 
O. (3.39) 


Tu 


Figure 3.13a illustrates the flux density distribution in an air gap, the other surface of which 
is smooth, and Figure 3.13b illustrates a tooth and a slot pitch. 

The magnetic voltage of a tooth is calculated at a peak of the air-gap fundamental flux 
density. When a tooth occurs at a peak value of the air-gap flux density, an apparent tooth flux 
passes the slot pitch 


@) = I't,Bs. (3.40) 


174 Design of Rotating Electrical Machines 





(a) (b) 


Figure 3.13 (a) Semi-closed slots and the flux density in the air gap. (b) The dimensions of a tooth and 
a Slot: the height hg of the tooth and the slot, slot pitch t,, and the width of the tooth bg 


If the teeth of the machine are not saturated, almost the complete flux of the slot pitch flows 
along the teeth, and there is no flux in the slots and the slot insulations. Neglecting the slot 
opening and taking into account the space factor kpe of iron, we obtain for a tooth with a 
uniform diameter and cross-sectional area Sq 


Sa = kFe (/ — ny by) bq. (3.41) 


Here ny, and b, are the number of ventilating ducts and their width (see Figure 3.12), and 
/ is the total length of the machine stack. Punching influences the crystal structure of iron, 
and therefore the permeability on the cutting edges of the tooth is low. Thus, in the calcula- 
tion of the flux density in a tooth, 0.1 mm has to be subtracted from the tooth width, that is 
ba = byeay — 0.1 mm in Equation (3.41) and the following equations. During the running of 
the motor, a relaxation phenomenon occurs, and the magnetic properties recover year by year. 
The space factor of iron kp. depends on the relative thickness of the insulation of the electric 
sheet and on the press fit of the stack. The insulators are relatively thin, their typical thickness 
being about 0.002 mm, and consequently the space factor of iron can in practice be as high as 
98%. A space factor varies typically between 0.9 and 0.97. Assuming that the complete flux 
is flowing in the tooth, we obtain its apparent flux density 


., @ VT ‘ 
pa ee. (3.42) 
Sad kpe (Il — nyby) bg 


In practice, a part of the flux is always flowing through the slot along an area S,. Denoting 
this flux by ®,, we may write for a flux in the tooth iron 


6, — 6 — 6, = 65 — S,B,. (3.43) 
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By dividing the result by the area of the tooth iron Sg we obtain the real flux density of the 
tooth iron 


Pa 


Su 
oo (3.44) 
Sa Kpe (J — nyby) ba 


z - Sas 
Ba = B, — —B,, where 
a7 


The apparent flux density of the tooth iron Bi can be calculated when the peak value Bs 
of the fundamental air-gap flux density is known. To calculate the flux density in the slot, the 
magnetic field strength in the tooth is required. Since the tangential component of the field 
strength is continuous at the interface of the iron and the air, that is Hag = Ay, the flux density 
of the slot is 


Aw 


By — Uo Hg. (3.45) 


The real flux density in the tooth is thus 


~ oe Bee 
Ba = Bi = wg, Hotta: (3.46) 
d 


Now, we have to find a point that satisfies Equation (3.46) on the BH curve of the electric 
sheet in question. The easiest way is to solve the problem graphically as illustrated in Figure 
3.14. The magnetic voltage Um.d in the tooth is then approximately Hghg. 

When a slot and a tooth are not of equal width, the flux density is not constant, and therefore 
the magnetic voltage of the tooth has to be integrated or calculated in sections: 


ha 
Uma = | Hg - dl. 
0 





7 H 


Figure 3.14 Definition of the flux density By of the tooth with the BH curve of the electrical sheet and 
the dimensions of the tooth 
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Example 3.3: The stator teeth of a synchronous machine are 70mm high and 14mm 
wide. Further, the slot pitch tT, = 30mm, the stator core length / = 1m, there are no 
ventilation ducts, the space factor of the core kp. = 0.98, the core material is Surahammars 
Bruk electrical sheet M400-65A (Figure Example 3.3), the air gap 6 = 2mm and the 
fundamental flux density of the air gap By = 0.85 T. Calculate the magnetic voltage over 
the stator tooth. 


| 
10 12 14 =~» 16 18 
Ay=13 .3kA /m  A/kKA/m 


Figure Example 3.3. BH curve of the material used in Example 3.3 and its solution 
Solution: The effective core length /’ = 1000 + 2.2mm = 1004mm. The apparent flux 
density of the tooth Equation (3.42) is 


es 1004 - 30 


gS T = 1.88 T. 
0.98 - 1000 - (14 — 0.1) 
The intersection of the BH curve of the electrical sheet M400-65A and the line (3.46) gives 


1004 - 30 
0.98 - 1000 - (14 — 0.1) 


B; = 1.88 — ( 


— 1) 4-m -107' Ag. 
The figure above gives the field strength of the teeth Hy = 13.3kA/m and the magnetic 
voltage 


ha 
Um.d = [#. -d/ = 13300 -0.07A = 931A. 
0 
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3.3.2 Magnetic Voltage of a Salient Pole 


The calculation of the magnetic voltage of a salient pole is in principle quite similar to the 
procedure introduced for a tooth. However, there are certain particularities: for instance, the 
magnetic flux density of the pole shoe is often so small that the magnetic voltage required by 
it can be neglected, in which case only the magnetic voltage required by the pole body has to 
be defined. When determining the magnetic voltage of the pole body, special attention has to 
be paid to the leakage flux of the pole body. Figure 3.7 shows that a considerable amount of the 
flux of the pole body is leaking. The leakage flux comprises 10—30% of the main flux. Because 
of the leakage flux, the flux density Bp at the foot of a uniform pole body of cross-sectional 
area Sy is thus written with the main flux Py as 
By =(1.1...1.3 Pn 3.47 
pes iebaae le (3.47) 
The calculation of the peak value of the flux ®, will be discussed later at the end of the 
chapter. Because of the variation of the flux density, the magnetic voltage Vass of the pole 
body has to be integrated: 
har 


C= [Heat 


3.4 Magnetic Voltage of Stator and Rotor Yokes 


Figure 3.15 depicts the flux distribution of a two-pole asynchronous machine when the ma- 
chine is running at no load. The flux penetrating the air gap and the teeth section is divided 
into two equal parts at the stator and rotor yokes. At the peak of the air-gap flux density on 
the d-axis, the flux densities in the yokes are zero. The maximum flux densities for the yokes 
occur on the q-axis, on which the air-gap flux density is zero. The maximum value for the flux 





Figure 3.15 Flux diagram for a two-pole induction motor running at no load. The shaft of the machine 
is far more reluctive than the rotor sheet, and therefore, at the plotted lines, no flux seems to penetrate 
the rotor shaft. Furthermore, the shaft is often jagged at the rotor bundle, and thus in practice there are 
air bridges between the rotor iron and the shaft 
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density of the stator yoke can be calculated on the q-axis without difficulty, since half of the 
main flux is flowing there: 


w Aw 


B — Dn _ Din 
 2Sys Oke (I — nyby) ys 





(3.48) 


Here Sys is the cross-sectional area of the stator yoke, ke is the space factor of iron and hy. is 
the height of the yoke, see Figure 3.16. Respectively, the maximum flux density at the rotor 
yoke is 


w 


Dn Dn 
2Syr - 2K Fe (/ _ ny by) lyr 





By, = (3.49) 


The calculation of the magnetic voltage of the yoke is complicated, since the flux density 
at the yoke changes constantly over the pole pitch, and the behaviour of the field strength is 
highly nonlinear, see Figure 3.1 6b. 

Magnetic potential difference Cas over the whole yoke has to be determined by cal- 
culating the line integral of the magnetic field strength between the two poles of the yoke 


a 
i 
T 

ov 






real 
integration path 


peneeenenane,, 
yee 
gee, 
Po *. 
* 
at 
«et 


Os Nise ideal 7 
; integration path 


* has 





d-axis 


ao = 

* 
5 3 
~~ oO 


(a) (b) 


Figure 3.16 (a) Flux of the stator yoke in an electrical machine, and the integration path of the mag- 
netic voltage. (b) The behaviour of the flux density of the stator yoke, and the strongly nonlinear be- 
haviour of the field strength H,,, which explain the difficulties in the definition of the magnetic voltage 
of the yoke. The ideal integration path is indicated by the thick black dotted line and the real integration 
path by any flux line, for example the thick grey dotted line 
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integration path 
q 
C= | H - dl. (3.50) 
d 


The field diagram has to be known in order to be able to define the integral. Precise calculation 
is possible only with numerical methods. In manual calculations, the magnetic voltages of the 
stator and rotor yoke can be calculated from the equations 


(i.2= Cl. (3.51) 
Ue = CHa (3.52) 


Here Ays and Ay: are the field strengths corresponding to the highest flux density, and Ty, 
and ty, are the lengths of the pole pitch in the middle of the yoke (Figures 3.1 and 3.16): 


Dye —h S 
= ee (3.53a) 
D 
D, = h r 
Cy; = ——. (3.53b) 
D 


The coefficient c takes into account the fact that the field strength is strongly nonlinear in 
the yoke, and that the nonlinearity is the stronger, the more saturated the yoke is at the q-axis. 
For most places in the yokes, the field strength is notably lower than Ays or Ayr, see Figure 
3.16. The coefficient is defined by the shape of the air-gap flux density curve, by the saturation 
of the machine and by the dimensions of the machine. However, the most decisive factor is the 
maximum flux density in the yoke of the machine. If there is a slot winding in the machine, 
the magnetic voltage of the yoke can be estimated by the curve illustrated in Figure 3.17. 

Figure 3.16 shows clearly that as the peak flux density in the q-axis approaches the iron 
saturation flux density, the field strength H reaches very high peak values in the yoke. Since the 





Figure 3.17 Influence of the maximum flux density of the stator or rotor yoke in the definition of the 
coefficient c, applied in the determination of magnetic voltage 
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peak H value is possible only on the q-axis, the average value of H decreases and consequently 
so does the coefficient c. 

In the case of a salient-pole stator or rotor, a value of c = 1 can be applied for the yoke on 
the salient-pole side of the machine. 


Example 3.4: Ina four-pole machine, the outer diameter D,. = 0.5 m, the stator air gap 
diameter is D, = 0.3m, the machine stator core length is 0.3 m and the air gap is 1 mm. 
The peak value of the fundamental air-gap flux density is 0.9 T. The stator yoke height 
hy; = 0.05 m. Calculate the stator yoke magnetic voltage when the material is M400-50A. 


Solution: Assuming a sinusoidal flux density distribution in the air gap according to Equa- 
tion (3.18), the peak value of the air gap flux is 


‘ Drs. ap 22 mw -O0.3m 
Pm = —Bst)l = — -0.9T - ——— - (0.3m + 0.002 m) = 0.0408 V s. 
1 7 Zed 


This flux is divided into two halves in the stator yoke. The yoke flux density is therefore 


Aw 


Da Dn 0.0408 V s 


_ io 
Sys kee I —nyby)hys 2 -0.98-0.3m-0.05m 


By, = 


At this flux density, the maximum field strength in the yoke is about 400 A/m, see Ap- 
pendix A. The stator yoke length is 


7 (Dse — hys) _ (0.5m — 0.05 m) 
2p 7 D2 


Tys = = 0.353 m. 


According to Figure 3.17, the coefficient c = 0.26, and hence we get for the stator yoke 
magnetic voltage 


Umys = CHystys = 0.26 - 400 A/m - 0.353 m = 37 A. 





3.5 No-Load Curve, Equivalent Air Gap and Magnetizing Current 
of the Machine 


In the determination of the current linkage required by the magnetic circuit, magnetic voltages 
corresponding to a certain peak value B; of the magnetic flux density of the air gap of the 
machine have been calculated for all parts of the machine in turn. By selecting several values 
for Bs and by repeating the above calculations, we may plot the curves for the magnetic 
voltages required by the different parts of the machine, and, as their sum, we obtain the current 
linkage required by the magnetic circuit of the complete machine: 


Uae 2 
ys m, yr 
a ; 


5 5 (3.54) 


Om = Tins a Usecas aE Om.dr aE 
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Figure 3.18 No-load curve of the machine (thick line) and its composition of the influences of the 
stator teeth ds, the air gap de, the rotor teeth dr and the halves of stator and rotor yokes 1/2(ys, yr). In 
some cases, the whole magnetic circuit is replaced with equivalent air gaps; consequently, the magnetiz- 
ing curve can be replaced at an operation point by a straight line (dotted line). Note that the proportion 
of the magnetic voltage of the iron is strongly exaggerated. In well-designed machines, the proportion 
of the current linkage required by the iron is only a fraction of the current linkage required by the air 
gaps. The total current linkage required by half a magnetic circuit is denoted ©,,. The current linkage 
needed in the whole magnetic circuit is 20,, 


As we can see, the equation sums the magnetic voltages of one air gap, one stator tooth, one 
rotor tooth and halves of the stator and rotor yokes. This is illustrated in Figure 3.18. The 
curve corresponds to the no-load curve defined in the no-load test of the machine, in which 
the flux density axis is replaced by the voltage, and the current linkage axis is replaced by the 
magnetizing current. 

According to Figure 3.18, the magnetic voltage required by half of the iron in the complete 
magnetic circuit 1s 


Om oe 
rm = On — Um.de- (3.55) 





If the circuit has to be linearized (the dotted line in Figure 3.18), the air gap lengthened 
with the Carter factor is replaced by the effective air gap der, which also takes the reluctance 
of the iron into account. This air gap can be defined by a proportion 





6, 38 
ici ep (3.56) 
Um, de de 


When the amplitude © of the current linkage corresponding to the operating point of the 
machine has been defined, we are able to calculate the magnetizing current required by the 
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machine. So far, no distinction has been made here between a machine that is magnetized with 
the alternating current of the rotating-field winding (cf. asynchronous machines) and a ma- 
chine magnetized with the direct current of the field winding (cf. synchronous machines). In 
the case of a salient-pole machine (a synchronous machine or a DC machine), the magnetizing 
field winding direct current /¢pc required for one pole is 


Ipc = (3.57) 


2|2 


Here Nf is the total number of turns on the magnetizing pole of the machine. Pole windings 
can in turn be suitably connected in series and in parallel to reach a desired voltage level and 
current. 

On the rotor of a nonsalient-pole synchronous machine, there has to be an equal number of 
coil turns per pole as in a salient-pole machine, that is a number of N¢. These turns are divided 
to the poles in the same way as in a salient-pole machine. The winding is now inserted in slots 
as illustrated in Figure 3.9. 

In all rotating-field machines (induction machines, various synchronous machines) the sta- 
tor winding currents have a significant effect on the magnetic state of the machine. However, 
only induction machines and synchronous reluctance machines are magnetized with the mag- 
netizing current component of the stator current alone. In the cases of separately magnetized 
machines and permanent magnet machines, the magnitude of the armature reaction is es- 
timated by investigating the stator magnetization. For rotating-field machines, the required 
effective value of the alternating current /,,, 1s calculated with Equation (2.15). For the sake 
of convenience, Equation (2.15) is repeated here for the fundamental: 





Oo es (3.58) 
2m 2p It p 


Aw 


®,; is the amplitude of the fundamental of the current linkage of the stator winding. kws1 
denotes the winding factor of the fundamental of the machine. N,/2p is the number of turns 
per pole, when JN, is the number of series-connected turns of the stator (parallel branches 
being neglected). m is the phase number. A single such amplitude magnetizes half of one 
magnetic circuit. If the magnetic voltage is defined for half a magnetic circuit as shown in 
Figure 3.18, and thus includes only one air gap and half of the iron circuit, the magnetizing 
current of the whole pole pair is calculated with this equation. 

Pole pairs in rotating-field machines can also be connected both in series and in paral- 
lel, depending on the winding of the machine. In integral slot windings, the base winding 
is of the length of a pole pair. Thus, in a four-pole machine for instance, the pole pairs of 
the stator can be connected either in series or in parallel to create a functional construction. 
In the case of fractional slot windings, a base winding of the length of several pole pairs 
may be required. These base windings can in turn be connected in series and in parallel as 
required. The magnetizing current measured at the poles of the machine thus depends on 
the connection of the pole pairs. The effective value of the magnetizing current for a single 
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pole pair /sm p is 


Aw 





iL. = —_Om 3,59 
sm,p — git 4 heat Ns ( ‘ ) 
2m 2p 
OmpIl DP 
Loe (3.60) 
mkt Ng 


In a complete magnetic circuit, there are two amplitude peaks, but the same current pro- 
duces both a positive and a negative amplitude of the current linkage and, hence, 20, alto- 
gether magnetizes the whole magnetic circuit. The current linkage produced by the magnetiz- 
ing current /sm,p for the complete pole pair is 


Aw 


s kwstN 20 O. 1 
104 = 9 as & Isnp = — ob hee ete 
7p ae SJ/2 J 2mkysi Ng 


As we can see, the result is, in practice, the same when we know that 20.) must equal 20 mp: 


Example 3.5: The sum of magnetic voltages in half of the magnetic circuit of a four- 
pole induction motor is 1500 A. There are 100 turns in series per stator winding, and the 
fundamental winding factor is ky; = 0.925. Calculate the no-load stator current. 


Solution: The current linkage amplitude produced by a stator winding is, according to 
Equation (2.15), 


: A kot N ReacN 
Oe 2: 


2m 2p 


Rearranging, we get for the RMS value of the stator magnetizing current 


Aw 


Op 1500 A-2-2 
Ds ee eA, 
mMkysiN-V2 3+ 0.925 - 100./2 





3.6 Magnetic Materials of a Rotating Machine 


Ferromagnetic materials and permanent magnets are the most significant magnetic materials 
used in machine construction. In these materials, there are elementary magnets, known as 
Weiss domains. These Weiss domains are separated from each other by Bloch walls, which 
are transition regions at the boundaries between magnetic domains. The width of a Bloch wall 
varies between a few hundred and a thousand atomic spacings, Figure 3.19. 

The increase in the magnetic momentum of a body under the influence of an external field 
strength is a result of two independent processes. First, in a weak external field, those Weiss 
domains that are already positioned in the direction of the field increase at the expense of 
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Figure 3.19 Bloch wall separating Weiss domains. For instance, the width of the transition region 
(Bloch wall) is 300 grid constants (about 0.1 mm) 


the domains positioned in the opposite direction, see Figure 3.20. Second, in a strong mag- 
netic field, the Weiss domains that are in the normal direction turn into the direction of the 
field. 

Turning elementary magnets requires a relatively high field strength. In magnetically soft 
materials, the Bloch wall displacement processes are almost completed before the Weiss do- 
mains begin to turn in the direction of the external field. 

Without an external field strength, the Bloch walls are at rest. In practice, the walls are 
usually positioned at impurities and crystal defects in materials. If the body experiences only 
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Figure 3.20 In a weak external field, the walls of the Weiss domains are in reversible motion so that 
the magnetic momentum of the whole body increases. (a) The external field strength is zero. For (b) and 
(c), as the field strength increases, those Weiss domains which were not originally in the direction of the 
external field decrease in size. (d) The domain originally in the normal direction has started to turn in 
the direction of the external field 
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a weak external field strength, the Bloch walls are only slightly displaced from rest. If the 
field strength is removed, the Bloch walls return to their original positions. This process can 
be observed even with a high-precision microscope. 

If we let the field strength increase abruptly, the Bloch walls leave their position at rest 
and do not return to their original positions even if the field strength is removed. These wall 
displacements are called Barkhausen jumps, and they result from ferromagnetic hysteresis 
and Barkhausen noise. It is possible that a Weiss domain takes over one of its neighbouring 
domains in a single Barkhausen jump, particularly if the material includes a few, large crystal 
defects. 

If a magnetic field strength that is high enough begins to act on a Bloch wall, it moves from 
its original position towards the next local energy maximum. If the magnetic field strength is 
low, the wall does not cross the first energy peak, and as the action of the force ceases, the 
wall returns to its original position. However, if the field strength is greater than the above, the 
wall passes the first local energy maximum and cannot return to its original position, unless 
an opposite field strength is acting upon it. 

The displacement of Bloch walls in different materials takes place over a wide range of field 
strengths. In ferromagnetic materials, some of the walls are displaced at low field strengths, 
while some walls require a high field strength. The largest Barkhausen jumps occur at medium 
field strengths. In some cases, all the walls jump at the same field strength so that saturation 
magnetization is reached at once. Usually, the magnetization takes place in three separate 
phases. 

Figure 3.21 illustrates the magnetizing curve of a ferromagnetic material, with three dis- 
tinctive phases. In the first phase, the changes are reversible; in the second phase, Barkhausen 
jumps occur; and in the third phase, orientation of the Weiss domains takes place and all the 
domains turn in the direction determined by the external field strength. Next, the saturation 
magnetization and the respective saturation polarization J, are reached. 

Figure 3.22 helps to comprehend the formation of Weiss domains. The sections of the figure 
illustrate a ferromagnetic crystal divided into different Weiss domains. 

In Figure 3.22a, the crystal comprises only a single Weiss domain that looks like a perma- 
nent magnet with N and S poles. In this kind of system, the magnetic energy, !/. { BH dV, 
is high. The energy density corresponding to case (a) in Figure 3.22 is for iron of magnitude 
UoM2 = 23kJ/m°. 

In Figure 3.22b, the magnetic energy has decreased by half when the crystal has been 
divided into two Weiss domains. In Figure 3.22c, it is assumed that the number of domains is 
N, and consequently the magnetic energy is reduced to 1/Nth part of case (a). 

If the domains are settled as in cases (d) and (e), there is no magnetic field outside the 
body, and the magnetic energy of the crystal structure is zero. Here the triangular areas 
are at an angle of 45° with the square areas. No external magnetic field is involved as in 
Figures 3.22a, b and c. The magnetic flux is closed inside the crystal. In reality, Weiss 
domains are far more complicated than the cases exemplified here. However, the domains 
are created inside the body so that the magnetic energy of the body seeks the minimum 
value. 

In the design of electromechanical applications, some of the most valuable information 
about the magnetizing of a material is obtained from the BH curve of the material in ques- 
tion. Figure 3.23 depicts a technical magnetizing curve of a ferromagnetic material. In the 
illustration, the flux density B is given as a function of field strength H. 
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Figure 3.21 Magnetizing curve of a ferromagnetic material; in area a, only reversible Bloch wall dis- 
placements take place; in area b, irreversible Barkhausen jumps occur; and in area c, the material satu- 
rates when all Weiss domains are settled in parallel positions. Magnetization M saturates completely in 
area c. The polarization curve (JH) of the material is equal to the magnetizing curve. A BH curve differs 
from these curves for the amount of the addition caused by the permeability of a vacuum. As is known, 
the BH curve does not actually saturate at a horizontal plane in area c, but continues upwards with a 
slope defined by vo as the field strength increases 


sune, 





(a) (b) (c) (d) (e) 


Figure 3.22 Division of a ferromagnetic crystal into Weiss domains in such a way that the energy 
minimum is realized 
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Figure 3.23. Technical magnetizing curve and a corresponding polarization curve of a ferromagnetic 
material, that is a hysteresis loop. The coercivity related to the flux density —H,, 1s the field strength 
required to restore the magnetic field density B from remanence flux density B, to zero. The remanence 
flux density B, is reached when the external magnetic field strength is restored to zero from a very high 
value. The saturation flux density B, corresponds the saturation polarization J, (B, = J, + UoHs) 


3.6.1 Characteristics of Ferromagnetic Materials 


The resistivity of pure ferromagnetic metals is usually of a few microohm centimetres 
(10-* Qm), as shown in Table 3.1. 

Since laminated structures are applied mainly to prevent the harmful effects of eddy cur- 
rents, it is advisable to select a sheet with maximum resistivity. The different elements al- 
loyed with iron have different effects on the electromagnetic properties of iron. In alloys, the 


Table 3.1 Physical characteristics of certain ferromagnetic materials (pure ferromagnetic materials at 
room temperature are iron, nickel and cobalt). Adapted from Heck (1974) 


Material Composition Density/kg/m? —_Resistivity/uQcm Melting point/°C 
Iron 100% Fe — 9.6 — 
99.0% Fe 7874 9.71 1539 
99.8% Fe 7880 9.9 1539 
Ferrosilicon 4% Si 7650 60 1450 
Aluminium-—iron 16% AI, iron for 6500 145 — 
the rest 
Aluminium-ferrosilicon 9.5% Si, 5.5% 8800 81 — 
Al, iron for 
the rest 
Nickel 99.6% Ni 8890 8.7 — 
Cobalt 99% Co 8840 9 1495 


99.95% Co 8850 6.3 — 


188 Design of Rotating Electrical Machines 





0 1 Z 3 4 5 6 7 8 
compounding agent, % per weight 
fF? 


Figure 3.24 Effect of silicon, aluminium, nickel, cobalt and copper alloying on the resistivity of iron. 
Adapted from Heck (1974) 


resistivity o tends to increase when compared with pure elements. This is an interesting char- 
acteristic that has to be taken into account if we wish to reduce the amount of eddy currents 
in magnetic materials. Figure 3.24 illustrates the increase in resistivity for iron, when a small 
amount of an other element is alloyed with it. Copper, cobalt and nickel increase the resistiv- 
ity of iron only marginally, whereas aluminium and silicon give a considerable increase in the 
resistivity. 

Consequently, materials suitable for electric sheets are silicon—iron and aluminium-—iron. 
A silicon-rich alloy makes the material brittle, and thus in practice the amount of silicon is 
reduced to a few per cent in the alloy. Electric sheets have been developed with a silicon 
content of 6%. An aluminium-rich alloy makes the material very hard (the Vickers hardness 
HV is about 250 for a material with an aluminium content of 16% by weight), which may have 
an influence on the usability of the material. However, the resistivity of the material is so high 
that it proves a very interesting alternative for certain special applications. In the literature 
(Heck, 1974), an equation is introduced for the resistivity o of AlFe alloy as a function of 
aluminium content pa; (percentage by weight): 


0 = (9.94 11 pal) wQem. (3.61) 


This is valid at a temperature of +20 °C, where the aluminium content is <4% by weight. The 
temperature coefficient of resistivity decreases sharply when the aluminium content increases, 
and it is 350 x 10~°/K when the aluminium content of the alloy is 10% by weight. When 
the alloying is in the range where the occurrence of Fe3Al is possible, for instance if the 
aluminium content is 12—14%, the resistivity of the material depends on the cooling method. 
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Figure 3.25 Resistivity of aluminium—iron alloy as a function of the proportion of admixing material. 
The resistivity is also partly dependent on the cooling rate of the material. Fe; Al compound is created 
when the cooling takes place slowly, about 30 K/h. Adapted from Heck (1974) 


As shown in Figure 3.25, the resistivity of a material cooled rapidly from 700 °C is notably 
higher than for a material that is cooled more slowly (30 K/h). 

The resistivity reaches a value of 167 u82cm when the proportion of aluminium is 17% 
by weight, but above this content the alloy becomes paramagnetic. Aluminium—iron alloys 
have been investigated from the beginning of the twentieth century, when it was discovered 
that the addition of aluminium to iron had very similar effects as the addition of silicon. With 
small aluminium contents, the coercivity of the AlFe alloys, hysteresis losses and saturation 
flux density do not differ significantly from the respective properties of SiFe alloys. As the 
aluminium content increases, the resistivity increases, whereas coercitivity, hysteresis losses 
and saturation flux density decrease. 

Heck (1974) gives an equation for the saturation flux density of AlFe alloys as a function 
of aluminium content pa) (% by weight): 


B, = (2.164 — 0.057 pay) V s/m?. (3.62) 
According to Heck (1974), the density o of the alloy may be written as 
po = (7.865 — 0.117 pay) kg/m?. (3.63) 
Figure 3.26 illustrates half of the hysteresis loop of an AlFe alloy, the proportion of alu- 
minium being 16 atomic per cent. The figure shows that the saturation flux density B,; = 
1.685 T given by Equation (3.62) is sufficiently accurate. 


Tron—aluminium alloys can be employed for instance as laminating materials to reduce the 
harmful effects of eddy currents in solid parts. Due to its hardness, the alloy has been used in 
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Figure 3.26 Half of a hysteresis loop of an AlFe alloy, the proportion of aluminium being 16 atomic 
per cent (8.4% by weight). The resistivity of the material is about 84 uQ2 cm at a temperature of +20°C, 
and the temperature coefficient of the resistivity is very low, of magnitude 350 ppm (parts per million). 
On the above curve, the field strength values have to be multiplied by 10 


tape recorder magnetic heads, for instance. Aluminium can also be employed together with 
silicon as an alloying material of iron, but the commercial electric sheets are usually silicon 
alloys. The alloying of both aluminium and silicon reduces the saturation flux density of iron, 
but the decrease is not very rapid when compared for instance with carbon, which, already 
with a content of 0.5%, makes iron unfit for a magnetic circuit. 

The magnetic properties of a material depend on the orientation of the crystals of the ma- 
terial. The crystals may be in random directions, and therefore anisotropy is not discernible 
in the macroscopic magnetizing curve of the material. However, the crystals may also be 
positioned so that the anisotropy is discernible at a macroscopic scale. In that case, the mag- 
netizing curve is different depending on the direction of magnetization. The material is then 
anisotropic, and it is said to have a magnetic texture. 

The selection of the most favoured crystal orientations is based on several factors. For 
instance, internal stresses, crystal defects and impurities may ease the orientation when the 
material is rolled or heat treated in a magnetic field. Finally, all the most favoured directions 
of the crystals are more or less parallel. In that case, the material is said to have a crystal 
structure or a crystal texture. 

This kind of crystal texture is technically important, because the whole body can be treated 
as a single crystal. There are two significant cases that enable mass production of crystal 
orientation: one is the Goss texture, common mainly in silicon—irons; and the other is a cubic 
texture, common in 50% NiFe alloys. It is also possible to produce silicon-containing irons 
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Figure 3.27 (a) Cubic texture and (b) Goss texture. The arrow points in the rolling direction of the 
sheet. The cubic texture produces nonoriented materials and the Goss texture produces oriented materi- 
als. The oriented materials have different magnetic properties in different directions 


with a cubic crystal texture. Figure 3.27 depicts the orientation of crystals in these textures 
with respect to rolling direction. 

In a crystal lattice with a Goss texture, only one corner of the cube is parallel to the rolling 
direction, which is also the main magnetizing direction in technical applications. In a crystal 
lattice with a cubic texture, the whole side of the cube is parallel to the rolling plane, and 
thus a favoured crystal orientation occurs also in the normal direction. For both textures, a 
rectangular magnetizing curve is typical, since the saturation flux density is reached without 
rotation of the Weiss domains. Also, a relatively high coercive force is typical of both tex- 
tures, since the spontaneous magnetizing of the crystals remains easily in the direction of the 
external magnetic field. 

In electrical machine construction, both oriented and nonoriented silicon—iron electric 
sheets are important materials. Oriented electric sheets are very anisotropic, and their perme- 
ability perpendicular to the rolling direction is notably lower than in the longitudinal direction. 
Oriented sheets can be employed mainly in transformers, in which the direction of the flux 
has always to be same. In large electrical machines also, an oriented sheet is used, since, due 
to the large dimensions of the machine, the sheet can be produced from elements in which the 
direction of flux remains unchanged regardless of the rotation of the flux. 

Oriented sheet material can be employed also in small machines, as long as it is ensured 
during machine construction that the sheets are assembled at random so that the permeance 
of the machine does not vary in different directions. However, the magnetic properties of an 
oriented sheet in the direction deviating by 45—90° from the rolling direction are so poor that 
using an oriented sheet is not necessarily advantageous in rotating electrical machines. Figure 
3.28 illustrates the influence of the rolling direction in the iron losses and the permeability of 
the material. 

The main principle in machine construction is that those elements of rotating machines, 
which experience a rotating field, are produced from nonoriented electric sheets, the prop- 
erties of which are constant irrespective of the rolling direction. Figure 3.29 depicts the 
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Figure 3.28 Iron losses P;5 of a transformer sheet M6 at a flux density of 1.5 T, a frequency of 50 Hz 
and a flux density Bs with an alternating current, when the effective value of the field strength is 5 A/m. 
Reproduced by permission of Surahammars Bruk AB 
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Figure 3.29 DC magnetizing curves of nonoriented electrical sheets, produced by Surahammars Bruk. 
The silicon content of M400-65A is 2.7% and of M800-65A about 1%. The resistivity of M400-65A is 
46 uQ2cm, and of M700-65A 25 uQcm. As defined in the European Standard EN 10106, the standard 
grade of the material expresses the iron losses of the sheet at a peak flux density of 1.5 T and a frequency 
of 50 Hz, and also the thickness of the material. Thus, the grade M800-65A means that the dissipation 
power is 8 W/kg and the thickness of the sheet is 0.65 mm. Reproduced by permission of Surahammars 
Bruk AB 
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DC magnetizing curves of two nonoriented electric sheets, produced by Surahammars 
Bruk AB. 


3.6.2 Losses in Iron Circuits 


In rotating machines, the machine parts are influenced by an alternating flux in different ways. 
For instance, in an asynchronous machine, all the parts of the machine experience an alternat- 
ing flux. The frequency of the stator is the frequency f, fed by the network or an inverter. The 
frequency f, of the rotor depends on the slip s and is 


fr = 8° fs. (3.64) 


The outer surface of the rotor and the inner surface of the stator experience high harmonic 
frequencies caused by the slots. Also, the discrete distribution of the windings in the slots 
creates flux components of different frequencies both in the stator and in the rotor. The varia- 
tion of the flux in the rotor surface of an asynchronous machine can be restricted with certain 
measures to a slow variation of the main flux. In that case, the rotor in some constructions can 
be produced from solid steel. 

In different synchronous machines (synchronous reluctance machines, separately magne- 
tized machines, permanent magnet machines), the base frequency f, of the armature core 
(usually stator) is the frequency of the network (50 Hz in Europe) or the frequency of the 
supplying frequency converter, and the frequency of the rotor is zero in the stationary state. 
However, the rotor surface experiences high-frequency alternating flux components because 
of a changing permeance caused by the stator slots. During different transients, the rotor of 
a synchronous motor is also influenced by an alternating flux. The rotor of a synchronous 
machine can be produced from solid steel since, in normal use, harmonic frequencies occur 
only on the surface of the rotor. The amplitudes of these frequencies are quite low because of 
the large air gaps that are common especially in nonsalient-pole machines. 

In DC machines, the frequency of the stator is zero, and the flux varies only during tran- 
sients, if we neglect the high-frequency flux variation caused by the permeance harmonics on 
the surface of the pole shoe. DC-magnetized machine parts can be produced from cast steel or 
thick steel sheet (1-2 mm). However, the armature core experiences a frequency that depends 
on the rotation speed and the number of pole pairs. In a modification of a DC series-connected 
machine, an AC commutator machine, all the parts of the machine are influenced by an al- 
ternating flux, and therefore the entire iron circuit of the machine has to be produced from 
thin electric sheet. In a doubly salient reluctance machine, all the machine parts experience 
pulsating flux components of varying frequencies, and thus in this case also the parts have to 
be made of thin electric sheet. 

The most common thicknesses of electric sheet are 0.2, 0.35, 0.5, 0.65 and 1 mm. There 
are also notably thinner sheets available for high-frequency purposes. Common nonoriented 
electric sheets are available at least with a thickness of 0.1 mm. Amorphous iron strips are 
available with a thickness of 0.05 mm in various widths. 

Losses in an iron circuit are of two different types, namely hysteresis losses and eddy cur- 
rent losses. The curves in Figure 3.30 illustrate half of a hysteresis loop for a magnetic ma- 
terial. Hysteresis in a material causes losses in an alternating field. First, a power loss caused 
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Figure 3.30 Determination of hysteresis loss: (a) entire hysteresis curve, (b) w;, magnetic energy per 
volume stored when moving from | to 2, (c) w2, magnetic energy per volume returned when moving 
from 2 to 3 


by the hysteresis will be investigated in iron, see Figure 3.30. When H increases from zero at 
point 1 to Hyax at point 2, an energy per volume w absorbed in a unit volume is 


Bmax 
Wi, = | HA dB. (3.65) 


=F. 


Correspondingly, when H — 0, the dissipated energy is 


B, 
W2 = | H dB. (3.66) 
B 


The total hysteresis energy is calculated as a line integral, when the volume of the object 

is V 
Wyy = V f H dB. (3.67) 
The hysteresis energy of Equation (3.67) is obtained by travelling around the hysteresis loop. 
With an alternating current, the loop is circulated constantly, and therefore the hysteresis dis- 


sipation power Pyy depends on the frequency f. When the area of the curve describes the 
hysteresis energy per volume wyy, we obtain for the hysteresis power loss in volume V 


Puy = fV way. (3.68) 
Empirical equations yield an approximation for the hysteresis loss 
Puy = nV f Bhax: (3.69) 


where the exponent 7 varies typically over [1.5, 2.5], 7 being an empirical constant. 
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4 3 
Approximate hysteresis curves of electrical sheets produced by Surahammars Bruk AB. 


Figure 3.31 
M400-65A contains more silicon than M800-65A, which is a common material in small motors. Repro- 
duced by permission of Surahammars Bruk AB 


In the case of an alternating flux in the iron core, the alternation of the flux induces voltages 
in the conductive core material. As a result, eddy currents occur in the core. These currents 
tend to resist changes in the flux. In solid objects, the eddy currents become massive and effec- 

tively restrict the flux from penetrating the material. The effect of eddy currents is limited by 
using laminations or high-resistivity compounds instead of solid ferromagnetic metal cores. 

Figure 3.31 depicts the hysteresis curves of two different electric sheets used in laminations, 


produced by Surahammars Bruk AB. 
Although magnetic cores are made of sheet, a thin sheet also enables eddy currents to occur 
when the flux alternates. The case of Figure 3.32, in which an alternating flux penetrates the 


core laminate, will now be investigated. 
If a maximum flux density B,, passes through the region 12341, the peak value for the flux 
of a parallelogram (broken line) is obtained with the notation in Figure 3.32 
D = 2xBy. (3.70) 


Since d <h, the effective value of the voltage induced in this path is, according to the 


induction law, 
wBm 
E = ——2hx. (3.71) 


V2 


The resistance of the path in question depends on the specific resistivity po, the length of the 
path / and the area S$. The lamination is thin compared with its other dimensions. Hence, we 
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Figure 3.32 Eddy currents in a sheet material. The magnetic flux density B is varying in the directions 
given by the arrows and the corresponding eddy currents circulate around the magnetic flux. The eddy 
currents try, according to Lenz’s law, to prohibit the flux from penetrating the laminations. The broken 
line is for electrical sheet M400-65A and the solid line for electrical sheet M800-65A produced by 
Surahammars Bruk AB 


may simply write for the resistance of the path / 


1 2h 
Raw = (3.72) 
S w dx 


The flux density in the lamination creates a flux ® = xhB. The alternating flux creates a 
voltage —d@/dt in the area observed. The induced voltage creates a current 


2n 7 ° Bm 
———— 2xh “ 
E J? 21 f - Bmwx dx 

dl = 7 =—a OS (3.73) 

w dx 

the differential power loss being respectively 

(Q7 f - Bn) whx2 dx 

dPreop = E d/l = — (3.74) 


0 
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The eddy current loss in the whole sheet is thus 


d/2 (21 By)? wh fe d/2 
It 
Prot = | Pea Aik | (3.75) 
O O 


Since whd = V, the volume of the laminate, the eddy current loss is 


whi? f27d?B2 Ss V «x? f?d? B? 
Prot = en = an (3.76) 


Here we can see the radical influence of the sheet thickness d (Pr = d°), the peak value 
of the flux density B,, and the frequency f on eddy current losses. Also, the resistivity p is of 
great significance. The measurements for silicon steel show that the eddy current loss is about 
50% higher than the result given by Equation (3.76). 

The reason for this difference lies in the large crystal size of silicon steel. In general, we 
may state that as the crystal size increases, the eddy current losses in the material increase as 
well. Equation (3.76) can nevertheless be used as a guide when estimating eddy current losses 
for instance in the surroundings of a given operating point. Manufacturers usually give the 
losses of their materials per mass unit at a certain peak value of flux density and frequency, 
for instance P,}5 = 4 W/kg, 1.5 T, 50 Hz or Pig = 1.75 W/kg, 1.0 T, 50 Hz. 

Figure 3.33 illustrates the iron losses in two electric sheets of equal thickness and different 
resistivity. The sheets are produced from the same materials as in the previous examples. The 
thickness of the sheets is 0.65 mm. The manufacturers usually give combined iron losses; in 
other words, eddy current losses and hysteresis losses are not separated. 
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Figure 3.33 Iron losses of two different electrical sheets at an alternating flux of 50 Hz as a function of 
the maximum value of the flux density. The curves include both the hysteresis loss and the eddy current 
loss 
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In manual calculations, the iron losses are found by dividing the magnetic circuit of the 
machine into 7 sections, in which the flux density is approximately constant. Once the masses 
Mege,n Of the different areas n have been calculated, the losses Pre, of the different parts of the 
machine can be approximated as follows: 


i) RB ‘ 2 
B, B, 
Prag = Pro 17] MFen oF Pre, = P15 157) Fen (3.77) 


Total losses can be calculated by summing the losses of different sections n. A problem 
occurring in the calculation of losses in rotating machines is that the loss values P;5 and 
Pio are valid only for a sinusoidally varying flux density. In rotating machines, however, 
pure sinusoidal flux variation never occurs alone in any parts of the machine, but there are 
always rotating fields that have somewhat different losses compared with varying field losses. 
Also, field harmonics are present, and thus the losses, in practice, are higher than the results 
calculated above indicate. Furthermore, the stresses created in the punching of the sheet and 
also the burrs increase the loss index. In manual calculations, these phenomena are empirically 
taken into account and the iron losses can be solved by taking into account the empirical 
correction coefficients kp.,, defined for different sections n, Table 3.2: 


A A 


2 2 
B, B, 
Pre = Y | krenPio (**) Men OF Pre = S kpenPis (35) Mee,n- (3.78) 


The iron losses discussed above are calculated only for a time-varying flux density required 
by the fundamental of the main flux. In addition to these losses, there are other iron losses of 
different origin in rotating machines. The most significant of these losses are as follows: 


e End losses, which occur when the leakage flux of the machine end penetrates the solid struc- 
tures of the machine, such as the end shields, creating eddy currents. Calculation of these 
losses is rather difficult, and in manual calculations it suffices to apply empirical correction 
coefficients in Equation (3.78) to take the influence of the losses into account. 

e Additional losses in the teeth are caused by permeance harmonics that occur when the stator 
and rotor teeth pass each other rapidly. To be able to calculate the losses, it is necessary to 
solve the frequency and the amplitude of the harmonic experienced by a tooth. The losses 
are calculated similarly as before. These losses are also included in the correction coefficient 
kee.n- 


Table 3.2 Correction coefficients kp.,, for the definition of iron losses in different sections of different 
machine types taking the above-mentioned anomalies into account. (Coefficients are valid for AC 
machines with a sinusoidal supply and for DC machines.) 


Machine type Teeth Yoke 
Synchronous machine 2.0 1.5-1.7 
Asynchronous machine 1.8 1.5-1.7 


DC machine 25 1.6—2.0 
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conductivity Ofe and density pfe 1S 


mass Mre, 
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Usually, loss calculations are carried out assuming fundamental flux variation only. Table 
3.2 roughly takes into account the harmonic behaviour in different parts of the machine by 


of the phenomenon is extremely difficult and requires the solution of the field equations in 
simply multiplying the values calculated by the fundamental. If a more detailed analysis is 


Richter (1967) introduced empirical equations for solving these losses. An accurate analysis 
solid material. 


e In machines with solid parts, for instance on the surface of pole shoes, harmonics created by 
slots (cf. Figures 3.5 and 3.6) generate eddy currents that cause surface losses, Figure 3.34. 


lating the tangential and radial flux density components at different frequencies. The eddy 


current loss in a lamination of thickness d 


possible, the eddy current loss in the stator yoke, for instance, may be determined by calcu- 
calculated from 


Figure 3.34 Paths of eddy currents in a solid pole shoe. The pattern is repeated at intervals of half a 
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These equations require an accurate flux density solution that may be divided into the compo- 


nents of different harmonics. 
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For the hysteresis losses, there is a similar approach: 


8 — i 
Pre,Hy = CHy 100 "Fe > OB ae Bans, Cy 100" (Bani Brosaa) hae 281) 
n=1 


The hysteresis coefficient cyy = 1.2—2 [A m*/V s kg] for anisotropic laminations with 4% of 
silicon and 4.44.8 [A m*/V skg] for isotropic laminations with 2% of silicon. 

Even Equations (3.79—3.81), however, give too low values for the iron losses, and additional 
core losses have to be taken into account by suitable loss coefficients. For instance, the values 
of Table 3.2 may be used. 

Motors also face the problem of a pulse-width-modulated (PWM) supply. Ina PWM supply, 
the losses of the motor increase in many ways. Also the iron losses increase, especially on the 
rotor surface. Depending on the PWM switching frequency, the overall efficiency of the motor 
is typically 1-2% lower in a PWM supply than in a sinusoidal supply. 


3.7 Permanent Magnets in Rotating Machines 


Next, permanent magnet materials and their properties are discussed. Magnetically soft mate- 
rials are employed to facilitate the magnetizing processes, such as the displacement of Bloch 
walls and the orientation of Weiss domains; see Figure 3.19. With permanent magnets, the 
requirements are the opposite. The displacement of a permanent magnet from the initial state 
is difficult. When the Weiss domains have been aligned in parallel orientations with a high 
external field strength, the material becomes permanently magnetized. 

The objective can be met by the following means. The displacement of Bloch walls is 
prevented by inhomogeneities and the extremely fine structure of the material. The best way 
to completely prevent the displacement of Bloch walls is to select so fine a structure that each 
particle of the material comprises only a single Weiss domain in order to create an energy 
minimum. 

In addition, the orientation of Weiss domains has to be impeded. Now, anisotropy is uti- 
lized. Both a high crystal anisotropy of the material and a high anisotropy of the shape of 
the crystals (rod-shaped crystals are selected) significantly impede the orientation of Weiss 
domains. This leads to an increase of magnetic hardness and coercivity H,;. With rare-earth 
permanent magnets, a high crystal anisotropy is reached mainly by employing rare-earth met- 
als as base materials. With hard ferrites, the crystal anisotropy is reached chiefly by orientating 
the particles under pressure in a magnetic field. 


3.7.1 History and Characteristics of Permanent Magnets 


Excluding the natural magnet, magnetite (Fe3O0,), the development and manufacture of per- 
manent magnet materials began in the early twentieth century with the production of carbon, 
cobalt and wolfram steels. These permanent magnet materials, the magnetic properties of 
which were rather poor, remained the only permanent magnet materials for decades. A re- 
markable improvement in the field was due to the discovery of AINi and especially AINiCo 
materials. The next significant step forward was taken in the 1960s, when the compounds of 
rare-earth metals and cobalt were invented. The most important materials were SmCos and 
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Figure 3.35 Development of the energy product of permanent magnet materials in the twentieth 
century: 1, cobalt steel; 2, FeCoV; 3, AINiCo; 4, AINiCo; 5, SmCos; 6, Sm(Co, Cu,Fe,Zr)17; 7, NdFeB; 
8, NdFeB; 9, NdFeB. Neorem refers to a commercial material NEOREM 503 1 (produced by Ne- 
orem Magnets), the energy product of which is about 370 kJ/m°. Adapted from Vacuumschmelze (2003). 
http://www.vacuumschmelze.de/dynamic/docroot/medialib/documents/broschueren/dmbrosch/PD002e. 
pdf 


Sm 2Coj,7. Later, better and more complicated variations of these two were discovered, such 
as Sm (Co, Cu, Fe, Zr);7. After the discovery of these materials, the next significant invention 
was the neodymium—iron—boron permanent magnets, which nowadays yield the highest en- 
ergy product. An advantage of these materials is that the rare samarium and cobalt have been 
replaced by the far more common neodymium and iron. The basic type of these materials 
is Nd,5Fe77Bg. Figure 3.35 illustrates the development of the energy product of permanent 
magnets from the beginning of the twentieth century (Vacuumschmelze, 2003). 

The remanence flux density of commonly used SmCo5 is 1.05 T at maximum, and its 
energy product is 210kJ/m°. The maximum values for neodymium—iron—boron are 1.5 T 
and 450kJ/m°. In practice, motor-grade materials still remain below an energy product of 
400 kJ/m?. 

Previously, a serious problem with permanent magnet materials was the easy demagneti- 
zation of the materials. The best permanent magnet materials are quite insensitive to external 
field strengths and the influence of an air gap. Only short-circuit currents in hot machines may 
constitute a risk of demagnetization in certain structures. 

The most significant permanent magnetic materials in commercial production are the fol- 
lowing: 


e AINiCo magnets are metallic compounds of iron and several other metals. The most impor- 
tant alloying metals are aluminium, nickel and cobalt. 
e Ferrite magnets are made of sintered oxides, barium and strontium hexa-ferrite. 
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¢ RECo magnets (rare-earth cobalt magnets) are produced by a powder metallurgy technique, 
and comprise rare-earth metals (mainly samarium) and cobalt in the ratios of 1:5 and 2:17. 
The latter also includes iron, zirconium and copper. 

e Neodymium magnets are neodymium-—iron—boron magnets, produced by a powder metal- 
lurgy technique. 


Neodymium magnets were invented in 1983. They are produced by a powder metallurgy 
process developed by Sumimoto, or by a ‘“melt-spinning’ process developed by General Mo- 
tors. These materials typically comprise about 65% iron, 33% neodymium and 1.2% boron, 
with small amounts of aluminium and niobium. In some cases, dysprosium and cobalt are also 
employed. 

Neodymium magnets are sensitive to changes in temperature. The intrinsic coercive force 
drops notably when the temperature rises. However, by employing other rare-earth metals as 
alloying elements for neodymium, the operating temperature can be raised to 180°C. Due to 
their properties, neodymium magnets can be employed in electromagnetic hoists, magneti- 
cally suspended trains, generators, magnetic separation devices and in various motors. 

The energy product of SmCo (1: 5) magnets (invented in 1969) is 175 kJ/m? at maximum, 
and SmCo (2: 17) magnets (invented in the 1980s) typically reach 200 kJ/m? (255 kJ/m? max- 
imum). The heat resistance of SmCo magnet is excellent when compared with neodymium 
magnets, and they can be used at temperatures up to 250 °C. Furthermore, the corrosion resis- 
tance of SmCo magnets is better than that of neodymium magnets, but they are more brittle 
than neodymium magnets. SmCo magnets are common in applications in which the amount 
of material, that is the lightness, and the heat resistance are decisive factors, while the price 
is of little significance. Typical applications are for small stepper motors, cathode-ray tube 
(CRT) positioning systems, electromechanical actuators, earphones, loudspeakers, etc. 

As a single-phase alloy, SmCos is rather easily saturated. As shown in Figure 3.36, about 
200 kA/m suffices for the saturation of SmCos, since the Bloch walls are easily displaced in 
the crystals. Also the coercivity in this case is rather small (H.7 ~ 150kA/m). The coercive 
force changes only when the external field strength Hag increases so high that all the grains 
have become magnetized against the inner leakage fields of the material. At complete satura- 
tion, there are no longer any Bloch walls in the crystals. Figure 3.36 illustrates the change in 
the coercive force of SmCos, when the field strength Hmag used for the magnetization of the 
material is increased. 

A second basic material Sm2Co,7 behaves completely differently in magnetizing; see Fig- 
ure 3.37. Here, at low field strengths (<H,,;), the material is not magnetized even close to 
saturation, but a double or triple field strength is required when compared with the coercive 
force to reach a high remanence. This is because the Bloch walls are oriented along the crystal 
domain boundaries, and their orientation and displacement are particularly difficult. 

Ferrites were first introduced in the 1950s, and because of their low price, they are still 
dominant on the market. There are two commercial alternatives of ferrites available, based on 
either strontium (18%) or barium (21%) carbonate processed into hexa-ferrites. Both isotropic 
and anisotropic qualities are produced by powder metallurgy methods. 

AINiCo magnets were invented in the 1930s, and their utilization was at its height in the 
1960s. Nowadays they are employed at temperatures of 300°C and above. AINiCo magnets 
are produced either by casting or by sintering. Their typical composition is 50% Fe, 25% 
Co, 14% Ni, 8% Al, 3% Cu/Nd/Si. Impurities of C, Cr, Mn and P have to be avoided. The 
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Figure 3.36 Increase in the coercive force of the SmCos-type VACOMAX 170; the increase is due to 
the increase in the magnetizing field strength, Hma,, aS a parameter. The behaviour of neodymium mag- 
nets in magnetizing is similar to the behaviour of the SmCo;. Adapted from Vacuumschmelze (2003). 
http://www.vacuumschmelze.de/dynamic/docroot/medialib/documents/broschueren/dmbrosch/PD002e. 
pdf 
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Figure 3.37 Increase in the coercive force of the Sm,Co,7-type VACOMAX 240 HR caused by an 
increase in the magnetizing field strength H,,,,. Different qualities may require notably higher mag- 
netizing field strengths, for example up to 4000 kA/m. Adapted from Vacuumschmelze (2003). http:// 
www.vacuumschmelze.de/dynamic/docroot/medialib/documents/broschueren/dmbrosch/PDO002e.pdf 
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cast qualities yield a 25% better magnetic performance than the sintered qualities. AINiCo 
magnets are resistant to high temperatures, and do not corrode easily. The energy products are 
typically 10-80 kJ/m’. 

At the moment, the most rapidly growing field is polymer-bonded permanent magnets. All 
the basic types can be produced as polymer-bonded types. Both isotropic and anisotropic 
qualities are commercially available. Polymer-bonded magnets are well machinable, and they 
can be used in complicated structures. Their heat resistance depends on the bonding agent and 
varies between 100 and 150°C. They are common in small stepper and DC motors, tachome- 
ters, motors of diskette drives, toys, quartz watches and phones. 

In general, we may state that the decisive requirements for good permanent magnet ma- 
terials are a high saturation polarization, a high Curie temperature, and either a high crystal 
anisotropy as a material property, or the possibility to shape the anisotropy significantly. As 
with magnetically soft materials, the hysteresis loop is now an important characteristic curve. 
Usually, only the section in the second quadrant of the hysteresis loop is given. In the con- 
struction of magnetic circuits with permanent magnets, the geometry of the magnetic circuit is 
selected in such a way that a typical maximum energy product is reached for each permanent 
magnet material, Figure 3.38. 

The dependence of the B and J curves is written as J = B — oH, and therefore either 
one of the curves may be applied alone to describe the characteristics of a permanent magnet. 
At the remanence B,, the curves are united, since H = 0. The intersection points on the H- 
axis are different for the flux density curve and the polarization curve, and the corresponding 
coercivities are denoted H.g and H,.,; respectively. J, describes the saturation polarization 
of the material. The quantities related to magnetizing are illustrated in Figure 3.39, which 
describes a typical hysteresis curve of a neodymium magnet for both the flux density and the 
polarization. 





Hp fed (BH) pM| 


Figure 3.38 Second quarter of the hysteresis curve of a general permanent magnet and the correspond- 
ing behaviour of (BH)pyy product 
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Figure 3.39 (a) Typical hysteresis curve of a neodymium magnet illustrated with the flux density B and 
the polarization J. (b) The behaviour of the polarization and demagnetization curves under increasing 
temperature T. Typically, the polarization of a neodymium magnet decreases by about 10% when the 
temperature increases by 100K 


The characteristics of permanent magnets are chiefly described by the following quantities: 


e remanence B,; 

° coercivity H.; (or Hep); 

¢ the second quarter of the hysteresis loop; 

e energy product (BH )pyimax3 

¢ temperature coefficients of B, and H,,;, reversible and irreversible portions separated; 
° resistivity 9; 

e mechanical characteristics; 

¢ chemical characteristics. 


A comparison of the characteristics of neodymium magnets and SmCo magnets is presented 
in Table 3.3. 


3.7.2 Operating Point of a Permanent Magnet Circuit 


Let us consider the permanent magnet ring in Figure 3.40. First, it is assumed that the ring of 
Figure 3.40 is complete, ‘closed’ and magnetized until saturation so that the saturation polar- 
ization of the permanent magnet material is reached, after which the magnetizing equipment 
is removed. Although the external field strength is removed, there remains a remanence flux 
density B, in the ring. Next, a section is cut out of the ring; the magnet is ‘opened’ with an 
air gap 6. In the created air gap, we may measure field strength H;. Since there is no current 
flowing through the ring () |i = 0), we obtain from Ampére’s law 


p Hdl = Hpyhpy + H56 = 0. (3.82) 
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Table 3.3. Comparison of the characteristics of neodymium magnets and SmCo magnets. Adapted 
from TDK (2005) www.tdk.co.jp/tefe02/e33 1 .pdf 


Neodymium magnets SmCo magnets 
Composition Nd, Fe, B, etc. Sm, Co, Fe, Cu, etc. 
Production Sintering Sintering 
Energy product 199-310 kJ/m? 255 kJ/m? 
Remanence 1.03-1.3 T 0.82-1.16 T 
Intrinsic coercive force, H,,; 875 kA/m to 1.99 MA/m 493 kA/m to 1.59 MA/m 
Relative permeability 1.05 1.05 
Reversible temperature coefficient of —0.11 to —0.13%/K —0.03 to —0.04%/K 
remanence 
Reversible temperature coefficient of —0.55 to —0.65%/K —0.15 to —0.30%/K 
coercive H.,; 
Curie temperature 320°C 800 °C 
Density 7300-7500 kg/m? 8200-8400 kg/m? 
Coefficient of thermal expansion in 5.2 x 10°°/K 5.2 x 10°-°/K 
magnetizing direction 
Coefficient of thermal expansion —0.8 x 10-°/K 11 x 10°°/K 
normal to magnetizing direction 
Bending strength 250 N/mm? 150 N/mm? 
Compression strength 1100 N/mm? 800 N/mm? 
Tensile strength 75 N/mm? 35 N/mm? 
Vickers hardness 550-650 500-550 
Resistivity 110-170 x 10 °Qm 86 x 10° Qm 
Conductivity 590 000-900 000 S/m 1160 000 S/m 


Thus, we obtain for the field strength of the magnet 


6 
Ap = 7 Hs where /ipy is the ‘height’ of the permanent magnet. (3.83) 
PM 


We have now defined the field strength Hpy caused by the atomic magnets of the ring 
material. Equation (3.83) shows that the influence of an air gap corresponds to the situation 


Spm 


| 


0, H; 






honp Alon, 


Figure 3.40 Definition of the field strength of an opened permanent magnet ring 
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Figure 3.41 Characteristic demagnetization curve (H.3—A-—B,), an operation line segment (A—B’,), 
an operating point (T) and the optimum operating point (Ap) of a permanent magnet system. The 
energy product of the material is indicated by —(BH)py. The polarization curve Jpy shows that at higher 
demagnetizing field strengths, the permanent magnet material loses its polarization. This magnet is in 
too high a demagnetizing field when the point A is reached. Part of the polarization J is lost. The new 
remanence is Bj. For the best utilization of the magnet material, the demagnetizing field strength should 
not go much beyond H jopt 


in which an unopened permanent magnet ring is magnetized in a negative direction with the 
field strength Hpyy. On the characteristic curve of the ring material (Figure 3.41), the operating 
point has moved from B, to the point A (called a base point), where the field strength Ha = 
Hpmwy Equation (3.83). 

If we now shorten the air gap, the operating point moves along the reversible magnetizing 
line AB’,, called an operation line segment. The reversible magnetizing curve is not exactly a 
straight line but very close to it, and thus in our calculations we can use a straight line instead 
of a curve. If we close the ring again, the new remanence flux density will be B,, which is 
lower than the original remanence flux density B, before opening the ring. The closing of the 
magnet may take place for instance either with the same permanent magnet material or with 
ideal iron, in which no field strength is needed to produce the flux density B,. 

Permanent magnets are usually hard to machine and expensive, and therefore soft iron is 
used with them as part of the magnetic circuit, as shown in Figure 3.42. Let us assume that 
the characteristics of the permanent magnet material in Figure 3.42 are as shown in Figure 
3.41 and the operation line is AB). If the height of the permanent magnet is hpy and the 
cross-sectional area Spy, the flux of the magnet is 


Pew = SpmBpm = (1 +0) S83Bs = 1 + 0) Ssuo Hs (3.84) 


where o is the leakage factor, that is the ratio of the leakage flux to the main flux o = ®@,/@;5, 
and Ss; the area of the air gap. From Equation (3.84), we obtain 


h 
Hp = — (1 +0) As —~ Hem (3.85) 
5 Spm SPM 


Ssh 
By = —(1 +0) wo —— 
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Figure 3.42 Permanent magnet as a part of a magnetic circuit consisting of iron and an air gap. The 
magnet creates a flux ®py, which 1s divided into an air-gap flux ®; and leakage flux ®, 


where A; 1s the permeance of the air gap. Equation (3.85) describes a line passing through the 
origin. This line meets the curve H{AB‘, at the point T (Figure 3.41), which is the operating 
point of the magnet system. 

From the product of Equations (3.83) and (3.84), we may solve 


H; = 1 | |= CAB )pwrl - Vem (3.86) 
} (l+oa)- As; 


where Vpy = Spy/ipm is the volume of the permanent magnet. A permanent magnet of a 
certain size thus yields a higher field in the air gap, the higher the energy product BpyHp» of 
the magnet material. Figures 3.38 and 3.41 depict diagrams of this product, which show that 
it has a maximum value. The magnet material is optimally utilized when the operating point 
is as Close as possible to the point Ap. The maximum of the energy product is reached at this 
point. If we wish to have a higher flux density than occurs at the optimum point A,p, we have 
to use more permanent magnet material and the operating point moves toward the remanence 
flux density B,. However, the remanence flux density may not be exceeded in the magnet. 

A permanent magnet keeps its operation line segment once selected, if its circuit is not 
opened more than the base point A allows. If we wish to keep the respective polarization 
and the remanence flux density B,, a permanent magnet may not be demagnetized with a 
higher field strength than H,. In practice, because of their low relative permeability (uw, = 
1.05), samarium—cobalt and neodymium magnets form an air gap themselves (cf. Equation 
(3.83), and physically opening the magnet circuit does not have any significant effect on the 
operation of the magnet. The characteristic curve of samarium—cobalt and neodymium mag- 
nets in the second quadrant is practically a straight line, and the operation line segment joins 
the characteristic curve. In this case, the magnet is utilized best when the flux density of the 
magnet is B,/2. 

The situation is different with permanent magnet steel. It has a high relative permeability, 
and therefore opening such a magnet has a remarkable influence on the operating point of 
the magnet. Neodymium and samarium—cobalt magnets tolerate well possible demagnetizing 
fields, and the operation line of the magnet may remain unchanged unless the polarization 
of the magnet is lost under a very high demagnetizing field strength. Opening the material 
with an air gap is not sufficient to demagnetize the magnets, but a negative armature reaction 
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at a high temperature might cause loss of polarization in samarium—cobalt and neodymium 
magnets, for instance in the case of a stator short circuit. 

The capability of tolerating negative field strength is a very important property of perma- 
nent magnet materials used in electrical machines. Old high-permeability magnet materials 
allow only a small opening of the magnetic circuit, and a demagnetizing armature reaction 
is forbidden. Rare-earth magnets, however, can tolerate the opening of the magnet (air gap) 
and also a demagnetizing armature reaction. In a permanent magnet machine, this means that 
we may have a negative stator d-axis current in the rotor coordinate system. This allows the 
possibility of a high power factor in permanent magnet machines. 

The continuation of the operation line segment meets the field strength axis at the point H; 
(Figure 3.41), which is called the calculatory coercive force. If the magnet is opened more than 
at the point A, the magnet is further demagnetized and the absolute value of the calculatory 
coercive force decreases. The product of H; and the length of the permanent magnet hpyy 
yields the current linkage of the permanent magnet 


By 
Lolr 





Opm = H, hpm — hpm.- (3.87) 


[Uy 1S the relative permeability of the permanent magnet material. 
The equation for the magnetic flux of a permanent magnet circuit can be written as 


By 





P = AwHchem = Aro hp, (3.88) 


OMr 
where the permeance of the whole circuit, including the permanent magnet itself, is 


Apo Aext 


Att = ——_-. 
or Apa + Aext 


(3.89) 


Here Agx; 1s the permeance of the external part of the permanent magnet circuit (iron, air gap 
and leakage) and Apy is the permeance of the permanent magnet. 

From the study above we may note that, in practice, a permanent magnet material normally 
operates at a flux density lower than the remanence flux density of the material Bpy < B,. If 
we use some rare-earth magnet material, the operation line joins the demagnetizing curve of 
the material. Such a permanent magnet can create a flux density equal to its remanence flux 
density B, in an infinitesimal air gap. In practical cases, the air gap 1s finite and also the iron 
circuit creates a magnetic voltage. Hence, Bpy < B, if the armature reaction is not affecting 
in the same direction as the permanent magnet, which is not usually the case. 

If a high air-gap flux density is sought and the permanent magnet material operates above 
its optimal point (Ao in Figure 3.41), the utilization of the magnet is inefficient, and an 
excessive amount of the magnet is required. If, however, there is a possibility to arrange a 
wide permanent magnet, wider than the air gap, the air-gap flux density may be higher than 
the remanence of the magnet. This is illustrated in Figure 3.43. 

The resistivity of a permanent magnet is a significant factor in the design of an electrical 
machine. Permanent magnets are often exposed to the permeance and time harmonics of elec- 
trical machines, and if the resistivity of the magnet is low, eddy currents and losses are also 
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Figure 3.43 Air-gap flux density B; compared with the permanent magnet material remanence B, 
when using (a) narrow or (b) wide magnets. wpyy, the width of the permanent magnet; w, the width 
of the air gap. Dpy2 > Ppyy. This makes it possible that the air-gap flux density B; may be even larger 
than the remanence B, of the magnet material 


created. The resistivity of sintered neodymium magnets is about 110—170 x 10~* Q m. This 
is 5—10-fold when compared with steel, and these magnets are thus clearly conductive and 
produce losses under alternating fields. 

As the resistivity of sintered NdFeB magnets is only a few times larger than that of steel, 
eddy current losses in such magnets may not be omitted in machine design. Especially, the 
slot harmonics and frequency converter switching harmonics should be taken into account 
in machines with rotor surface magnets. The slot harmonics may be negligible only in very 
low-speed machines. Exact calculation of the losses in permanent magnets is, however, very 
difficult and the method presented here for the losses caused by slotting may be regarded as 
an indicative method for the loss calculation. 

The frequency f, on a rotor surface magnet caused by slotting in a machine rotating at 
speed n [1/s] is 


fa = Qsn. (3.90) 


As the magnets are often long compared with the slot pitch t, of the machine, the calcu- 
lation is simplified assuming that only an axial (z-direction) eddy current travels in the per- 
manent magnets similar to Figure 3.34. According to Gieras, Wang and Kamper (2008), eddy 
current losses in permanent magnets may be estimated by using a simplified linear theory for 
the eddy currents in the magnets. In such a case, the magnetic vector potential A (defined as 
V x A=Band V -A = 0) in the magnets may be described by the following two-dimensional 
scalar equation: 


07 Amy . 0° Amzv (1 +j) 
= pane Stl kA = A is 3.91 
0x2 dy . G+) OPMv ee 








where the depth of penetration in the permanent magnet is 


2 1 
Opmy = ,/ ——————- = —. (3.92) 
Wy LPMOPM ky 
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A general solution for (3.91) may for instance be written as 





= IU 
Awe a ( oo dg -=) Aye” + Ayyet? 3.93 
ane + B,x 5) (Ave + Aj,e“”) ( ) 
where 
IU Wy Wy 
py =v—- = — = (3.94) 
Tp v az Dn 


Ky = V/ a? ar Bs = (Arp oT Brv) ky, (3.95) 
1 B, 4 B, 2 

on =a for (2) + (8). 696 
1 Bay BIN 

an =p foe(£) -(2)° aan 


Adapting the details given by Gieras, Wang and Kamper (2008), it may be deduced that, by 
using the Carter factor calculation for a fictive air-gap length measured from the stator inner 
surface to the middle of a rotor surface permanent magnet, an estimate can be found for the 
permanent magnet eddy current losses caused by stator slotting. When the following air gap 
is used 


hpi 


; (3.98) 
2PM 


OPMec =d+ 





we get a Suitable flux density variation for the evaluation of the permanent magnet eddy cur- 
rent losses 


Bo = PB Bmax = Bkc Buy. (3.99) 


Now, the eddy current losses in permanent magnets may be calculated as 


Pox a (1+ =) aor ( Bo ) ky a (3.100) 
7 Z f 2l Be Lol rePM OPM 











The total surface of the permanent magnets is 
Spy © 2 D,apyl. (3.101) 


Equation (3.100) can also be used to estimate reactive losses in permanent magnets by 
replacing dp, by ayy. 
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Example 3.6: Calculate the eddy current losses in large sintered neodymium magnets 
attached to the rotor surface in a 500 min~! permanent magnet motor having a rotor di- 
ameter of 200 mm and 60 stator slots. The rotor length is 200 mm and the relative width 
of the permanent magnets is apy = 0.7. The slot openings are b} = 3mm and the physi- 
cal air gap is 0.8 mm. The magnets are 6mm thick and the air-gap flux density under the 
stator teeth is Bmax = 0.9 T. The conductivity of the permanent magnet material is about 
670 000 S/m. 


Solution: We assume that no hysteresis losses take place in permanent magnet materials, 
and hence all the losses are eddy current losses. The frequency of the flux density variation 
is (500/60) x 60 Hz = 500 Hz. 

The fictive air gap is 
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To reduce the losses, the magnets should have smaller dimensions, especially in the axial 
direction. 

There are also plastic-bonded magnets available. In these products, the best properties of 
rare-earth and ferrite permanent magnet materials and suitable resins are combined. The resin 
acts as a bonding material for permanent magnet powder. Because of the resin film between 
the magnet particles, the conductivity of plastic-bonded magnets is extremely low, and thus 
eddy current losses occur only inside the particles. Losses are in most cases insignificant. 
The problem with the plastic-bonded magnets is that the magnetic properties are remarkably 
weaker than in sintered products. The remanence flux density of plastic-bonded materials is 
about half of that of sintered ones. 

The mechanical properties of magnetic materials are weak. Sintered magnets are resistant 
to pressure, but their tensile strength is low. 

The chemical properties of neodymium magnets are also weak. With different coatings, it 1s 
possible to make neodymium magnets relatively moisture resistant. Oxygen and moisture cor- 
rode an unprotected neodymium magnet, and the material is reduced to light-coloured powder. 


3.7.3 Application of Permanent Magnets in Electrical Machines 


Permanent magnets are applied in a wide range of small electrical machines. They are utilized 
for instance in the excitation of DC machines and synchronous machines, and in hybrid step- 
per motors. Permanent magnets are increasingly occurring in large machines too. There are 
already permanent magnet synchronous machines of several megawatts in for instance direct- 
driven wind-power generators. Permanent magnets can in some cases be employed as magnet 
bearings. In that case, the repulsive reaction between two permanent magnets is utilized. In 
the design of a magnetic circuit with a permanent magnet material, more iteration 1s required 
than in the design of magnetic circuits of ordinary machines. Since the permeability of a per- 
manent magnet material roughly equals the permeance of a vacuum, the permanent magnet 
material has a very strong influence on the reluctance of the magnetic circuit, and thus also on 
the inductances of the armature winding of the rotating-field machine. 





Example 3.7: Simple magnetic circuits with a small air gap are investigated (Figure 3.44). 
One of the circuits is magnetized with a winding N>. The device is either a reactor with 
two coils, or a transformer, but the arrangement can also be easily employed to illustrate 
a rotating machine magnetized with a single magnetizing winding. The other winding 
corresponds to the armature winding. One of the circuits is magnetized with a permanent 
magnet material, the coercive force of which is 800 kA/m, and the relative permeability is 
1.05. Calculate the properties of the magnetic systems. 
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Solution: It is first simply assumed that the iron parts of the magnetic circuits take 5% of 
the current linkage required for magnetizing the physical air gap. Further, it is assumed 
that no flux leakage occurs, and the whole magnetic flux flows in the circuit /. Now, we 
aim for a flux density of 1 T in the air gap. First, a circuit magnetized with winding N> 
is investigated. We may assume that an effective air gap, including the influence of the 
magnetic voltage of the iron, is de¢ = 1.05 mm. 

For a flux density of 1 T in air, a field strength of 


Hs = Bs/uo = 1/(40 - 107) A/m = 796 kA/m 


is required. Because the entire magnetic circuit is replaced by a single air gap der = 
1.05 mm, the required current linkage 


O = Asde¢p = 796-1.05 A= 836A 


is obtained, the proportion of the iron being 0.05 x 836A = 424A. There are 100 turns in 
the winding, and hence the current flowing in the circuit has to be J) = 8.36A. 
The flux of the magnetic circuit is of magnitude 


® = SB; = 0.01-1Vs=0.01 Vs. 
Respectively, the flux linkage of the winding N> is 
W = @N, = 0.01-100Vs=1Vs. 


Since there is a current /) = 8.36A flowing in the coil, and it creates a flux linkage of 
1 Vs, the self-inductance of the coil is approximately 


The flux linkage of the coil NV; is respectively 
Wi = PN, — 0.01-50Vs=0.5 Vs. 


There is no current flowing in the winding, because the flux @ is created by the coil 
N> alone. The self-inductance of the coil N; could be calculated accordingly. Instead, we 
apply the reluctance of the magnetic circuit in the calculation, and thus 

RmmFe+s = Se¢/LS = 0.00105 /(4m - 107’ - 0.01) A/Vs = 83.6kA/Vs. 


The self-inductance is thus 


Ly, = N7/Rmre+s = 50°/83.6 mH = 30 mH. 
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Correspondingly, the mutual inductance between the windings can be written for an 
ideal flux connection in the form 


Li2 = Lo = N1No2/RmFe+s5 — 50. 100/83.6 mH = 60 mH. 


Next, the characteristics of a magnetic circuit with a permanent magnet are investigated. 
A permanent magnet produces a strong current linkage: 


Opm = hpyw HH, = 8000 A. 


This current linkage is very high when compared with the current linkage of the winding 
N> of the previous magnetic circuit; however, most of the current linkage of the permanent 
magnet is consumed in the reluctance created by the magnet itself. The reluctance of the 
permanent magnet is 


Rem = hpm/MoS = 0.01 - /(1.05 - 4 - 107-7 - 0.01) A/V's = 757.9kA/Vs. 


The reluctances of the physical air gap and the iron are the same as above, Rmre+s = 
83.6kA/V s. The reluctance of the entire magnetic circuit is approximately Ritot = Rpm 
+ RinFe+s = 841.5kA/V s. For such a reluctance, a flux of 


Dem = Opm/Rm,tor = 8000/ (841.5 - 10°) Vs = 0.0095 Vs 
is created by the permanent magnet. The flux density of the permanent magnet is 
Bpm = ®py/S = 0.0095/0.01 Vs/m? = 0.95T. 


Thus, despite the large permanent magnet and its strong current linkage, the flux density 
remains lower than in the previous case. We can see that with present permanent magnet 
materials, it is difficult to create flux densities of 1 T in the air gap without a large amount 
of magnetic material. Increasing the thickness of the magnet alone does not suffice, but 
the magnets have to be connected in parallel in the magnetic circuit. This can be done for 
instance by embedding two magnets per pole in a V-shape in the rotor structure. 

The inductance of the winding is now 


Li, = N7/Rmtot = 50°/841.5 mH = 2.97 mH. 


A permanent magnet in the iron circuit considerably increases the reluctance of the 
magnetic circuit and reduces the inductances of the circuit. These phenomena are common 
also in rotating machines with permanent magnets. The current linkage required by the 
iron is yet to be investigated. It is now assumed that the iron is from M400-65A sheet, 
which requires about 1.1 A/cm for 1 T. The length of the magnetic circuit is 35cm, and 
thus a current of 1.1 x 35 A = 38.5 A is required, which is sufficiently equal to the initial 
assumption. 

Now, the magnetic circuits of Figure 3.44 are investigated further. The left-hand mag- 
netic circuit constitutes a transformer with an air gap, the transformation ratio of which is 
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Figure 3.44 Simple magnetic circuits with single main flux magnetic paths. The length of the 
circuit is / = 0.35 m. There is an air gap 6 of 1 mm in both circuits. The area of the circuit is S$ = 
0.01 m?. The left-hand circuit (a) is magnetized with the winding N>. The right-hand circuit (b) is 
magnetized with an NdFeB permanent magnet. Both the cores have a winding N,, the inductance of 
which has to be determined 


K =N,/N2 = 1:2. A magnetic circuit of this kind has the equivalent circuit illustrated in 
Figure 3.45. The leakage inductances are included in the primary and secondary winding, 
although they have not yet been taken into account in the previous discussion. It 1s now 
assumed that 95% of the flux in both windings penetrates all the turns of the other wind- 
ing, the connecting factor being k = 0.95. Thus, a part of the self-inductance is leakage 
inductance 


Lig =A -kK)Ly, La =A—k) Lo. 


The mutual inductance is now reduced to some extent, since it is determined from the 
flux linkage created by the magnetizing winding to the other winding. The mutual induc- 
tance L1> is therefore determined by the flux linkage W 1 created in the winding N by the 
current /> in the winding N>: 


Lig = o2/1o. 
Li, Lio Ly, Li, L4, 
eS 
e i Lm 
50:100 
(a) (b) 


Figure 3.45 (a) Equivalent circuit of a transformer with two windings, illustrated in Figure 3.44, 
and (b) an equivalent circuit referred to the voltage level of the primary winding. L;, and Ly, are 
the leakage inductances of the primary and secondary windings. In the reduction, the square of the 
transformation ratio K, L,, = K7L2,, is required. The magnetizing inductance L,, is proportional 
to the mutual inductance of the primary and secondary windings, Ly = KL} 
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If now Wy is only 95% of its theoretical maximum value, we can see that also the 
mutual inductance is reduced correspondingly. The current /2 = 8.36A of the previous 
example creates a flux linkage of 100 x 0.01 Vs = 1.0 Vs in the winding N>, and a flux 
linkage 


Win = 0.95@N, = 0.95 -0.01 -50Vs = 0.475 Vs 
in the winding NV. Next, the mutual inductance 
Lip = Ly = Wio/1o = 0.475 Vs/8.36A — 56.8 mH 


can be calculated. 
If the connection between the windings is ideal, we obtain 


Lig = VL £22. 


Since now only 95% of the flux of winding | penetrates winding 2, we obtain a con- 
necting factor 


k= Lyo/V LiL = 0.95, 


which in practice is always less than one. The magnetizing inductance for Figure 3.45 
becomes 


is = Link — 56.8 -0.5mH = 28.4 mH. 


The leakage inductance of the primary winding is thus L}, = L,; — Lm = 30 — 28.4mH 
= 1.6mH. Correspondingly, the leakage inductance of the secondary winding referred to 
the primary winding is 


Li, = LK? — Lm = (120- 0.57 — 28.4) mH = 1.6 mH. 


Now, the equivalent circuits are illustrated referred to the primary winding. They are, in 
this example, magnetized by a direct current, either the direct current of the winding N> or 
the virtual direct current of the permanent magnet 


Toy = Wom /Lim = 0.475 V s/2.97mH = 160A. 


Here Wpy, is the permanent magnet flux linkage linking the turns of the primary winding: 
Wpm = PpwN, = 0.0095 x 50 Vs = 0.475 Vs. Since there is no current flowing in the 
primary winding to create Wp), no leakage of this flux takes place and Ly is applied to 
calculate the virtual permanent magnet current. Although it is not conventional to discuss a 
transformer with DC magnetization, in this case we may assume such ‘transformers’ to be 
applied for instance as DC chokes that emulate the behaviour of a synchronous machine 
in the rotor reference frame. This simplification is a good basis for the analysis of the 
magnetic circuits of rotating machines, since the equivalent circuits of Figure 3.46 are, 
in principle, equivalent to the equivalent circuits of electrical machines. The device and 
the frame of reference in question decide whether the equivalent circuits function with 


218 Design of Rotating Electrical Machines 


0.025 Vs 


— 
L', 









0.475 Vs 


Lim = 28.5 mH fy er 


0.5Vs 


L, (a) 










, 0.475 V s 
L,= 2.97 mH es 
Re / 


(b) 


Figure 3.46 Direct current of the winding magnetizes the magnetic circuits of Figure 3.44. (a) The 
equivalent circuit for the two winding choke, (b) the equivalent circuit for the choke with permanent 
magnet excitation 


a direct or an alternating current. Often the equivalent circuits of rotating electrical ma- 
chines are also constructed in such a reference frame where a direct current is flowing in 
the equivalent circuits in a stationary state. The magnetic circuits of electrical machines 
differ from the examples presented above only with respect to their geometric complexity. 
Naturally, in rotating-field machines, at least a two-phase winding is required to produce a 
rotating magnetic flux that was not present in the simple connections of Figures 3.44—3.46. 
The equivalent circuit of Figure 3.45 works, with certain preconditions, with transformers 
and induction machines with an alternating current. Because of the direct currents in the 
secondary winding of Figure 3.46, the equivalent circuits are suitable with certain supple- 
mentary additions for the analysis of synchronous machines. 

The currents are referred to the primary winding. The virtual direct current of the per- 
manent magnet is calculated by dividing the flux linkage of the magnetizing winding 
(0.475 Vs) by the magnetizing inductance L,, = 2.97 mH (see the equation above where 
Ip, = 160 A). The virtual magnetizing current of the permanent magnet is high, since the 
reluctance of this magnetic circuit is also relatively high when compared with the mag- 
netic circuit magnetized by the winding N>. The direct current of the winding N> creates 
a total flux linkage of 0.5 Vs, which is divided into an air-gap flux linkage and a leakage 
flux linkage. In the case of a permanent magnet, the leakage flux of the permanent magnet 
is not discussed here. In reality, only a part of the current linkage of the permanent magnet 
magnetizes the air gap. A small amount of the current linkage directly becomes a leakage 
flux of the permanent magnet. Its flux leakage cannot be illustrated with a winding, since 
no ‘permanent magnet winding’ exists (see Figure 3.46): 


Uo = b/K =8.36A-2/1 = 16.7 A. 


mag 
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Since the permeability of the best materials is about one, such materials have a significant 
influence on the effective air gap de¢ of the magnetic circuit to which they belong. The relative 
permeability of neodymium magnets is {4;pm = 1.05, and hence the permanent magnet ma- 
terial itself produces an apparent air gap of 6 = hpy/1.05, which almost equals the thickness 
of the magnet itself. Hence, the magnetic air gap of a machine carrying permanent magnets 
is extremely large, especially if the magnets are fixed on the rotor surface. The magnet it- 
self forms the largest magnetic reluctance of the magnetic circuit and therefore needs a large 
magnetic voltage itself. 

When considering the armature reaction, we can see that the synchronous inductance of a 
rotor surface permanent magnet machine is low. In some cases, this impedes the application 
of a voltage source inverter as a supply to these machines, since the current change speeds 
are high because of the low inductances. Power electronic switches are nevertheless so fast 
that permanent magnet rotor machines of low inductance can be fed with a voltage source 
inverter. 

Permanent magnets are particularly useful in low-speed machines, since in the rotating-field 
machines the magnetizing inductance is inversely proportional to the square of the number of 
pole pairs p (Lm = p~’, see Section 3.9). A multiple-pole rotating-field machine will have a 
low magnetizing inductance, and therefore it is generally not very advantageous to construct a 
low-speed motor with a high number of pole pairs as an asynchronous motor. Such a machine 
will have a relatively low power factor. 

Instead, in the case of a permanent magnet machine, the effect of the low magnetizing in- 
ductance is not harmful, since most of the current linkage of the magnetic circuit originates 
from the permanent magnet. In a permanent magnet machine, the equivalent air gap 6, is 
strongly dependent on the positioning of the permanent magnet material and on the thickness 
of the material. Permanent magnets assembled on the surface of the rotor always produce the 
lowest inductance, since in practice the thickness of the magnet directly increases the equiva- 
lent air gap. A low magnetizing inductance increases the ability of a synchronous machine to 
produce torque. 

When using rare-earth permanent magnets in electrical machines, the relatively large con- 
ductivity of neodymium and SmCo magnets is problematic. When the speed of the motor 
increases, the air-gap harmonics create remarkable losses in the magnets. As neodymium 
magnets are particularly sensitive to temperature, a very effective cooling for the magnets 
has to be assured in the machine design. Ferrite magnets have a poor energy product, but are 
cheap and have a very low conductivity, and hence the eddy current losses in ferrites remain 
low compared with neodymium and SmCo magnets. 


3.8 Assembly of Iron Stacks 


The assembly of the parts of a magnetic circuit of an electrical machine has a significant 
influence on the final quality of the machine. Punching of the sheet material is carried out in 
a single punching action, or by first producing a suitable disc of the plate material, which is 
then rotated in an indexing head, and the slots are punched in the disc one by one. A high 
precision is required to produce stacks of even quality. The ready sheets of both the stator 
and the rotor have to be rotated with respect to each other to avoid virtual saliency caused by 
the anisotropy of the sheet. Also, the physical thickness of a sheet varies so much that it is 
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advisable to rotate the sheets in the assembly. This way it is possible to construct a stack of 
even length. 

In the assembly of the sheet stack, the stack is straightened with a suitable tool in order to 
get the slots in the desired position. Here, guides can be employed either at the slot opening 
or at the bottom of the slot. Next, the stack is pressed into its final length and clamped with a 
suitable method. The best way to avoid losses is to press the stack straight to the stator frame 
and to use seger rings, for instance, as clamps. 

In serial production, welding the outer surface of the stator stack has become more and 
more popular. In this method, small cuts are made in the outer surface of each sheet. When 
the stack is assembled, these cuts comprise a continuous slot in the stack. The stack is welded 
at these slots, and a welding bead covers the complete length of the stack. The insulation 
between the sheets is damaged in the welding process. However, the damage is restricted to a 
rather small region. Consequently, the iron losses of a welded stack are a few per cent higher 
than the losses of a key-fitted stack. 

Key fitting is also a common method of assembly. When a stator is punched, dovetail slots 
are made on the outer surface of the stator. As the stack is pressed into shape, a Key is placed 
into the dovetail slots. The key bar is somewhat longer than the final length of the stack. The 
ends of the key are bent 90°, and the stack is thereby clamped. The method is advantageous 
for the minimization of losses. On the other hand, the key bars impede heat transfer from the 
stator stack to the frame of the machine, which is a drawback of the key-fitting method. 

Sometimes holes are cut in the outer edge of the stack for riveting. In principle, the method 
is simple and mechanically suitable, but causes extra iron losses in the machine. There remains 
a narrow bridge of stator yoke between the bar and the stator frame. This bridge provides a 
path for the flux, which induces a voltage in the rivet. Since the rivet is galvanically connected 
to the frame, a current flows in the loop formed by the rivet and the frame. This current creates 
losses in the machine. In principle, the rivets should be insulated from the stack, which is not 
an easy task. 

The stator stack is usually equipped with straight slots to ease automatic winding. Some- 
times, skewing is also required in the stator. Therefore, in automatic production, the stator 
is first insulated and wound, and then it is skewed before clamping the stack and the resin 
impregnation of the winding. 

Rotor stacks are produced in large numbers for induction machines. If there is a cast alu- 
minium cage winding in the machine, the winding is employed to clamp the whole stack. The 
desired skew is created, and the stack is brought to a die-casting machine. The machine casts 
aluminium into the slots at high pressure, and simultaneously produces short-circuit rings at 
the ends of the rotor. The aluminium sets in a few seconds and ties the complete stack. 

If the rotor is wound with a round wire or a shaped bar, the stack has to be tied before 
winding. Now, rivets penetrating through the stack can be easily employed in the rotor yoke. 

The stacks wound with a round wire or preformed copper are set in their final positions after 
the resin impregnation of the winding. The vacuum pressure impregnation (VPI) in particular 
glues all the sheets firmly together. 

If the stack has to be divided into sections for cooling, and a suitable key material is re- 
quired between the stack sections, the material has to be selected carefully to avoid unneces- 
sary losses. Nonmagnetic stainless steels are appropriate for this purpose. Suitable insulation 
materials can also be employed, if their mechanical strength is adequate. 
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3.9 Magnetizing Inductance 


The winding, the dimensions of the magnetic circuit and the selected materials define the most 
important inductance of the machine, namely the magnetizing inductance. Next, a magnetiz- 
ing inductance of a poly-phase winding is calculated for an unsaturated machine. On the rotor 
surface, there is for instance a sinusoidal flux density distribution over the pole pitch tT, and 
the length of the machine /’, from which we may integrate the flux of the machine. Figure 3.47 
illustrates this behaviour of the flux density distribution (only the fundamental is shown). 

The peak value of the air-gap flux of the machine is the surface integral of the flux density 
B over one pole surface S. For a sinusoidally distributed flux density, we get 


i 2 iz 
bn = | B-as =—1) 1’: Bn. (3.102) 
6 IU 


The expression ‘peak value of the air-gap flux’ describes the maximal flux @,, that pene- 
trates a diagonal coil and hence produces the maximum flux linkage of a phase winding %,. 
The expression may be somewhat misleading, but it is used here since it allows us to write 


the time function YW, (t) = WY, sin wt. The flux linkage of a single phase 1s obtained from the 
air-gap flux maximum value by multiplying ®,, by the effective turns of winding 


A A 2 A 
Wn = KywstNs@m = KwstNs5— . Tp ° l' . Bn. (3.103) 
IU 


On the other hand, the magnetic flux density of an air gap can be determined by applying 
the current linkage of the phase; in other words, the current linkage ©, of the stator creates a 
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Figure 3.47 Distribution of fundamental flux density over a pole pitch and the length of the machine. 
The flux of the machine is calculated from this distribution. In practice, the air-gap flux is distorted be- 
cause of the slotting and the current linkage harmonics. However, the fundamental value of the waveform 
has to be found in any case 
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flux in a direct-axis air gap 





(3.104) 


where der is the effective air gap met by the current linkage of the stator winding. Here, the 
influence of the air gap is included (cf. Equation (3.25)) together with the influence of the iron 
in the direct-axis direction. The equation is now substituted in Equation (3.103) for W,,, and 
we obtain for a flux linkage of a single phase 


nN 








‘ 2 -@2 
No a (3.105) 
IU def 
The current linkage of a single phase winding is 
- 4A kwsiN 
@, = — E21... (3.106) 
mz 2p 
Substitution yields for the flux linkage 
s a 4AkyiNs 
Hate (3.107) 
T Oep HW 2D 
- 2 14¢c 
Poy = —bo— — EU (kasi Ney V2. (3.108) 
mz 2p W deg 


By dividing the result by the peak value of the current, which in this case is magnetizing 
current, we obtain the magnetizing (main) inductance Linph of a single-phase winding 
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This magnetizing main inductance is the inductance of a single-phase winding. In a multi- 
phase winding, the flux is contributed by all the phases of the winding. The magnetizing 
inductance of an m-phase machine can be calculated by multiplying the main inductance 
by m/2 


T 5 
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The magnetizing inductance L,, thus depends on the phase number m, the effective turns of 
winding ky ;N, and the length of the machine /’, the number of pole pairs p, and the effective 
air gap der. The factor m/2 may, in the case of a three-phase machine (m = 3), be explained in 
a simple manner, as follows. Let us, again, consider a time instant when the currents are iy = 
+l,iyv=iw=-5 5. According to Figure 3.48, the current linkage sum of three phases at this 
instant is 3/2 = a. 
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Figure 3.48 Sum of the current linkages of three-phase windings at the time instant when iy = +1, 


iy=ilw=—'!/ 


An effective air gap de¢ includes an air gap lengthened with the Carter factor and the effect 
of iron, which also increases the apparent air gap. The influence of iron varies typically from 
a few per cent even up to tens of per cent. In such a case, the iron circuit is strongly saturated. 
Figure 3.18 illustrates a case in which the magnetic voltage over the iron circuit 1s higher 
than the voltage over the air gap. Such a situation is possible mainly in tightly dimensioned 
induction machines. On the other hand, in permanent magnet synchronous machines, in which 
the equivalent air gap includes in the d-direction the length of the permanent magnets, the 
proportion of iron remains very low. 

Magnetizing inductance is not constant but changes as a function of voltage and torque. The 
voltage dependence can be easily explained. Increasing the voltage increases the flux density, 
which may saturate the iron parts. The torque dependence can be explained by Faraday’s 
principles. When the torque increases, the tension of the flux lines increases. The lines travel 
along more saturated paths, and the machine requires more magnetizing current than before. 
Figure 3.49 illustrates the saturation of the magnetizing inductance of a typical 30 kW, totally 
enclosed, four-pole induction machine as a function of torque. 
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Figure 3.49 Saturation of the magnetizing inductance of an induction machine as a function of torque 
in a 30kW, four-pole, 400 V induction machine. The inductance is already reduced by a few per cent 
by the rated torque of the machine itself. When the machine is overloaded, the decrease in inductance is 
notable 
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Figure 3.50 Flux diagrams of an induction machine as a function of torque (0.37, 2.97). Reproduced 
by permission of Janne Nerg 


Figure 3.50 depicts the paths of the flux with a small load and with an overload. The figure 
indicates clearly how the flux selects different routes in each case. It is also easy to understand 
why the line integral f H - dl gets larger values in the latter case, thus indicating a higher 
magnetizing current and a lower inductance. 
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Flux Leakage 


In rotating electrical machines, the total flux does not participate in electromagnetic energy 
conversion as a whole: the proportion of the flux that participates in energy conversion is 
called the main flux (air-gap flux) ®,, of the machine, and the flux components not acting 
in this process are defined as the leakage flux ®,. The main flux has to cross the air gap of 
rotating machines, an important function of the main flux therefore being to connect electro- 
magnetically both the stator and the rotor. In this sense, an air-gap flux ®,, creates an air-gap 
flux linkage W,, in the investigated winding, and consequently connects different parts of the 
machine. The leakage fluxes of the stator and rotor do not generally cross the air gap. They 
contribute to the generation of the total flux linkage of the winding by producing a leakage 
flux linkage YW , component to it. Flux leakage occurs in both the stator and the rotor winding. 
The corresponding leakage flux linkages are the flux leakage W,, of the stator and the flux 
leakage W,, of the rotor. A leakage flux also occurs in the permanent magnet materials of 
the machine. Because of the flux leakage, more magnetic material, or correspondingly more 
magnetizing current, is required than in the case without flux leakage. 

Flux leakage is often considered a negative phenomenon. However, flux leakage in some 
cases has a positive role also. For instance, the transient inductance L, of an asynchronous 
machine Li = Leg + Lrg Lm/ (Lro + Lm) consists mainly of the sum of the stator and rotor 
flux leakage L, © Ls + Ly. For instance, if the target is to filter the motor current of a 
pulse-width-modulated (PWM) AC inverter drive, the stator flux leakage of the machine can 
be increased intentionally. Without a flux leakage, a PWM supply cannot be employed to 
feed induction machines, for example. Now, a flux leakage is clearly a positive factor. Often, 
flux leakage is assumed to contribute to the losses in a machine. However, no direct line can 
be drawn between flux leakage and losses. Flux leakage may cause some extra losses in for 
instance the frame of the machine. Furthermore, the slot leakage flux increases the skin effect 
of the conductors in the slots causing more copper losses in the stator. Nevertheless, always 
linking the flux leakage directly to losses is incorrect. 

In rotating-field machines, at least one of the main components of the machine has a dis- 
tributed winding that has been designed to participate in energy conversion only with the 
fundamental component of the air-gap flux. The harmonic components of the air-gap flux 
are considered harmful. In this sense, the harmonic components of the air-gap flux belong to 
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the leakage flux, although they do cross the air gap. The fundamental is called the main flux 
that creates the main flux linkage in a winding under observation. Depending on the winding 
assembly, part of the winding may not be connected to the main flux, and flux components 
resembling a leakage flux are created. These components cross the air gap. 

Leakage fluxes thus comprise: 


e all the flux components that do not cross the air gap; and 
e those components crossing the air gap that do not participate in the formation of the main 
flux linkage. 


An inductance of a winding or a winding section is obtained by calculating the flux linkage 
W = k,N®@ caused by the current /, bearing in mind that YW = LI. We also have to remember 
that L = NA. Furthermore, we may utilize the analogy according to which a voltage drop 
is created over a reactance U = XI. In some cases, the energy of a magnetic field can be 
employed to determine inductances and reactances. According to Equations (1.90) and (1.91), 
the energy stored in a magnetic circuit is 


1 
Wo = in f HBdvV = | B’ dv. (4.1) 
V 2u Jy 


The energy equation is valid irrespective of the way the flux density has been created. The 
flux density can be created by one or several winding currents. First, a simple example is 
investigated, in which two currents /; and /> create a flux density B = B, + Bp in a linear 
magnetic circuit. The energy equation is written in the form 


1 1 
Wo = | (B} + Boy dV = | (By + 2B) Bo + B5)dV. (4.2) 
2h Jy 2 Jy 


In electromechanical devices having two winding arrangements with a mutual inductance 
M, the energy of a magnetic field is stored in the inductances, and thus the energy equation 
can be rewritten applying self- and mutual inductances L;, Ly and M 


Wo =!bLyl, +12 Mh + plas. (4.3) 


When Equations (4.2) and (4.3) are set equal, the corresponding terms of both sides are 
equal. The equation can be divided into three separate terms, the outermost terms now being 
of equal form. The self-inductance of the winding becomes 


1 
L=—~— |] B*dv. (4.4) 
wl? Jy 


Since the middle terms in Equations (4.2) and (4.3) are equal, we obtain the mutual induc- 
tance 





= B,Bodv. 45 
zeh 1B (4.5) 
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When employing these equations, the volume can be divided into sections and the com- 
ponents of inductance can be calculated. For instance, when calculating self-inductance, it 1s 
advisable to divide the volume V into sections of the main and the leakage flux, and to calcu- 
late the respective inductances. Next, we analyse the calculation of leakage fluxes and leakage 
flux linkages. 


4.1 Division of Leakage Flux Components 


The calculation of leakage inductances from the structural dimensions of the machine is a 
rather demanding task. Some of the leakage inductances are real ones created by a real leak- 
age flux. Imaginary leakage inductances are employed to correct inaccuracies resulting from 
simplifications made in the calculation. There is often also a physical explanation to imag- 
inary leakage inductances. Next, we discuss the division of leakage fluxes into components 
crossing and not crossing the air gap. 


4.1.1 Leakage Fluxes Not Crossing an Air Gap 


The flux components that do not cross the air gap self-evidently belong to the leakage flux. 
Among these components we have: 


e slot leakage flux (u); 

¢ tooth tip leakage flux (d); 

e end winding leakage flux (w); 
e pole leakage flux (p). 


Figures 4.1—4.3 illustrate the principles of the main paths of these leakage fluxes. 

To determine the leakage flux, we have to define the magnetic field strength on a leakage 
flux path, or the current linkage and the permeance of the path. Based on the current linkage 
©, creating a leakage flux, we may write 


Oo = AgOz. (4.6) 





(a) (b) 


Figure 4.1 (a) Paths of pole leakage fluxes of a salient-pole magnetizing and (b) paths of pole and slot 
leakage of a nonsalient-pole magnetizing; see also Figure 4.15 
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Figure 4.2 Path of the slot leakage flux of a slot winding 


Analytic calculation of leakage fluxes may be difficult, since the geometries are often quite 
complicated. A three-dimensional geometry of the end windings is particularly difficult to 
handle in the calculation of leakage fluxes. Therefore, some assisting empirical methods are 
utilized in the calculation. 


4.1.2 Leakage Fluxes Crossing an Air Gap 


Leakage fluxes that cross the air gap are included in the air-gap flux. An air-gap flux does not 
completely link the windings of the machine to each other. The reasons for incomplete linking 
are: short pitching, skewing and the spatial distribution of the windings. A weakening of the 
linking between the stator and rotor windings, caused by short pitching or skewing, is not 
usually regarded as leakage, but it is taken into account with the pitch winding factor k, and 
the skewing factor k,,, Figure 4.4. The spatial distribution of the windings causes an air-gap 
(or harmonic) flux leakage. These leakage flux components crossing the air gap are included 
in the air-gap flux ®,,, and they do not separately influence the magnetic potential difference 
of the path of the main flux, calculated with the air-gap flux. 

To analyse the harmonic flux leakage, the simple example in Figure 4.5 is investigated. 
First, it is assumed that the windings are full-pitch windings (no short pitching) and there is 
no skewing. Further, it is assumed that no flux leakage occurs in the slots, teeth tips or end 
windings. 





Stator. : : . 
stator pe 


end winding 
leakage flux 





rotor yoke mara flux 


(a) (b) 


Figure 4.3. Leakage flux components of a coil winding contained in slots and end winding leakage 
flux, (a) an axial cut-away view of a slot, (b) a side cut-away view of the end winding area 
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skewed winding turn short-pitched winding turn 


(a) (b) 


Figure 4.4 As a result of skewing in (a), the coil span W is the same as the pole pitch T, but the slots 
are skewed. As a result of short pitching in (b), the coil span W is smaller than the pole pitch t,, and 
in both cases a part of the air-gap flux remains unlinked to some of the windings of a pole pitch. Short 
pitching is, however, not regarded as a leakage, but it is taken into account by the winding factor. It also 
has an effect on the harmonics, and consequently on the air-gap inductance 


stator stator 





(a) (b) 


Figure 4.5 Occurrence of an air-gap flux leakage as a result of the spatial distribution of stator and 
rotor windings in different positions (a) and (b). When the current-carrying parts of the windings are in 
an aligned position, the resulting sum current linkage is zero, otherwise it deviates from zero 
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In Figure 4.5a, the current linkage of the stator winding is fully compensated, because a 
corresponding current flows at an aligned position in the rotor winding. In the latter section 
(Figure 4.5b) instead, the rotor has — as a result rotation — moved to a new position and the 
current has been divided into two bars. Now, no full compensation takes place, but a small 
leakage flux penetrates the air gap. When the rotor is rotated further, a position with full 
compensation is again reached. In practice, in those machines in which the windings are not 
concentrated but the slot number per pole and phase g is higher than one, there is always 
some air-gap flux leakage. The importance of the air-gap leakage is highest in machines with 
a relatively small air gap, particularly in induction machines. 

In basic machine design, only the fundamental component of the main flux linkage is usu- 
ally employed. In that case, all the harmonic components are included in the harmonic flux 
linkage. Since the harmonic fields result from the spatial distribution of the winding, a har- 
monic flux leakage component occurs instead of the average air-gap leakage. The term ‘air- 
gap flux leakage’ is often employed, and therefore the air-gap inductance Ls is introduced. It 
is important to note that the harmonic fields induce voltages of the fundamental frequency in 
the windings that produce these harmonic fields. 


4.2 Calculation of Flux Leakage 


Based on the discussion above, the leakage inductance L, of a machine can be calculated as 
the sum of different leakage inductances. Nowadays, when an electrical machine is more and 
more seldom fed with sinusoidal voltage, to be precise, the term “leakage inductance’ should 
be applied instead of ‘leakage reactance’. According to the electrical motor design tradition, 
leakage inductance L, can be divided into the following partial leakage inductances: 


e air-gap leakage inductance Ls, 

e slot leakage inductance Ly, 

¢ tooth tip leakage inductance Lg, 

e end winding leakage inductance L,,, 
¢ skew leakage inductance Lg. 


The leakage inductance of the machine is the sum of these leakage inductances 


Lo =Lp tly t+LlatLlLw + Log: (4.7) 


4.2.1 Air-Gap Leakage Inductance 


According to Faraday’s induction law, the air-gap back emf of an electrical machine is induced 
in the magnetizing inductance L,, of the machine as a result of a propagating fundamental 
component of air-gap flux density. Because of a spatial slotting, the permeance harmonics 
induce emf components in the fundamental frequency of the winding. The air-gap leakage 
inductance (i.e. the harmonic leakage inductance components) takes this into account. 

The emf £,, induced by the harmonic v of the flux density per phase is obtained by applying 
Faraday’s induction law and by taking the geometry of the machine into account 


nw 


Ee = ONky, Py. (4.8) 


a 
J2 
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Figure 4.6 Flux distribution created by a harmonic v over a pole pitch tT, corresponding to the har- 
monic. The maximum flux value is calculated as an integral over the pole 


Next, a sinusoidal harmonic v is investigated. For this kind of flux, a maximum flux value 
penetrating the coil is obtained according to Figure 4.6 


D,.= — Be, 7! (4.9) 
TU 
The pole pitch of the harmonic v is 
m™D 
t= — =, (4.10) 
2pv 


Substituting Equations (4.9) and (4.10) into Equation (4.8) we obtain 


oN kw » 
E, = —DI— B5y. (4.11) 
pv 


J2 


In a machine with m phases, the magnetizing current /,, flowing in the windings creates a 
peak flux density in the air gap 





Be e., (4.12) 
mod v p 





By substituting this into Equation (4.11) we obtain 


N\? len \ 
E, = or (~) In ( ) (4.13) 
p 
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The sum of the emfs induced by all the harmonics, the fundamental included, is 
v=+00 
bea) oi (4.14) 


vV=—OO 


The inductance E/a/, is the sum of the magnetizing inductance and the air-gap inductance 





E [lg m ye Kn z 
SS hh = — DY | 4.15 
ol m > ae (5) Ee me 


The term v = | in the sum equation represents the fundamental component, and thus the 
magnetizing inductance L,, of the machine. The remainder of the equation represents the air- 
gap inductance 





2 v=+0o 2 

Mom i N kwy 

Ls = ——DI | — ) 4.16 

© Tt 6 SEAG ee 
vAl 


The air-gap or the harmonic inductance can also be written in the form 
Lis = ORD sis (4.17) 


Here we have the leakage factor o's of the air-gap inductance, defined as 


v=+0o k 2 
6 = > (=) ; (4.18) 


vel 


Naturally, in the sum equation, only the harmonics created by the winding occur as addends. 

The value of the air-gap inductance depends on the winding factors k,,, of the harmonics 
and thus on the winding assembly. Figure 4.7 illustrates the leakage factor of a three-phase 
winding as a function of short pitching, with the number of slots per pole and phase g as a 
parameter. With three-phase windings, the leakage factor is at its minimum when the short 
pitching is W/t, ~ 5/6, which is generally an advantageous short pitching when designing 
windings of three-phase machines. 

Equation (4.17) is valid for a stator winding. When calculating the magnetizing inductance 
on the rotor side, we obtain it by referring it to the stator L,,, = Lm. Thus, the air-gap induc- 
tance of a rotor circuit referred to the stator may be written applying a rotor leakage factor 


Li = 05¢Lm- (4.19) 


Section 7.1.2 discusses the characteristics of a cage winding and shows that the rotor har- 
monic n of a cage winding reacts only to those harmonics v of the air-gap flux density, the 
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Figure 4.7 Leakage factors o 5 of three-phase (m = 3) and two 


eter g (slots per pole and phase), as a function of coil span. It is shown that an increase in g considerably 


improves the characteristics of the winding. A three-phase winding is notably better with respect to har- 


0.234; it is left out of the figure because 


2andg= 1,05 


monics than a two-phase winding. For m 


of its large value 


ordinal numbers of which meet the condition (7.63) 


(4.20) 


Ty Ce) Sel; 2, 2354, 


When only the fundamental component of the rotor current n = | is taken into account for 


the rotor current, the leakage factor of the rotor is 


(4.21) 
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Usually, an air-gap leakage inductance is of significance only in machines with a small air 
gap. This is particularly the case with asynchronous machines. In asynchronous machines with 
a cage winding, however, the cage damps harmonics, and consequently the air-gap inductance 
becomes less significant. This can be estimated empirically by multiplying the inductance 
obtained from Equation (4.16) by a damping factor, usually of magnitude 0.8. 


Example 4.1: Calculate the per unit air-gap leakage inductance of a three-phase winding 
with p = 2 and Q = 36 for a machine with Ly py = 3. Short pitching by one slot is applied. 
Compare the result with a similar machine having 24 slots and no short pitching. 


Solution: The number of slots per pole and phase is g = Q/(2pm) = 3. A full-pitch winding 
should have W/t, = 9/9. As we now make a short-pitched winding, where the transfer is 
one slot pitch, we get W/t, = 8/9. The leakage factor os of the winding may be seen in 
Figure 4.7. The value of the factor is os = 0.011. If the per unit magnetizing inductance 


of an induction motor is Lin py = 3, we get for the leakage inductance per unit value 


Ls. pu = O5Lm.pu = 0.011 -3 = 0.033. 


In such a machine, the per unit air-gap leakage inductance is thus 3.3%. 
For the 24-slot machine g = 2 and the leakage factor is 05 = 0.028. In this case, the per 
unit leakage inductance is 8.4%, which is a relatively large leakage value. 





4.2.2 Slot Leakage Inductance 


Slot leakage inductance is an inductance created by a real leakage flux. The total current in 
a slot is determined by the number of conductors zg in the slot and by the current flowing in 
them. The total current of a slot is thus zg/. Next, the leakage flux of a slot is investigated with 
Figure 4.8. 

A flux carried by a duct of a height dh is analysed. First, it is assumed that the current 
flowing in the slot is evenly distributed in the hatched area. When travelling from the bottom 
of the conductor to a height h, a current linkage © = Izgh/h4 is accumulated. At height h, 
there is thus a leakage flux density flowing across an area dS = dhl’ of the duct 


h 
Zl; 


4 


B (h) = oH (h) = to 





(4.22) 


In Figure 4.8, this function is illustrated with a solid line. By substituting B(h) and the volume 
element dV = /’b,4 dh in Equation (4.4), we obtain, using the energy stored in the field, the 
inductance 


h4 
l'b h 
Ly = 4 [ Bah = pol 2h 
[ol J 


“O35; = 





ZA. (4.23) 
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Figure 4.8 Leakage flux of a current-carrying slot of an electrical machine and the density of a leakage 
flux. Left, conductors in the slot. The current-carrying area is depicted by the current sum Zo/ as a 
hatched area. Right, the slot leakage flux density B, distribution as a function of position h; the solid 
line depicts the situation with no skin effect in the winding, and the dotted line indicates the instant when 
the skin effect occurs 


Here 


Ae (4.24) 
= Lo 3b, 


is the magnetic permeance of the slot for the slot leakage. Next, a permeance factor A, defined 
as magnetic permeance A divided by the slot length /’ and permeability jo is introduced. 
Now 


hy 


es 
+ 3h, 


(4.25) 


B(h) is constant in the area /,, since the current sum influencing the area does not in- 
crease any further, because the current-carrying area has already been passed: B = 1gZol/b. 
Therefore, we obtain for this region 


h 
een (4.26) 
by 
The total magnetic energy stored in the slot is 
Wou = 'Lul? = Wo + Wo = Youol’z61? (Ar + Ag). (4.27) 


The sum (A; + Ay) = A, thus defines the leakage inductance Ly of one slot. The slot induc- 
tance of a phase winding is obtained as follows. 
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Slot inductances of individual slots 
L ul L ul L ul L ul 
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Total slot inductance 


Figure 4.9 Determination of the total slot inductance with the slot inductances of single slots 


If the parallel symmetrical path in the winding is a (Figure 4.9), the number of slots in 
series in a phase winding is Q/(am) and the total slot inductance of a phase winding is 


Q 1 QO (20Q\ 
Ly = = =Ly = pol’ = (2) Ay, (4.28) 
am a ma 
Since the number of conductors in a slot is zg, the number of conductors in series in a 
phase winding is zgQ/(am). We need two conductors to form a turn; so the number of series- 
connected turns N in a phase winding 1s 


OQ 
N= 4.29 
2am ag ( ) 





Substituting zg from Equation (4.29) into Equation (4.28), the slot inductance takes the form 


A 
he ool Nha. (4.30) 





Example 4.2: Calculate the slot leakage inductance of a three-phase winding with 
p = 3, Q = 36 and zg = 20. The slot shape is according to Figure 4.8: b; = 0.003 m, 
h, = 0.002 m, by = 0.008 m and hg = 0.02 m, I’ = 0.25 m. There is no short pitching and 
no parallel paths. 


Solution: The permeance factor of the wound part of the slot is 


ha 0.02 
Ag = — = —— _ = 0.833 
3b, 3-0.008 
and the permeance factor of the slot opening 1s 
h 0.002 
A= — =~ = 0.667. 


~ b, 0.003 
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The permeance factor of the whole slot is Ay = A; + Ay = 0.667 + 0.833 = 1.5. The slot 
inductance is 


2 36 
Pi Sapa (=) Jay = 47+ 10-7 «0.25 » = 20? 1.5 H = 2.26 mH, 
a 





The slot permeance factor depends on the geometry of the slot. With the method presented 
above, we may derive slot permeance factors for slots of varying cross-section. Slot permeance 
factors can be found in the literature (see e.g. Richter, 1967; Vogt, 1996) calculated for the 
most common slot types. Figure 4.10 illustrates the different slot shapes and dimensions of 
single-layer windings. 

The following values are obtained for the permeance factors of the single-layer windings 
of Figure 4.10. For slot types a, b, c, d and e, the equation 


ha h3 hy h> | ba 


A a a eae 





(4.31) 
is valid, in which 


h> ba 
ee, 
ibe 





The factor A,3 can also be taken from Figure 4.11. 





Figure 4.10 Dimensioning of different slot types for the definition of the slot permeance factor 
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Figure 4.11 Slot permeance factor A,3 as a function of the ratio of the slot width and the slot opening 
width. Adapted from Richter (1967) 


In the case of Figure 4.10a, b3 has to be substituted for b, in the last term of Equation 
(4.31). Correspondingly, for slot types f, g and h, we obtain 


he hy 
—~_* 41 140.66. 4.32 
Au 3b, + 5, + (4.32) 


The last term (0.66) is again A,y3, and, according to Richter 1967, it can be calculated for the 
upper round section of the slot also from the equation 


b 
Aus = 0.41 +0.76 log _ (4.33) 
1 


For a slot in Figure 4.10f, Richter gives an alternative equation 


he hy 
— — + — + 0.685, 4.34 
Au 3b, + 5, + (4.34) 


and for a round slot in Figure 4.10g, the equation 


bs oh 
A, = 0.47 + 0.066— + —. (4,35) 
b, | Dy 


In the rotors of induction motors, closed rotor slots are often employed. In that case, the 
inductance of the slot is highly dependent on the saturation of the bridge closing the slot, and 
therefore no explicit permeance factor can be solved for the slot. Richter (1954) determines 
a slot permeance factor for closed rotor slots, but since the selected materials have a strong 
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Figure 4.12 Dimensions of a slot of a double-layer winding and the principal behaviour of the flux 
density if no skin effect occurs. In the figure, the current densities J, and J, are equal in both current- 
carrying areas. However, in double-layer windings, there are also slots with coils belonging to two 
different phases when the current densities are different 


influence on the factor, the inductance of closed slots has to be estimated numerically as a 
function of current in the slot. 

The slot leakage of a double-layer winding is investigated with Figure 4.12. 

The permeance factor for a double-layer winding is determined by calculating the energy 
of the leakage magnetic field in the slot, Equation (4.2). In the calculation, we have to bear in 
mind that there are coil sides of different phases in some of the slots. 

The current linkages of the bottom (subscript ‘u’ (under)) and upper (subscript *o’ (over)) 
layers increase in proportion to the height (/): 


h 
Q,(h) = hn O,, (4.36) 
41 


h 
O(h) = O, + —®,, (4.37) 
haz 


where ©, and ©, are the total current linkages of the bottom and upper layers, respectively. 
The height / is measured separately from the bottom of the each coil. 

The energy of the leakage magnetic field in a slot 1s, according to Equations (4.2) and 
(4.22), 


1 1 hg h 2 h’ ha h 2 k 
We 6: | (~) an+e: | an+ | (e.+0.7~) dh+(O. +) | dh |. 
2 ba 0 hay 0 0 hap 0 


(4.38) 
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After the integration Equation (4.38) reduces to 


] 1 h h 
Wo cme 5 Moll Lo? (# + h’ + 0) + i) + e? (= + i) ae OO, (haz oe 201) ‘ 
4 


(4.39) 
The current linkages ©, and ©, are equal to half of the total current linkage of the slot © 
O,=0,=—. (4.40) 


A winding can also have slots in which the coil sides belong to different phases. If the phase 
shift between the currents of the bottom and upper coils is y, the current linkage product 
©, has to be multiplied by cos y. The product term ©, ©, represents the mutual influence 
of the bottom and upper currents. Because the phase shift can vary from slot to slot, the 
average value g over 2g coil sides has to be built 


i 
g= 5 Y cos Yn, (4.41) 
q n=!) 


and the current linkage product takes the form 


O 2 
OO, = g 2 = 


Substituting (4.40) and (4.42) into Equation (4.39) gives 


e7. (4.42) 


| 99 


1 j 1 ©? hay ; hap 
Wor ol | re eae ee eee | ea 2) a (443) 
2 b4 4 S 3 


In two-layer windings, the height of the coil sides is equal: 


hg —h' 

















hay = ho = > (4.44) 
with which Equation (4.43) is reduced to 
] 5+3¢h,—h' l+egh, h' 

Wo = =Uol’O* a 4.45 
a 8 3b, 2. by. aby See 

The term in square brackets is the permeance factor A, for a double-layer winding 

hy —h' h h’ 

An = hy ky— + (4.46) 


3a “ba 4b4" 
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where 
5+3 
eo (4.47) 
8 
and 
1 
Bos (4.48) 
2 
Correspondingly, the permeance factor for slot types from a to e in Figure 4.10 is 
h4—h' hz hy hy ba h' 
=k kg{—+— In — 4.49 
Ay = tia (P e+ no 0G ena) 
and for slots types from f to g in Figure 4.10 
hy —h' hy h' 
=k ky {| — + 0.66 4.50 
Ay Ki 3b, tha (T+ +z (4.50) 


Equations (4.49) and (4.50) are valid also for a single-layer winding. In that case, h’ = 0 
and ky — kp ==: 

The factors k; and k2 can also be calculated with the aid of the amount of short pitching ¢ 
given by 


W 
e=l—-——. (4.51) 
Tp 


Within a zone, there are g = T,/m slots (Figure 4.13), of which eT, slots in the upper and 
bottom coil sides belong to different phases and in the remaining (t)/m — eT,) slots, the coil 
sides belong to the same phase. In a three-phase winding (m = 3), the phase shift of the upper 
and bottom coil currents is 180° — 120° = 60° in the slots, where the coil sides belong to 
different phases; so cos y = 0.5 in these slots. In the slots where the coil sides belong to the 


q = Tp/m 
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Figure 4.13 Short-pitched winding with g = 5, m = 3 and W/t, = 13/15 
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same phase, cos y = 1. For three-phase windings, Equation (4.41) takes the form 


so 


2q 
I I T 3 
C= 3g or ane |2er, -0.5 +2 (2 — eT») | =1- 5 (4.52) 


v9| 


Substituting (4.52) into Equations (4.47) and (4.48), the factors k; and kz take the form for a 
three-phase winding 


9 3 
kj =1- ao and kop =1-— ae (4.53) 
For a two-phase winding, the factors k; and kz are 


3 
ki =1- a and ko» =1-—e. (4.54) 


Example 4.3: Calculate the slot leakage inductance of a double-layer winding with p = 2, 
QO = 24, W/t, = 5/6 and N = 40 (cf. Figure 2.17b). The pole pairs are connected in 
parallel, a = 2. The slot shape is according to Figures 4.10b and 4.12: b; = 0.003 m, h; = 
0.002 m, hz = 0.001 m, h3 = 0.001, h’ = 0.001 m, by = 0.008 m and hg; = haz = 0.009 m 
(h4 = 0.019 m), /’ = 0.25 m. Compare the result with the slot leakage of a corresponding 
double-layer full-pitch winding. 


Solution: The short pitching ¢ = 1/6 and kj = 1 — 9/116 x 6) = 0.906, ky = 1 — 3/(4 x 
6) = 0.875. The permeance factor is, according to Equation (4.49), 











ha — hi hy hy fy . ba\ 
a i aa In 24 
Ait ae tha ( Pa + ns + ab, 
0.018 0.001 0.002 0.001 0.008\ 0.001 
=(906ve = P0095 (|, ee i le 
3 - 0.008 0.008 0.008 | 0.008 — 0.003 0.003) | 4-0.008 


and the slot leakage inductance is, according to Equation (4.30), 


4m ge 4.3 4 5 
oo Aes ae -0.25 - 40° - 1.211 H = 0.2513 - 1.211 mH 


= 0.304 mH. 


For a full-pitch double-layer winding k, = kz = 1 and Equation (4.49) yields 


= 15352. 


1, = 0.018 (ans 0.002 0.001 | sos 0.001 


3 - 0.008 0.008 : 0.008 - 0.008 — 0.003 " 0.003 4- 0.008 


The slot leakage inductance is now Ly = 0.2513 x 1.352 mH = 0.340 mH. 
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As we can see, the phase shift of the different phase coil sides in the double-layer wind- 
ing causes a smaller slot leakage inductance for the short-pitched winding compared with 
the full-pitch winding. The slot leakage inductance in this case is about 10% smaller for 
the short-pitched winding. 





If the height of a conductor is considerable or a single homogeneous bar forms the winding 
of a slot (as is the case in the rotor of an induction motor), a skin effect occurs in the conductors 
with alternating current. The skin effect may be high even at moderate frequencies. It has a 
strong influence on the rotor resistance during the start-up of a squirrel cage motor. In that 
case, at the bottom of slot of Figure 4.8, the conductor elements dh are surrounded by a 
larger flux than the conductor elements in the upper layer of the slot. The inductance of the 
conductor elements of the upper layer is lower than the inductance of the conductor elements 
at the bottom, and therefore a time-varying current is distributed so that the current density 
in the upper section of the slot is higher than the current density at the bottom. The density 
function of the leakage flux corresponds to the dotted line of Figure 4.8. Thus, the skin effect 
increases the resistance of the bar and reduces the slot inductance. This will be discussed in 
more detail in Chapter 5. 

Now, the permeance factor (4.25) of the area with height hy (or 44, and /hgz) is rewritten in 
the form 


ha 
Maec = kL —, 4.55 
4, L 3b, ( ) 


where kz is the skin effect factor for the permeance as well as for the inductance (4.23), 
representing the decrease in the slot inductance caused by the skin effect. Aye. has to be 
applied in Equations (4.31), (4.32), (4.49) and (4.50) instead of the first term. To define the 
permeance factor, the reduced conductor height € is determined as 


be 
E — ha WLojo rb, 5 (4.56) 
4 


where b, is the width of a conductor in a slot (see Figure 4.8), @ is the angular frequency of 
the current investigated, and o is the specific conductivity of the conductor. For instance, in 
induction motors the slip s defines the rotor angular frequency w = sag. 

The skin effect factor kL of the permeance can be obtained from the equation 





1 / Ze =. / 
ky = oe (er 72 w (&), (4.57) 
where 
, _ 3 . sinh 2€ — sin 2& 
eS 2& & 2—& — cos = | oon 
‘ _ 1 sinh € + siné 
w (6) = z (—— - =| (4.59) 
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and z; is the number of conductors on top of each other. For a squirrel cage winding Zz; = 1, as 
depicted in Figure 4.8, and the skin effect factor is 


kL =@'). (4.60) 


Usually, in squirrel cage rotors, h4 > 2cm and for copper bars Equation (4.56) gives 
€ > 2, 1n which case sinh 2 >> sin 2€, cosh 2E > cos 2é and sinh2é ~ cosh2é, and hence 


3 
k~ — (4.61) 


oe 


Example 4.4: Repeat Example 4.2 for an aluminium squirrel cage bar at cold start in a 
50 Hz supply. 


Solution: The slot shape is, according to Figure 4.8, b; = 0.003m, h; = 0.002m, 
bg = 0.008 m and hy = 0.02 m, I’ = 0.25m and the slot at height 4 is fully filled with 
aluminium bars. The conductivity of aluminium at 20°C is 0 4; = 37 MS/m. 

The permeance factor of the wound part of the slot without skin effect is 


ha 0.02 
4= —— = ——— = 0.833. 
3b, 3-0.008 
The permeance factor of the slot opening is 
h 0.002 
d= — =~ = 0.667. 
b; 0.003 


The reduced height € of the conductor is 


be — 7 0.008 
E = hg. |w@uoo — = 0.02,/27- 50-47-10" - 37 - 106 —_—_ = 1.71 
2b4 2 - 0.008 


which is a dimensionless number 


2 
Z~ 


] 1-1 
LS 72 YG OG i SO) 





1 
= (§) + 
Zt 


3 ( sinh 2 — sin 2& ) _ 2 ( sinh 3.42 — sin 3.42 


22 ~\ cosh 2E — cos 2& cosh 3.42 — cos 3.42 


= 0.838. 
+a ) 
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The permeance factor of the slot under skin effect is Avec = Ay + kL Ag = 0.667 + 
0.838 - 0.833 = 1.37. This is somewhat less than in Example 4.2. The slot leakage in- 
ductance of a squirrel cage bar is 


Lu,bar = Mol’zoAu = 470 - 10-7 - 0.25 - 1° - 1.37 H = 0.43 pH. 





4.2.3 Tooth Tip Leakage Inductance 


The tooth tip leakage inductance is determined by the magnitude of leakage flux flowing in 
the air gap outside the slot opening. This flux leakage is illustrated in Figure 4.14. The current 
linkage in the slot causes a potential difference between the teeth on opposite sides of the slot 
opening, and as a result part of the current linkage will be used to produce the leakage flux of 
the tooth tip. 

The tooth tip leakage inductance can be determined by applying a permeance factor 


6 
(5) 
dy = ky, 
5+4{— 
r (;) 
where kz = (1 + g)/2 is calculated from Equation (4.48). 


The tooth tip leakage inductance of the whole phase winding is obtained by substituting Ag 
in Equation (4.30): 


(4.62) 


A 
ia o uol’ AgN2. (4.63) 





Figure 4.14 Flux leakage creating a tooth tip leakage inductance around a slot opening 
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In salient-pole machines, we have to substitute the air gap in Equation (4.62) by the air 
gap at the middle of the pole, where the air gap is at its smallest. If we select the air gap to be 
infinite, we obtain a limit value of Ag = 1.25, which is the highest value for Ag. If 5 is small, as 
is the case in asynchronous machines in particular, the influence of tooth leakage inductance 
is insignificant. 

Equations (4.62)-(4.63) are no longer valid for the main poles of DC machines. The calcu- 
lations in the case of DC machines are analysed for instance by Richter (1967). 


Example 4.5: Calculate the toot tip leakage of the machine in Example 4.3. The machine 
iS now equipped with rotor surface permanent magnets. The magnets are neodymium 
iron boron magnets 8mm thick, and there is a 2mm physical air gap, p = 2, O = 24, 
W/t, = 5/6 and N = 40 (cf. Figure 2.17b). The pole pairs are connected in parallel, 
a = 2. Compare the result with the slot leakage of Example 4.3. 


Solution: As the permanent magnets represent, in practice, air (U;pm = 1.05), we may 
assume that the air gap in the calculation of the tooth tip leakage is 2 + 8/1.05mm = 
9.62 mm. The factor ky = 1 — 3e/4 = 1 — 3/(4- 6) = 0.875. We now obtain for the perme- 
ance coefficient 


: ( 5 ) : i a 
NS SO 0 


~ 5 0.00 962 
5+4|{ — 5 +4 {| —— 
v (> ) bi ( 0.003 ) 
The tooth tip inductance is, according to Equation (4.63), 


4 4.3 
La= a [ol'AgN* = att 107’ - 0.25 - 0.787 - 407 H = 0.198 mH. 


In Example 4.3, the slot leakage of the same machine was 0.340 mH. As the air gap in 
a rotor surface magnet machine is long, the tooth tip leakage has a significant value, about 
70% of the slot leakage. 





4.2.4 End Winding Leakage Inductance 


End winding leakage flux results from all the currents flowing in the end windings. The 
geometry of the end windings is usually difficult to analyse, and, further, all the phases of 
poly-phase machines influence the occurrence of a leakage flux. Therefore, the accurate de- 
termination of an end winding leakage inductance is a challenging task, which would require 
a three-dimensional numerical solution. Since the end windings are relatively far from the 
iron parts, the end winding inductances are not very high, and therefore it suffices to employ 
empirically determined permeance factors Ajey and Ay. In machines with an alternating cur- 
rent flowing in both the stator and the rotor, measuring always yields a sum of the leakage 
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Wan". 





Figure 4.15 Leakage flux and dimensions of an end winding 


inductance of the primary winding and the leakage inductance of the secondary winding re- 
ferred to the primary winding. In a stationary state, there is a direct current flowing in the rotor 
of a synchronous machine, and thus the end winding inductance of a synchronous machine is 
determined only by the stator side. 

When calculating the slot leakage inductance, the proportion of each slot can be calculated 
separately. The number of conductors in a slot is zg (in a two-layer winding Zq = 22Zcs) and 
the conductors are surrounded by iron. The flux in the end windings is a result of the influence 
of all the coil turns belonging to a coil group. According to Figure 4.15, the number of coil 
turns is gzg, which has to replace zo in the inductance equation (4.23). The average length 
l,, of the end winding (see Figure 4.15) has to be substituted for the length /’ of the stack in 
Equation (4.23). The number of coil groups in series in a phase winding is Q/amq, and the 
number of parallel current paths is a. The equation for end winding leakage inductance can 
now be written as 





O 1 2 OQ /2ZQ\2 4m 
Ly = ——= (929) Molwhy = =4 (=) HolwAw = aN? Holwdw. (4.64) 
amgq a m a O 


The average length /,, of the end winding and the product /,,A,, can be written in the form 


bee = Zhe ah Wee: (4.65) 
Lge = De Mieg = Wewdw; (4.66) 


where /.w 1s the axial length of the end winding measured from the end of the stack, and Wey is 
the coil span according to Figure 4.15. Ajey and Aw are the corresponding permeance factors, 
see Tables 4.1 and 4.2. 

A permeance factor depends on the structure of the winding (e.g. a single-phase, or a two- 
plane, three-phase, or a three-plane, three-phase, or a diamond winding constructed of coils 
of equal shapes), the organization of the planes of the end winding, the ratio of the length of 
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Table 4.1 End winding leakage permeance factors of an asynchronous machine for various stator and 


rotor combinations 


Type of stator winding Type of rotor winding Mew Aw 
Three-phase, three-plane Three-phase, three-plane 0.40 0.30 
Three-phase, three-plane Cylindrical three-phase diamond 0.34 0.34 
winding 
Three-phase, three-plane Cage winding 0.34 0.24 
Three-phase, two-plane Three-phase, two-plane 0.55 0.35 
Three-phase two-plane Cylindrical three-phase diamond 0.55 0.25 
winding 
Three-phase, two-plane Cage winding 0.50 0.20 
Cylindrical three-phase diamond Cylindrical three-phase diamond 0.26 0.36 
winding winding 
Cylindrical three-phase diamond Cage winding 0.50 0.20 
winding 
Single-phase Cage winding 0.23 0.13 


an average coil end to the pole pitch /,,/t,, and the rotor type (a nonsalient-pole machine, a 
salient-pole machine, an armature winding of a DC machine, a cage winding, a three-phase 
winding). Richter (1967: 279; 1963: 91) and (1954:161) presents in detail some calculated 
values for permeance factors that are valid for different machine types. 

Based on the literature, the following tables can be compiled for the definition of the end 
winding leakage permeance factors for asynchronous and synchronous machines. With these 
permeance factors, Equation (4.64) gives the sum of the stator end winding leakage inductance 
and the rotor to the stator referred end winding leakage inductance. The major part of the sum 
belongs to the stator (60-80%). 


Table 4.2 Permeance factors of the end windings of a synchronous machine 


Nonsalient-pole machine Salient-pole machine 


Cross-section of 


end winding Mew Aw Mew Aw 

me 0.342 0.413 0.297 0.232 
el. 0.380 0.130 0.324 0.215 
Ae. 0.371 0.166 0.324 0.243 
— 0.493 0.074 0.440 0.170 
eel 0.571 0.073 0.477 0.187 
— 4 0.605 0.028 0.518 0.138 
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Example 4.6: The air-gap diameter of the machine in Example 4.3 is 130mm and the 
total height of the slots is 22mm. Calculate the end winding leakage inductance for a 
three-phase surface-mounted, permanent magnet synchronous machine with QO = 24, 
gq = 2,N = 40, p = 2 and ly = 0.24m. The third end winding arrangement in Table 4.2 
is valid for the machine under consideration. 


Solution: Let us assume that the average diameter of the end winding is 130 + 22mm = 
152 mm. The perimeter of this diameter is about 480 mm. The pole pitch at this diameter is 
T, = 480 mm/4 = 120 mm. From this we may assume that the width of the end winding is 
about the pole pitch subtracted by one slot pitch, Wey = T — tT, = (0.12 — 0.48/24) m = 
0.14 mand /., = 0.57, — Wew) = 0.05 m. 


The surface magnet machine may be regarded as a salient-pole machine, Hence, in 


calculating end winding leakage the permeance factors are Ajey = 0.324 and A,, = 0.243: 
ly Aw = ZlewAtew + WewAw = 2- 0.05 m- 0.324 + 0.14 m- 0.243 = 0.0664 m 


Ly = 7 JN" tla ey = art -40? -47- 107’ - 0.0664 H = 0.134 mH. 

The slot leakage of the 5/6 short-pitched winding in Example 4.3 was Ly = 0.340 mH, 
the tooth tip leakage of the PMSM was Lg = 0.198 mH, and the end winding leakage was 
Ly = 0.134 mH. The slot leakage is usually the most important leakage flux component as 
these results may indicate. The air-gap leakage is dependent on the magnetizing inductance 
and cannot now be compared with these other leakages. 





For the leakage inductance of a short-circuit ring of a cage winding in an induction machine 
or in a damper winding, Levi (1984) introduces the equation 





L ee (ety (4.67) 
two — a ey = Vv , 

Oo Ko Mm, p2 3 bar S 2p 
where /par is the length of the rotor bar, /, is the equivalent length of the stator and D* is the 
average diameter of the short-circuit ring. The factor v = 0.36 when p = 1, and v = 0.18 when 
p > 1. Calculation of the total impedance of a cage winding is discussed in Section 7.12. 


Example 4.7: Calculate the rotor short-circuit ring leakage for a four-pole, three-phase 
induction motor with Q, = 34, bar = 0.12 m, J, = 0.1216m, D, = 0.11 m, 6 = 0.008 m. 


Solution: Inserting I’ = / + 26 = 0.1216 m in (4.67) gives 


QO, 1 7D 
peel 
228 pie 

Am3-23|. °° : 


229 
— 0.015 pH. 


= 47-10 


This value must be referred to the stator to get the single-phase equivalent-circuit leakage 
inductance. This is studied in Chapter 7. 
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4.2.5 Skewing Factor and Skew Leakage Inductance 


In rotating-field machines, especially in squirrel cage induction motors, the stator and rotor 
slots are often assembled in a skew position with respect to each other in order to reduce the 
influences of permeance harmonics caused by slots. Usually the slots of a stator stack are 
straight and the slots of the rotor are skewed, as shown in Figure 4.16. However, it is of course 
possible to skew the stator slots instead. In Figure 4.16, the orientation of the rotor slots forms 
an angle a with the shaft. This angle is of the same magnitude as one stator slot angle. For 
the same reason, in synchronous machines, the axial sides of the pole shoes can be similarly 
skewed. In that case, the damping bars fitted to the rotor surface will also be skewed like the 
cage winding. In low-speed permanent magnet machines with a low number of slots per pole 
and phase, either the stator or the permanent magnets are often skewed. 

The objective of skewing is to reduce the ability of certain air-gap harmonics, created by the 
stator, to induce respective voltages in the rotor bars. Correspondingly, the induction effect of a 
rotor bar on the stator field 1s weaker than in the case of a straight bar. Both of these effects can 
be taken into account as follows: the emf calculated for straight slots and induced in the rotor 
is multiplied by the skewing factor of the rotor, or alternatively, the magnetic voltage created 
by the rotor current in the air gap is reduced by the same factor kq,. The skewing factor thus 
belongs to the winding factors, and can be taken into account as such in the calculations. The 
value of the skewing factor is derived with Equation (2.24) of the distribution factor kq, 


poo. (4.68) 
g sin (va, /2) 


A skewed bar is considered to be composed of a large number of short, straight bars. The 
number of these bars is 


pS, (4.69) 





Figure 4.16 Determination of the skew of a rotor slot 
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The slot angle between these bars is Aa. This is also the phase shift angle between the emfs 
of the bars. The emf of a skewed bar can be calculated in the same way as the emf of a coil 
group divided into g slots. The value w/Aq is substituted in Equation (4.68) as a value of g, 
and a limit value is calculated when Aq approaches zero. We now obtain a skewing factor for 
the vth harmonic 


a Aa 
Bess i os (xo) _ sin (va /2) 7 sin (va /2) (4.70) 
1 Aa>0 Aa a Aa va/2 
Keo (=) Na 7 
( S *) 
sin | v——= 
Ksqu = — (4.71) 
mo 


Here s is the skewing (Figure 4.16) measured as an arc length, given by a = sm/t). The 
skewing factor is applied similar to a winding factor. For instance, when referring the rotor 
quantities to the stator, the number of coil turns in a rotor has to be multiplied by the winding 
factor of the rotor and with the skewing factor. 

To eliminate the slot harmonics, the factor Ksg, should be zero. The orders of the slot har- 
monics are (+2mqc + 1), c being an integer 1, 2, 3,.... The numerator of Equation (4.71) 
should be zero: 


Vv ST . (42mgce + 1)stt 
1 = 





sin —— = Sl 0. (4.72) 
Tp 2Tp 
This will be true if the argument of the sine function 1s A7t: 
oe, 1) sv 
(Sen 7 LSE 5 (4.73) 
2Tp 
oreo 1 
er Sg, (4.74) 
2Tp 
S Zz 1 
a) (4.75) 
Tp +2mqc + 1 mqc 
This means that forc =k = 1 
Sa, 1 Tp 
ee ee = Ty. (4.76) 
tT mq O/2p Q/2p 


Hence, the skewing factor will be effective in cancelling the slot harmonics if the skewing 
is made by one slot pitch. 
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In the case s = T, the skewing factor is 
(4.77) 


When a winding is assembled and skewed with respect to another winding, the magnetic 
connection between the windings is weakened. Now, a part of the flux created by the stator 
winding does not penetrate a skewed rotor winding, although it passes through the air gap. 
Thus, this part belongs to the leakage flux and can be described by the skew inductance Lg. 

The magnetizing inductance of an electrical machine is proportional to the square of the 
effective number of turns (ky;N)*. The magnetizing inductance (3.110) of a machine with 
straight slots is written as 


Lge. (4.78) 


Since the skewing factor acts like a winding factor in calculations, the magnetizing inductance 
of the same machine, now with skewed slots, is 


1 i lashes) he Da eed as (4.79) 


The difference L,, — Li, = Leg represents the skew inductance 


m 


bg Tet Taek (4.80) 
The leakage factor caused by skewing is thus 
oq = (1-22). (4.81) 


In practice, skewing is typically small, about the amount of a single slot pitch. Therefore, 
an approximation for a leakage factor can be generated by calculating a series development of 
the numerator of the skewing factor (4.71), and by then employing the first two terms of the 
series. For a fundamental, we thus obtain a skewing factor 


in (=7) s™ (es). 
sin | — Se Se | 5 
Ree wt = 1-7 (25) 


(4.82) 


and a leakage factor 


a= (1-88) *1-[1- 


ON| 


S 7 | l/stv e 
(=5) pos (=5) : (4.83) 
Tp 2 3 Tp 2 
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By substituting the pole pitch of the rotor 


O,Tur 


. 4.84 
2p (4.84) 


Tp = 


where Ty; 1s the rotor slot pitch on the surface of the air gap, we obtain another equation for 
the leakage factor 





1 / tsp : 
Ogg © = (4.85) 
3 \ Tur Qr 


The accuracy of the approximations is sufficient, when the calculated skew leakage inductance 
factor meets the condition og < 0.03. 


Example 4.8: Calculate the skewing factors for the first stator harmonics in a four-pole 
squirrel cage motor, where the stator has 36 slots and the rotor 34 slots, and the rotor bars 
are skewed by one stator slot pitch. 


Solution: The stator slot electrical angle ay = 2 x 27/36 = 0.349rad (20°). The slot 
harmonics are (+2mgc + 1) =4+2x3x3x1+12=-17, 19, —35, 37, when c = 1, 2. 





The skewing factor was defined as 


sin (va /2) 


ksav = 
mt va /2 


v 1 > ne: —11 13 ele) 19 23°. 25 =29) ol 39). ° OT 
Ksgv 0.995 0.878 0.769 0.490 0.338 0.06 —0.05 —0.19 —0.22 —0.19 —0.14 —0.03 —0.03 


As we can see, especially the slot harmonics —17, 19, —35 and 37 have small skew factors, 
and thereby their effects are eliminated to a great degree. The fundamental is reduced only by 
0.5%. 
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Resistances 


Together with inductances, resistances define the characteristics of an electrical machine. 
From an efficiency point of view, resistances are important electrical machine parameters. 
In many cases, the resistive losses form dominant loss components in a machine. In electrical 
machines, the conductors are usually surrounded by a ferromagnetic material, which encour- 
ages flux components to travel through the windings. This, again, may cause large skin effect 
problems if the windings are not correctly designed. 


5.1 DC Resistance 


The resistance of a winding can first be defined as a DC resistance. According to Ohm’s law, 
the resistance Rpc depends on the total length of a conductor in a coil /,, the number of parallel 
paths a in windings without a commutator, per phase, or 2a in windings with a commutator, 
the cross-sectional area of the conductor S$, and the conductivity of the conductor material o, 


I 


Oc.dS¢ 





Roc = (5.1) 


Resistance is highly dependent on the running temperature of the machine, and therefore 
a designer should be well aware of the warming-up characteristics of the machine before 
defining the resistances. Usually, we may first investigate the resistances of the machine at the 
design temperature or at the highest allowable temperature for the selected winding type. 

Windings are usually made of copper. The specific conductivity of pure copper at room 
temperature (+20 °C) is oc, = 58 x 10° S/m and the conductivity of commercial copper wire 
Ocy = 57 x 10° S/m. The temperature coefficient of resistivity for copper is acy = 3.81 x 
10-°/K. The respective parameters for aluminium are: conductivity o a4) = 37 x 10° S/m and 
the temperature coefficient of resistivity a4; = 3.7 x 10~7/K. 

An accurate definition of the winding length in an electrical machine is a fairly difficult task. 
Salient-pole machines are a relatively simple case: the conductor length can be defined fairly 
easily when the shape of the pole body and the number of coil turns are known. Instead, the 
winding length of slot windings is difficult, especially if coils of different length are employed 
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in the machine. Preliminary calculations can be made by applying the following empirical 
equations. 

The average length /,, of a coil turn of a slot winding of low-voltage machines with round 
enamelled wires is given approximately as 


lay © 22 +2.4W + 0.1 m. (5:2) 


Here / is the length of the stator stack of the machine and W is the average coil span, both 
expressed in metres. For large machines with prefabricated windings, the following approxi- 
mation is valid: 


lay © 21 +2.8W + 0.4 m, (5.3) 
and 
ly ~21+2.9W +0.3m, when U=6...11 KV, (5.4) 


Using the length of the winding, the DC resistance may be calculated according to Equation 
(5.1) by taking all the turns and parallel paths into account. 


5.2 Influence of Skin Effect on Resistance 


Alternating current creates an alternating flux in the conductor material and causes a skin 
effect. In electrical machines, the skin effect occurs chiefly in the area of the slots, but it is 
also present to a lesser extent in end windings. 


5.2.1 Analytical Calculation of Resistance Factor 


Let us consider a solid conductor in a slot surrounded on three sides by ferromagnetic mate- 
rial, the permeability of the material being infinity, Figure 5.1. The current 7 creates a magnetic 
field strength H and leakage flux across the slot and conductor. The leakage flux surrounding 
the bottom part of the conductor is greater than the flux surrounding the upper part of the 
conductor, whereupon the impedance of the conductor decreases from the bottom up. Corre- 
spondingly, the current density J increases from the bottom up as shown in Figure 5.1. 

Since the permeability of iron is assumed infinite, the leakage flux lines cross the slot rec- 
tilinearly. The vectors of the current density J and electric field strength E in the conductor 
have only a z-component. The magnetic field strength H and the flux density B have only 
an x-component across the conductor. Applying Ampére’s law (Equation 1.4) to the route 
]—2—3—4—]1 having the area b dy we obtain 


aH 
pat = Hb- (H+ ay) b= shedy (5.5) 
y 
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Integration paths 





Figure 5.1 Definition of the skin effect in a conductor. The current 7 creates a leakage flux across the 
conductor resulting in an uneven distribution of current density J in the conductor 


from which 


OH b 
—-— =— J, (5.6) 
dy b 


Applying Faraday’s induction law (Equation 1.7) to the route 5—-6—7—8—5 in Figure 5.1, we 
obtain 


OF 0B 
pe-d=— E14 (E+ ay)t= Pray (5.7) 
dy Ot 
from which 
JE dB _ 0H (5.8) 
iC CC : 


The third equation needed in the calculations is Ohm’s law 


J =6,8; (5.9) 
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Applying Equation (5.9) to Equation (5.8) yields 


OJ OH 
—$ = — —, 5.10 
ay Hooc Yr ( ) 


With sinusoidally varying quantities, Equations (5.6), (5.8) and (5.10) change to complex 
form: 


dH b, 

ey (5.11) 
dy b 
JE . 
=. = Jepot, (5.12) 
dy 
aJ 
= = —JopoocH. (5.13) 
dy 


Differentiating Equation (5.13) with respect to y and using Equation (5.11) we obtain 


vy COOH 
Qyz = IOHote a= = jomoses FT (5.14) 
Oe oe b 


Equation (5.15) has a solution in the form 


J= Cell ey ait Cye He, (5.16) 


= re Pe (5.17) 
a= 5 OH0% i. ; 


The inverse of a is called the depth of penetration. Usually, a is used in defining a dimen- 
sionless number é 


where 


1 be 
E=ah, =h, a (5.18) 
which is called reduced conductor height (the units of a are 1/m and so & is a dimensionless 
number, while /, is the real conductor height in metres). 
The integration constants C; and C2 are determined by the following boundary conditions: 


on the boundary y = 0 the magnetic field strength H = Hop = 0, 
on the boundary y = hf, the magnetic field strength H = H, = — =" 2- 


where / is the effective value of the total current flowing in the conductor. 
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Differentiating the solution in Equation (5.16), substituting it into Equation (5.13) and using 
the boundary conditions, we obtain for the integration constants 


JOLoo¢ 


OV C2 = i bar (e\ Hate — ea) 


(5.19) 


Now we know J = f(y) and we can calculate the power losses in the conductor. The current 
in an element dy is Jb, dy and the resistive losses are 





he he 
7 l b.l 7 
Prac = (Jb. dy) — J* dy. (5.20) 
Ob, dy Oc 
0 0 


In complex form, we can write Equation (5.20) as 
he 
bel : 
Pac = — | JJ° dy, (5.21) 
Oc 
0 


where J* is the complex conjugate of J, and | J | and | J | are the effective values. 
When a direct current having the same effective value / as the alternating current is flowing 
in the conductor, the losses are 


( 


aay i (5.22) 


Poco = Rpcl* = 





The factor by which the DC resistive losses have to be multiplied to get the AC resistive 
losses is the resistance factor kp. It is also the ratio of the AC and DC resistances of the 
conductor. According to Equations (5.20), (5.21) and (5.22), the resistance factor is 


he 
R P b 
eens | Pay = 
Roc Por i! J 


leo 
mm | 
wl]ob 


he 
| JJ* dy. (5.23) 
0 


The integration in (5.23) is laborious but not very difficult. Here, it is passed over because 
there are solutions and applications readily available in the literature, for instance in Lipo 
(2007), Richter (1967), Stoll (1974), Vogt (1996) and Kiipfmiller (1959). Some of them are 
given below. 

Let us consider the case shown in Figure 5.2, where several conductors are placed in a slot. 
All the conductors are series connected. The height of the subconductors is fgg and the width 
b.g. There are z, conductors on top of each other and z, adjacent conductors. 

The reduced conductor height € is calculated using Equation (5.18) by substituting for 
be. = Zabeo and for the conductor height, the height of an individual conductor /,o, that is 


1 beo 
g= ah. = ho Borer (5.24) 
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Figure 5.2 Determination of the reduced conductor height and the resistance factor of a winding with 
several conductors in the width and height directions of a slot with a uniform width in the conductor 
area. All the conductors are connected in series. The height and the width of the subconductors are hip 
and b.o. There are z, conductors on top of each other and z, adjacent conductors 


Here we can see that dividing the conductor into adjacent subconductors does not affect the 
reduced conductor height. 
The resistance factor of the Ath layer is 


Kee = GE) + K(k — IWS), (5.25) 
where the functions g(€) and w(&) are 


sinh 2€ + sin 2& 


eS) = © coal 2€ — cos 2é oa 


and 


sinh é — siné 


——__—_—__——., (5.27) 
coshé + cosé 


WE) = 26 


Equation (5.25) shows that the resistance factor is smallest on the bottom layer and largest 
on the top layer. This means that in the case of series-connected conductors, the bottommost 
conductors contribute less to the resistive losses than the topmost conductors. The average 
resistance factor over the slot is 


2 
Zt 





—] 
Ww), (5.28) 


kp = O(€) + 3 


where z; is the number of conductor layers (Figure 5.2). 
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If 0 < € < 1, a good approximation for the resistance factor is 
z?— 0.2 
9 


The equations above are valid for rectangular conductors. The eddy current losses of round 
wires are 0.59 times the losses of rectangular wires, and therefore, for round wires, the ap- 
proximate Equation (5.29) takes the form 


kg 1+ ES (5.29) 


a = 0.2.4 
kp ~ 1+ 2 — , (5.30) 


According to Equations (5.29) and (5.30), the reduced conductor height € as well as the 
conductor height /,9 itself (Equation 5.18) strongly affect the resistance factor. With high 
conductors, the resistance factor is also high. Despite the fact that the resistance factor is pro- 
portional to the square of the number of conductors on top of each other, z;, to reduce the 
resistance factor and eddy current losses in conductors, the conductors are divided into sub- 
conductors, which are connected together only at the beginning and at the end of the wind- 
ing. To get the full benefit of dividing the conductors, circulating currents in the conductors 
must be prevented. To prevent such circulating currents flowing through the connections at 
the beginning and at the end of the winding, every parallel-connected subconductor has to be 
surrounded exactly by the same amount of slot leakage flux. This is put into effect by transpos- 
ing the subconductors. If the number of subconductors is zp, the transposition has to be done 
Zp — 1 times. For instance, if a winding consists of six coils and the conductors are divided 
into three subconductors, the transposition has to be done twice, which can be done at the end 
winding area after every two coils, Figure 5.3. 

To clarify the meaning of transposition, let us consider Figure 5.4, where two conductors 
are connected in series and six conductors in parallel. If the subconductors were located in 
similar positions from slot to slot, in other words there should be no transposition of the 
conductors, the conductor height h, to be substituted in Equation (5.18) is h, = zph.o, where 
Zp is the number of parallel-connected conductors (in Figure 5.4 z) = 6) and /,o the height of 
the subconductor. This means that dividing a conductor into subconductors but not transposing 
them equates to a solid conductor. As the skin effect is remarkably smaller in the end winding 
area, dividing the conductors also helps slightly without transposing. The number of layers 
Zz, in Equation (5.28) is, without transposition, the number of series-connected conductors (in 


1 and 2™ coil 34 and 4" coil 5h and 6" coil 





| | 


1" transposition pis transposition 


Figure 5.3. Transposition of three parallel-connected conductors is done twice in the end winding area 
after every two coils in a winding having six coils 
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Figure 5.4 Two series-connected conductors with six parallel subconductors on top of each other in a 
slot zp = 6. (1) No transposition: h, = zphoo and z, = 2. (2) Full transposition: h, = h,g and z, = 12 


Figure 5.4, z; = 2). If the transposition is done so that every subconductor is located at an equal 
length in every position of the slot, that is in Figure 5.4 at every six positions, the conductor 
height in Equation (5.18) is he = Ago and the number of layers z, in Equation (5.28) is the total 
number of conductors in the slot (in Figure 5.4, z, = 12). 





Example 5.1: Calculate the reduced conductor height € and the resistance factor kp for 
the winding of Figure 5.4 for hop = 2mm, Db, = 10mm, b = 14mm, zp = 6 and the total 
number of conductors in the slot is 12, when (a) the winding is not transposed and (b) the 
winding is fully transposed. The frequency is 50 Hz and the conductor temperature 20 °C. 


Solution: The specific conductivity of copper at 20°C 1s 57 MS/m: 


a) he = Aho = 6 X 2mm = 12mm and % = 2. According to Equations (5.18), (5.26), 
(5.27) and (5.28): 


ly b 1 10 
~ =h,.,/ -wpoo.— = 6-2-10-7,/—27-50-47- 10-7 -57- 10°— = 1.076 
a b D, 14 


sinh 2€ + sin 2é sinh(2 - 1.076) + sin(2 - 1.076) 
g(§) =€ = 1.076 








cosh2é—cos2& cosh(2 - 1.076) — cos(2 - 1.076) 
4.241 + 0.836 
= 1.076 ————_——_ = 1.113 
4.357 + 0.549 
sinhé — siné sinh 1.076 — sin 1.076 1.296 — 0.880 
w(&) = 26 ————_——. = 2 1.076 ——______—__ =. 2.152 —______ 
coshé + cosé cosh 1.076 + cos 1.076 1.637 + 0.475 
= 0.423 
z>— 1 Pa 
kp = o(€) + +— WE) = 1.113 + 0.423 = 1.54. 


3 
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b) hh = he = 2mm and Z, = 12: 


= 3 1 a4 510 
E=2-10 pee ay - 57-10 qe 


inh(2 - 0.179 in(2 - 0.179 0.366 + 0.351 
o(E) = 179 ue Ue) site: OL) = (170 — 0.995 
cosh(2 - 0.179) — cos(2 - 0.179) 1.065 — 0.936 
sinh 0.179 — sin 0.179 0.180 — 0.178 
w(&) = 2 - 0.179 -—_____———_—___ = 0,359 —____—Y—__ = 0).000345 
cosh 0.179 + cos 0.179 1.016 + 0.984 
2] 122-1 
kr = g(E) + WE) = 0.995 + 0.000345 = 1.01. 








3 





We can see that transposition is a very effective way to reduce the skin effect; in the exam- 
ple, the reduction is from 1.54 to 1.01. 


Example 5.2: Calculate the reduced conductor height when the temperature of a copper 
winding is 50°C and the frequency is 50 Hz. 


Solution: The specific conductivity of copper at 50 °C is 50 MS/m and, according to Equa- 
tion (5.17), 


[ b [1 b b. 1 
a = ,/ —wjtopoe— = ,/ —27-50-47- 10-7 -50- 10°— & 1.0,/ — —. 
2 b 2 b b cm 


According to Equation (5.18), 


Example 5.3: Derive an equation for the resistance factor of a squirrel cage winding in the 
locked rotor state when the frequency is 50 Hz and the temperature of the winding 50°C. 


Solution: The number of conductors z, = 1, the ratio b./b = 1 and the reduced conductor 
height € according to Example 5.2 is € * h,/cm. According to Equation (5.28), when 
Zt = 1 


2 
z+ 


sinh 2€ + sin 2& 
cosh 2E — cos 2& 


— 1] 
a os 


kp = @(€) + 


Usually, h, > 2cm, and therefore € > 2, in which case sinh 2€ > sin 2&, cosh 2 >> 
cos 2€ and sinh 2€ © cosh 2, and hence 


kp = 9(§) © & © he/cm. 
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Example 5.4: Calculate the resistance factor for a rectangular squirrel cage bar with height 
h, = 50mm. The temperature of the bar is 50°C and the frequency 50 Hz. 


Solution: According to Example 5.3, 
kp © h./cm = 5.0. 


More precisely, 


sinh 2€ + sin2§ _ sinhlO+sinlO _ 
cosh2é —cos2 — cosh10—cos10 ~ 


kr = PE) =E 5.0 


so the approximate equation ky © h,/cm gives as good a result as the accurate equation 
when the temperature is 50°C, the frequency 50 Hz and the conductor is high. 





The skin effect of the end windings is usually negligible. If the end windings are arranged 
as in Figure 5.5, the reduced conductor height € is again obtained from Equation (5.18) by 
substituting b. = Zabe9 and b = b, + 1.2h. Richter (1967) gives the following equation for the 
resistance factor of an end winding: 


2 _ 0.8 


Kew © 1 
R ae 36 





e (5.32) 


If the skin effect changes along a conductor, the conductor has to be divided into different 
sections for detailed analysis. For instance, the skin effect in slots is notably higher than in 
the end windings. If the resistance factor in the slots is kg, and in the end winding krw, the 
resistance factor of a total winding is 


ke, R + kewRy R Ry 
_ Krufupc + krwRwoc _ lees uDC 1 kee DC | (5.33) 
Rupc + Rwpc Rupc + Rwoc Rupc + Rwpc 


UU: 
UUUU. 
UU: 
UU 


kp 







Figure 5.5 An imaginary arrangement of an end winding for the calculation of the reduced conductor 
height and the resistance factor 
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where Ryupc and Rypc are the DC resistances of the slot part and winding end part of the 
winding, respectively. 

Assuming the temperature to be the same everywhere in the conductor, the resistances are 
proportional to the conductor lengths. Denoting the average length of the coil turn as /,, and 
the equivalent length of the iron core as /, the resistance factor is 

21' lay — 21' 
Kp = kyay— + kew ——. (5.34) 


La lay 
Usually, the skin effect in the end windings 1s negligible, thus kpy = 1 and 


2I' 
kp = 1+ (kau — i (5.35) 


av 


5.2.2 Critical Conductor Height 


If the conductor height h, in Figure 5.1 increases and the width 5, remains constant, the 

DC resistance of the conductor decreases in inverse proportion to the height. The reduced 

conductor height € (Equation 5.18) increases linearly in proportion to the conductor height h,, 

and the second term of the resistance factor (5.29) increases with the fourth power of the con- 

ductor height. If the conductor height is high, the resistance factor may have a very high value 

and AC resistive losses will be multiple compared with the DC resistive losses of the winding. 
In the area O < € < 1, the AC resistance is, according to Equation (5.29), 


Rac © 1 + ké*)Roc, (5.36) 


where k is a constant and Rac and Rpc the AC and DC resistances. Equation (5.36) and 
its components are presented in Figure 5.6. According to the figure, there is a measure 





Figure 5.6 AC resistance Rac has its minimum at the critical conductor height he 
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he = her, with which the AC resistance has a minimum. Above this critical conductor height, 
the resistive losses increase with increasing conductor height. The resistance factor corre- 
sponding to the critical conductor height for copper and 50 Hz is 


krer © 1.33. (5.37) 


5.2.3 Methods to Limit the Skin Effect 


The skin effect can be limited with the following methods: 


1. The most effective method is to divide the conductors into subconductors and transpose 
them as shown in Section 5.2.1. 

2. Instead of dividing the bulky conductors into subconductors, we can use parallel paths, that 
is parallel-connected poles and groups of poles. If the number of parallel paths is a, the 
series-connected turns must be a-fold in order to keep the air-gap flux density constant. 
This means that the conductor height is reduced in the ratio of I/a. 

3. Using multi-thread, twisted conductors with perfect conductor transposition is also a very 
effective way to limit the skin effect. An example of such an arrangement is the Roebel bar 
shown in Figure 5.7. Litz wire may also be used in special applications. 


In a Roebel bar, a constant shift takes place between the layers. This way, the sums of 
partial fluxes of the integration paths causing eddy currents are removed. The skin effect is 
thus effectively minimized. However, some skin effect occurs in the subconductors. One way 
to diminish this skin effect is to employ subconductors with as small a cross-sectional area 
as possible. Roebel bars are common in applications in which there is only a single effective 


Stator core length 








(b) Roebel bar from top (c) Roebel bar from one side 


Figure 5.7 A Roebel bar. (a) Simplified presentation of two adjacent subconductors. (b), (c) Pho- 
tographs illustrating the construction of a Roebel bar. A Roebel bar has minimal skin effect in a slot 
because of its perfect conductor transposition 
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turn per coil. Usually, the subconductors of a Roebel bar are connected together at the end 
winding areas, where the skin effect is remarkably lower than in the slots. 


5.2.4 Inductance Factor 


The skin effect depends on the leakage flux of a conductor, which also changes the leakage 
inductance L of the conductor. The change in the leakage inductance is notable, for instance 
at the beginning of starting up squirrel cage motors. A one-sided skin effect takes place in 
the rotor bars, and the current density increases towards the slot opening. The leakage flux in 
the conductor area crowds towards the slot opening, which in turn leads to a reduced leakage 
flux linkage, and thus to a reduced slot leakage inductance Lo, as given in Section 4.2.2. If 
we denote the leakage inductance with direct current L spc, we may write for the inductance 
factor 


ky = bo (5.38) 
> Dae 





The inductance factor can be calculated from Equations (4.56)-(4.59). 


5.2.5. Calculation of Skin Effect Using Circuit Analysis 


Besides the method presented in Section 5.2.1, the skin effect can be analysed by applying 
circuit theory. This method is very suitable for rotor bars of arbitrary cross-sectional shape, for 
example for double-cage rotors. In this method, a solid conductor is divided into n imaginary 
layers or real subconductors as depicted in Figure 5.8. The height of the conductor is h, and 
the height of the kth subconductors is hy. The width of the slot varies over b; to b,, and also 
the conductor width may vary. This usually happens when the skin effect of a squirrel cage 
die-cast bar is evaluated. The length of the iron core is /. The conductor is assumed to be 















| 
ERR FQ9DEA9.- 


7 


I. NN NON NN 


Figure 5.8 Division of solid conductors into several layers or subconductors in order to define the skin 
effect. The current of a conductor is positioned in the middle of imaginary subconductors, arrows | to n. 
The width of the slot varies from b, to b,. The length of the iron core is / 
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of infinite length, and thus the division of the conductor does not have any influence on the 
shape of the current density distribution. Further, it is assumed that no skin effect occurs inside 
a subconductor. 

The currents in subconductors k and k + 1 are J; and /,,1. In the steady state, the voltage 
equation 1s 


E, = —jJoA®, = Ryl, a Repilgsis (5.39) 
where A@®; is the leakage flux flowing between the kth and (k + 1)th subconductors. 


The flux density B; in the subconductor k depends on the current linkage ©, calculated 
from the bottom of the slot to the subconductor k 


By = pot = 1 oh (5.40) 


where b, is the width of the slot at the position of the kth subconductor. The partial flux A®; 
1S 


e Ihe w 

k k , 

AD, = Bully = o—lhy = bo — Y iy. (5.41) 
by Oi 

By substituting (5.41) into (5.39), and by employing phasors, we obtain 


lhy, 
E, = —jouo> 4, = Rely — Reviless: (5.42) 
y= 


Next, the current is solved: 











Ry <i JOO lhy OL, 
ee ee pi i. (5.43) 
ee Ry Teas Dy a 


The flux linkage of the subconductor forms an inductance L; determined by 
Ly = Lo—. (5.44) 
If an initial value for the current /, is known, we obtain from Equation (5.43) the current 


of the next subconductor J, 


I EG: if i, (5.45) 
<2 RS rR . 


If the initial value for the current /; is not known, we can choose an arbitrary value for it, for 
instance 1 A. 
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The current of the next subconductor /, is obtained: 


R» oly 
ee a (1, +1) (5.46) 
and generally 
R OL 
Lp et Ponte), (5.47) 
Rey Rey 


This way, all the subcurrents of the bar are determined current by current. Now, the total 
current of the bar is obtained: 


r=) 1,. (5.48) 
y=1 


Normally, a total current / of a bar is given, and thus the subcurrents have to be iterated until 
the sum of the currents is equal to the total current of the bar. 

If the width of the slot is constant and the height of each subconductor is selected equal, 
h,, all the resistances R; of the subconductors are equal as well as the inductances Ly. In that 
case, in Equation (5.43), the ratio of resistances R;/R;,+; = 1, and correspondingly the ratio 
oL;/Ry41 = c = constant, and we may write 


lay =L, tic tht4+-:-+4). (5.49) 





Example 5.5: Consider a rectangular copper armature conductor of width b. = 15mm in 
a rectangular slot of width b = 19mm. The height of the conductor is divided into seven 
subconductors with height h; = 4mm. The length of the stator stack is 700mm and the 
frequency of the machine is 75 Hz. The temperature of the copper is 100°C. Calculate the 
skin effect in the subconductors and draw a phasor diagram of the currents and voltages 
when 1200 A is flowing in the bar. 


Solution: At room temperature (20°C) pcy = 1/(57 x 106 S/m) = 1.75 x 107° Qm. The 
temperature coefficient of resistivity for copper is acy = 3.81 x 107-°/K. At 100°C the 
resistivity of copper 1s 


Pcu, 100°C = PCu, 20°¢ 1 + AT acu) = 1.75 + 107° Qm (1 + 80K - 3.81 - 10-°/K) 
= 2.28-10 °Qm. 


All the resistances R, of the subconductors and the inductances L, are now equal. The 
DC resistance of a subconductor is 


pl 2.28-10 ?Qm0.7m 
Roc. = ST FOO. = 0.266 m2. 
Se 0.015m- 0.004 m 
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The inductance of a subconductor is 


lh, _, Vs 0.7m- 0.004 m 
Ly = Po— = 47-10 ' —— —___—_—— = 0.185 uH. 
b Am 0.019m 


The ratio of all resistances R;/R;1; = 1, and the ratio 


OL, 27m-75/s-0.185 WH 
C= SS = 0.327. 
R k 0.266 mQ 
We are now ready to utilize Equation (5.49) to calculate the currents in the seven sub- 
conductors. If we fix the phase angle of the lowest bar to zero, we get the following division 


for the currents: 


Current, //A Per unit current Phase angle/? Current density J/A/mm7? 


Conductor 1 78.33 0.066 0 1.30 
Conductor 2 82.41 0.069 18.1 1.37 
Conductor 3 103.91 0.087 47.6 1.73 
Conductor 4 155.28 0.130 76.4 2.58 
Conductor 5 241.46 0.202 101.0 4.02 
Conductor 6 370.80 0.310 123.9 6.17 
Conductor 7 561.74 0.470 146.3 9.37 
Whole bar 1200 1.0 112.4 Average 2.86 


Figure 5.9 illustrates the sum of current phasors corresponding to Equation (5.49) for the 
bar of Example 5.5. The figure shows clearly how the phase angle of the current changes 


no skin effect, DC 


K 








Ea 
6 
5 
4 
3 
p 
I 

0123456789 7,4, 

mm 





(a) (b) (Cc) 


Figure 5.9 Skin effect according to Example 5.5: (a) phasor diagram of the currents of a conductor 
divided into seven subconductors (4mm x 15 mm) with c = 0.327, (b) the bar with seven subcon- 
ductors, (c) current density. With a direct current, no skin effect occurs, and the current density J 1s 
evenly distributed in the cross-sectional area of a conductor. With an alternating current at 75 Hz, 
the skin effect causes a large increase in the current density when approaching the slot opening 
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radically and how most of the current crowds in those parts of the bar which are located 
close to the slot opening. Since the skin effect constantly increases when approaching the 
slot opening, the situation is called a single-sided skin effect. A current solution reached 
with RMS values does not give exact information about the flux density distribution, since 
it should be defined by the instantaneous values of the current. The RMS values are, how- 
ever, suitable for solving the loss distribution in the slot. 





We will now further examine the voltage behaviour of the subconductors in a slot. The 
resistive voltage drop of the kth subconductor is 


U, = Rely. (5.50) 


The voltage drop of the (kK + 1)th subconductor is calculated accordingly. The result is 
substituted in Equation (5.42), and we obtain 


k 





lhy 
Oy — Gans = EO ys (5.51) 
Usk yy 
which leads to 
k 
Gg = Gay + joke ak = Replys. (5.52) 


y= 
On the surface of the conductor, we may write for the AC impedance of the bar 
Orc =U,, tjoLrl. (5.53) 
For a rectangular slot with similar rectangular subconductors, the inductance L,, 1s 
Lyn = Ly/2. (5.54) 


The voltage over the topmost bar consists of the resistive voltage drop over the bar and the 
inductive voltage drop caused by all the currents of the subconductors 


n 
Uyco = Ril, + joLn )_L,. (5.55) 
y=l 

The voltage Uac is the same over the last subconductor on the top of the bar as the whole 
conductor: U,c = Rpl,, + JoLnl,.,. The total current /,., meets the total effective resistance 
Rac and inductance Lac : Uyc = (Rac + joLac) L,,,- Therefore, a comparison of the equa- 
tions enables us to get the AC resistance with respect to the skin effect: (Rac + JoLac) Li = 
(RL, + joLnL,), from which we obtain 


. Pe. a 3 
(Rac + JoLac) = Rn + joLn. (5.56) 
—tot 
Then the total effective AC resistance of the conductor with respect to the skin effect is the 
real part of the right-hand side of Equation (5.56) and the reactance is its imaginary part. 
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Example 5.6: Calculate the resistive and reactive voltages and the AC impedance of the 


seven subconductor bars in Example 5.5. 


Solution: From Example 5.5: Ry = 0.266 mQ, Ly; = 0.185 WH, jal, = j87.2 pQ, Ly, = 
0.0925 uvH, joLl, = j43.6 WQ: 


Current, /,/A Phase/ 


I? R,/W 


k 
; p=RLJV  jolk > I, /V_ Phase/* 
y=l1 


Conductor 1 
Conductor 2 
Conductor 3 
Conductor 4 
Conductor 5 
Conductor 6 


Conductor 7 
Whole bar 


78.33 

82.41 
103.91 
155.28 
241.46 
370.80 
561.74 

1200 


18.1 
47.6 
76.4 
101.0 
123.9 
146.3 
112.4 


0.0208 
0.0218 
0.0277 
0.0412 
0.0641 


0.0984 
0.149 


0.006 83 


0.0138 
0.0216 
0.0318 
0.0467 


0.0696 
0.0525 


90 

99.3 
114.3 
144.9 
156.2 


179.3 
202.4 


1.62 
1.80 
2.88 
6.40 
15.5 
36.4 
83.7 
148.3 


Ugo =U 4 + joL nl = 0.149 V - cos (146.3° — 112.4°) + j0.149 V sin (146.3° — 112.4°) 
+ 50.0525 V 


U nc = (0.124 + j0.1355) V 


with the total current phase of 112.4° as a reference direction. 
Finally, for the AC impedance of the total bar at 75 Hz we get 


(Rac + joLac) = 


To check: 


I . 
(Rac + JoLac) = Rn + joLy 


. i 
(Rac + joLac) = Li + joL7 = 266 pQ 





—tot 


—tot 


—tot 


Urc — (0.124 + 50.1355) V 
7 1200A 


561.74 A |146.3° 
1200 A |112.4° 


(Rac + joLac) = 124.5 wQ |33.9° + 43.6 wa |90° , 


(Rac + joLac) = 103 uQ + j69.4 wQ + j43.6 uQ = 103 wR + j113 yA, 


which is the same result as above. 


87.2 
2 


= 0.103 mQ + j0.113 mQ. 


+ J PQ, 
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I,+1,+2, 


Piytlerd, \4 


joL(Z +ht+hthtds +o) 





Figure 5.10 Skin effect of a seven-subconductor bar corresponding to Examples 5.5 and 5.6. The 
diagram is drawn as follows. The current /; in the resistance R,; creates a voltage difference U,, 
parallel to /;. The reactive voltage U,; is perpendicular to /,. The current /, in the resistance R» 
creates a voltage U,» parallel to /,. The reactive voltage U,» is perpendicular to /; + J), and so on. 
The reactive voltage Uxio¢ 18 perpendicular to Lot 


Figure 5.10 illustrates the currents and the voltages over the subconductors of the con- 
ductor in Figure 5.9. 


Based on Equations (5.50)—(5.55), the skin effect of a conductor divided into subconductors 
can be illustrated by the equivalent circuit in Figure 5.11. The figure shows that the voltage 
defined by Equation (5.55) occurs in the terminals of the equivalent circuit, through which the 
total current J of the bar flows. The voltage Uac can thus be called a terminal voltage of a 
conductor divided into subconductors, or it can also be called the voltage of a solid conductor 
divided into imaginary sections, and Rac + jmL ac is the AC impedance of the conductor. 

When a bar of an armature winding is divided into insulated subconductors that travel 
transposed from slot to slot to avoid the skin effect, the previous equations may be utilized to 
analyse the inductance of individual subconductors. When a series-connected individual sub- 
conductor is transposed to all possible positions in different slots, the average inductances of 
all subconductors become equal and the distribution of currents is equal between subconduc- 
tors. When a perfect transposition is achieved, all the subconductor currents remain the same, 
which makes evaluation of the inductance of a subconductor easier. If the width of the slot b 
is constant and all the subconductors have the same height, we may, instead of summing the 
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Figure 5.11 Equivalent circuit of a conductor in a slot divided into subconductors of varying width, 
corresponding to the phasor diagram of Figure 5.10. Uac describes the voltage over the conductor at 
alternating current. In Figure 5.10, the voltage U;,; corresponds to this voltage 


currents, multiply the inductance by the position number. We modify Equation (5.44) to get a 
new inductance for insulated parallel subconductors 


Li, = bi (5.57) 
Dy 
Now, the equivalent circuit of the connected subconductors simplifies to an equivalent cir- 
cuit of the insulated, ideally transposed system in Figure 5.12 that represents the equiva- 
lent circuit of one slot. The inductance of a conductor in a phase winding is L = Ly; +2L, 
+---+nL,, which is equal to all the conductors of the slot, so there is no skin effect present 
except for the skin effect of individual subconductors. 


5.2.6 Double-Sided Skin Effect 


In slots carrying conductors on top of each other, a double-sided skin effect is possible if the 
windings are not fully transposed. A similar effect may be observed in double-squirrel-cage 
rotors. We study a simple case in which there are two conductors on top of each other in a 
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Figure 5.12 Equivalent circuit of a slot with subconductors that are transposed in winding ends so that 
there is no large skin effect present and all the subconductors carry the same current. There is no common 
AC voltage for such conductors over a single slot. The effect of the flux created by other conductors is 
taken into account by multiplying the inductance of each subconductor 


slot. The uppermost bar experiences, in addition to the flux created by it, the flux created by 
the lower bar, see Figure 5.13. 

The behaviour of currents may be studied in the same way as in the previous section for 
the single-sided skin effect. Here both the upper and the lower bars are divided into real or 
imaginary subconductors. The upper bar that is divided into imaginary subconductors experi- 
ences a flux created by a lower conductor. This makes the investigation of the skin effect of 
the upper bar somewhat more complicated than in the previous case. 

The currents of the upper subconductors k have to be divided into two imaginary sections: 
I, caused by the flux of the underlying conductor; and J;, which would be the current of the 
subconductor k if it were alone in the slot. That is, 


i,= I", + ie (5.58) 


Thus, a phasor diagram similar to the diagram in Figure 5.10 is valid as such for the sub- 
currents J. Now, we have to define the subcurrents /’,. A simple calculation method can be 
found in this case. The currents of the lower bar /, create a time-varying magnetic flux density 
in the area of the upper bar. The eddy current pattern created by this flux density has to be 
symmetrical with respect to the centre line of the upper conductor. Consequently, it 1s advis- 
able to divide the upper bar into an even number of subconductors. The subconductors of the 
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(a) (b) 


Figure 5.13 Calculation of the skin effect in a bar located above another current-carrying bar in a slot. 
(a) The flux created by the bottom conductor current alone and the corresponding induced currents ['; 
opposing the flux created by the bottom bar. (b) Cut-away view of a slot; /, is the total current in the 
upper conductor and /, that in the bottom conductor 


upper bar carry eddy currents that, according to Lenz’s law, attempt to cancel the flux created 
by the lower bar current. 

Therefore, the eddy current components at equal distances below and above the centre of 
the conductor have to be equal in magnitude and in opposite directions: 


P= Fy-ae (5.59) 


In Figure 5.13, the currents J and J, travel towards the observer, and the currents 
I and J, run in the same direction as the sum of currents of the lower conductor. Hence, 
we get two current loops opposing the flux components A@,. 

The flux created by the current J, of the lower bar A®,, induces a current J,,, in the 
upper subconductor k + 1. This current //,,, can be calculated in the (kK + 1)th imaginary 
subconductor analogously according to Equation (5.43) 


Ry eee 
ee (5.60) 
TE Reg ne Ye, 





If we select R;/R;y41 = 1, and wL;/R;y+1 = c, we get 


lg HL, tice ti1o4---+14,4+h). (5.61) 
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With an even n, the subconductors k = n/2 and k + 1= n/2 + 1 constitute the centre of the 
conductor. Here, we may write for the currents, according to Equations (5.60) and (5.61), 


n/2 
Tyo = Lay = Dye + je i. +/,])= yo Jeli (5.62) 
y=) 


In the brackets, we have the sum of the currents of the lower conductor and the imaginary 
currents in the lower half of the upper conductor caused by the lower conductor /,. We solve 
Equation (5.62) for the subconductor k = n/2 lying just below the centre line of the upper bar 


‘ n/2 
C 
Up = st = 5 (Sor, th). (5.63) 
y=l 


Again, we have to find an iterative solution. It seems easiest to make an initial guess for J, 
after which we are able to determine the currents of the subconductors. We now write for the 
other lower subconductors of the upper bar, according to Equation (5.60), 


nf2—1 
Dy2-1 = ny am jc » i =r ie = 2 a jc (1, 7+ I") ’ (5.64) 
y= 
and so on, until we get for the lowest subconductor of the upper bar 
n/2 
i = I’, ae (l', a I) = I’, se I", i i (5.65) 
y=l 
As the currents from J, to J, have now been defined, we also know the currents from 
i 


I',241 to I, based on Equation (5.59). With Equation (5.62), the sum of the currents of the 
lower conductor can also be defined as 


She oe (5.66) 





Example 5.7: Consider a double-layer winding with rectangular copper conductors di- 
vided into four subconductors of width b, = 15mm in a rectangular slot of width b = 
19mm. The height of the upper bars of 16mm is divided into four subconductors with 
a height 4; = 4mm. The length of the stator stack is 700mm and the frequency of the 
machine is 50 Hz. The copper temperature is 100°C. Calculate the skin effect in the sub- 
conductors if no transposing of the windings is done, when 1000 A in the same phase is 
flowing in both of the conductors. The skin effect inside individual subconductors can be 
neglected. 
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Solution: All the resistances R, of the subconductors and the inductances L; are now 
equal. The DC resistance of a subconductor is Rpc., = 0.266 mQ2. The inductance of a 
subconductor is 


Lh, _, Vs 0.7 m- 0.004 m 
Ly = to— = 47-10 ' —— —___—- = 0.185 uH. 
b Am 0.019 m 


The ratio of all resistances R,/R,x1,; = 1, and the ratio 


wl,  2n-50/s-0.185 pH 
C= FS _—— _ = 0.218. 


We must now solve first the eddy currents of the upper bar. With an even n = 4, the 
subconductors k = n/2 = 2 andk + 1 =n/2 + 1 = 3 are in the centre of the bar. We solve 
Equations (5.59) and (5.62) for the subconductors k = 2 and k = 3 lying just below and 
over the centre line of the upper bar 


; 2 


From (5.65) we get 


n/2 
I’; = I, — je (l', + 1,) = I’, IC ie = Ly 
y=l 
= I, = I’, — j0.218 eee = I a” I's) = hs 
= I’, (1 —j0.218) = 1’, (1 + j0.218) — j0.2187",, 
, — Ly +j0.218)- j0.218(,) 


== (1 — 50.218) oe 


For the lower bar current we get 7, =, —I, — 15. 


The currents solved after iteration are J, = (995 + j96) A: 


T/A Phase/° Ty lA Phase/° Iko/A _ Phase/° Tru /A Phase/° 


1 32] —68 Zon 0 462 —40.2 252 0 

2 110 —84.4 238 12.3 250 —13.6 238 12.3 
3 110 95.5 269 34.5 336 St 269 34.5 
4 oo 112 350 59.6 602 84.6 350 59.6 


Figure 5.14 illustrates the phasor diagram of the currents of Example 5.7. 
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Figure 5.14 Phasor diagram of the subconductor currents in an induction motor rotor double cage 
at locked rotor state. The subcurrents of the upper bar are written Jk,o = J’, + Ij, where /,", are the 
eddy current components caused by the upper bar alone and /;, 15 1; 1, the eddy current components 
caused by the lower bar current. The lower conductor currents behave similarly for a single bar 
in a slot 


Figure 5.15 depicts the RMS current density values of the subconductor currents. A 
symmetrical skin effect occurs in the upper bar as a result of the currents flowing under 
the observed conductor (J;). The resultant current density of the upper bar is J,, in which 
the influence of the lower bar has been taken into account. The influence of the lower bar 
on the skin effect is significant. /pc is the current density with direct current. 

As we can see, the double-sided skin effect is remarkable in conductors with no trans- 
position. In practice, such a winding arrangement is not acceptable. 





UM ‘ 


0 2 4 6 8 10 J /A/mm? 


Figure 5.15 Skin effect of two solid conductors positioned on top of each other. The conductors 
have been divided into four imaginary subconductors. The upper conductor has a symmetrical cur- 
rent density J} with respect to the middle of the upper conductor. J} is created by the opposing 
current densities caused by the current in the lower conductor 
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Main Dimensions of a 
Rotating Machine 


In the previous chapters, the general theory governing the design of an electrical machine 
was presented: Chapter 1 addressed the necessary fundamentals of electromagnetic theory 
and Chapter 2 concentrated on winding arrangements. Chapter 3 described the behaviour of 
the magnetic circuit. Chapter 4 discussed the flux leakage and, finally, Chapter 5 focused on 
the resistances of the windings. We should now be able to commence the discussion of the 
main dimensions of electrical machine. The design of a rotating electrical machine can be 
commenced by defining certain basic characteristics, the most important of which are: 


e Machine type (synchronous, asynchronous, DC, reluctance machine, etc.). 
e Type of construction (external pole, internal pole, axial flux, radial flux machine, etc.). 
¢ Rated power: 

— For electric motors, the shaft output power Py in W is given. 

— For synchronous motors, also the power factor (cos @ overexcited) is given. 

— For induction and DC generators, the electric output power Py in W is given. Induction 
generators take reactive power from the network according to their power factor. The 
reactive power must usually be compensated by capacitor banks. 

— For synchronous generators, the apparent power Sy is given in VA. The power factor 
(typically cos g = 0.8 overexcited) is also given. 

e Rated rotational speed ny of the machine or rated angular speed (Qn. 

e¢ Number of pole pairs p of the machine (with frequency converter drives, this is also a subject 
of optimization). 

e Rated frequency f of the machine (with frequency converter drives this is also a subject of 
optimization). 

¢ Rated voltage Uy of the machine. 

e¢ Number of phases m of the machine. 

¢ Intended duty cycle (SI-S9). 

e Enclosure class and structure of the machine. 


Design of Rotating Electrical Machines Juha Pyrhonen, Tapani Jokinen and Valéria Hrabovcova 
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e Additional information, such as efficiency, required locked rotor torque, pull-up torque, 
peak torque, locked rotor current, speed-controlled drive etc. 

e Standards applied in the machine design. 

e Economic boundary conditions. 

e Manufacturability. 


In machine design, there are a considerable number of free parameters. When aiming for 
an optimal solution, the task becomes extremely complicated unless the number of these free 
parameters is somehow limited. Many free parameters vary only slightly, and therefore, to 
simplify the task, these parameters can be assumed constant. The following 10 parameters 
can be selected as free parameters: 


* outer diameter of the stator stack (with the standard IEC frames, this parameter is often 
fixed to certain values); 

e length of the stator stack; 

e width of the stator slot; 

e height of the stator slot; 

e diameter of the air gap; 

° air-gap length; 

¢ peak value of the air-gap flux density; 

e width of the rotor slot; 

¢ height of the rotor slot; 

¢ pole pair number and frequency. 


Actual machine design starts with the selection of the main dimensions of the machine. 
The term ‘main dimensions’ refers to the air-gap diameter D, measured at the stator bore (see 
Figures 3.1 and 3.2) and the equivalent core length /’ (see Figure 3.10 and Equation 3.36). The 
equivalent length of the core takes into account the influence of the flux fringing at possible 
cooling ducts of the machine and also at the ends of the machine. 

In electrical machine design, there are certain empirically defined variation ranges of cur- 
rent and flux densities, which can be applied in the preliminary phase of the design. Tables 
6.1 and 6.2 introduce some values of electromagnetic loadings for well-designed standard 
electrical machines. 

The permitted loading levels are defined for a machine on the basis of the design of the 
insulation and the cooling of the machine. The values in the tables give some empirical infor- 
mation related to the selection of machine parameters. In principle, machine design is a rather 
complicated iteration process, in which the initial values are first selected for the dimensions 
of the machine. Next, the machine is designed electrically, and finally the cooling of the ma- 
chine 1s computed. If the cooling of the machine is not efficient enough, the design has to 
be started from the beginning again by increasing the dimensions of the machine, by using 
better materials or by selecting a more efficient cooling method. The material selection has a 
significant influence on both the losses and the thermal resistances. If a low-loss iron material 
and high-thermal-class insulation materials are selected, the output power of the machine can 
be improved without increasing its size. 

For permanent magnet machines, because of the limited remanence and coersivity of 
present-day magnets, we may select values in the lower half of the varying range according 
to Table 6.1 for synchronous machines. 


Main Dimensions of a Rotating Machine 283 


Table 6.1 Permitted flux densities of the magnetic circuit for various standard electrical machines 


Flux density B/T 
Salient-pole = Nonsalient-pole 
Asynchronous synchronous synchronous 
machines machines machines DC machines 

Air gap 0.7-0.90 (Bs) 0.85-1.05 (B51) 0.8-1.05 (Bs) 0.61.1 (Binax) 
Stator yoke 1.4-1.7 (2) 1.0-1.5 1.1-1.5 1.1-1.5 
Tooth 1.42.1 (stator) 1.6—2.0 1.5—2.0 1.6-2.0 

(apparent 1 .5—2.2 (rotor) (compensating winding) 

maximum value) 1.8—2.2 (armature winding) 
Rotor yoke 1-1.6 (1.9) 1.0-1.5 1.3-1.6 1.0-1.5 
Pole core — 1.3-1.8 1.1-1.7 1.2-1.7 
Commutating — — — 1.3 


poles 


When investigating the values of Table 6.2, it is worth noticing that when the dimensions 
of a slot are increased, lower values usually have to be selected than in the case of small slots. 
Hence, the lower values of J are for larger machines, and the highest values of J are suitable 
for small machines. Despite this, the lower values of A are valid for smaller machines and the 
higher ones for larger machines. If we are constructing PMSM fractional slot windings from 
small fractions with wide slots, the applicable values given in the table for pole windings are 
valid also in this case. 


Table 6.2 Permitted RMS values for current densities J and linear current densities A for various 
electrical machines. Depending on the size of a permanent magnet machine, a synchronous machine, 
an asynchronous machine or a DC machine, suitably selected values can be used. Copper windings are 
generally assumed 


Sailent-pole | Nonsalient-pole synchronous machines 


syacunonets Indirect cooling ; 
Asynchronous machines a SCé*D trect water 
machines or PMSMs_ Air Hydrogen cooling DC machines 
A/kA/m 30-65 35-65 30-80 90-110 150-200 25-65 
Stator Armature Armature Armature 
winding winding winding winding 
J/A/mm? 3-8 4—6.5 3-5 4-6 7-10 4-9 
Copper rotor Field Pole 
winding winding: winding 
J/Afmm* 3-8 2-3.5 2-5.5 
Aluminium Multi-layer Field Compensating 
rotor winding winding winding 
J/A/mm? 3-6.5 24 3-5 3-5 6-12 3-4 


Single-layer With direct water cooling, in field 
windings 13-18 A/mm? and 
250-300 kA/m can be reached 
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Table 6.3 Tangential stresses 0 p,a, calculated from the values of Tables 6.1 and 6.2. There are three 
stress values, calculated with the lowest linear current density and flux density, with the average values 
and with the highest values. The flux density and linear current density distributions are assumed 
sinusoidal. For DC machines, a pole width coefficient of 2/3 is assumed. The power factor of 
synchronous machines is assumed to be 1, and for asynchronous machines, 0.8 


Nonsalient-pole synchronous 
Totally Sailent-pole machines 


enclosed synchronous mdiecrcooliag 


asynchronous machines CdD rect water DC 
machines orPMSMs_ Air Hydrogen cooling machines 
A/kA/m, RMS 30-65 35-65 30-80 90-110 150-200 25-65 
Air-gap flux 0.7-0.9 0.85—1.05 0.8-1.05 0.8-1.05  0.8—1.05 0.6—-1.1 
density B;,/T 
Tangential stress 
OF eal a 
minimum 12 000* 21 000* 17 000* 51 000* 85 000* 12 000* 
average 21 500* 33 500* 36 000* 65 500* 1,14500* 29 000* 
maximum 33 000* 48 000* 59 500* 81 500* 1,48 500* 47 500* 


*cosp=0.8 *cosg=1 ‘*cosg=1 *cosg=1 *cosg=1 *apc = 2/3 


In Equation (1.115) we defined the tangential stress 0 Fan in the air gap. The local value for 
the tangential stress depends on the local linear current density A(x) and the local flux density 
B(x), OFtan(x) = A(x)B(x). If a sinusoidal air-gap flux density with peak value Bs is assumed, 
and a sinusoidal linear current density with peak value A and RMS value A is applied, we 
obtain for the average tangential stress 


ABscosy  ABscosy 
2 Ye 
This tangential stress produces the torque of the machine when acting upon the rotor surface. 
Table 6.3 illustrates the guiding limit values for the tangential stress of the air gap calculated 
from Tables 6.1 and 6.2. 
Typical tangential stress values give us a starting point for the design of an electrical ma- 
chine. We may define the size of the rotor first by using a suitable tangential stress value on 
the rotor surface. If the rotor radius is r,, the rotor equivalent length is /’, the rotor surface 


facing the air gap is S,, and the average tangential stress on the surface is oO tan, We May write 
the torque T of the rotor simply as 


(6.1) 


OF tan = 


T= OF tan re Sy 


= OFtanl’r (2zr,!') 
(6.2) 
Oren) 
D2 
= OFtan ame = 20FtanVr- 
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The correct rotor volume V, to produce a certain torque can easily be estimated with 
Equation (6.2). 

A similar basis for the design of the machine rotor size is the machine constant C of a 
well-designed electrical machine. The machine constant C expresses the magnitude of the 
‘internal’ apparent power S$; or the power P; given by the rotor volume of the machine. By 
employing the emf /£,, induced over the magnetizing inductance L, of the phase (the emf is 
calculated from the peak value W,, of the air-gap flux linkage in one phase, see Equation 7.3) 
and the current /, of the stator phase, we obtain the apparent power S$; for rotating-field ma- 
chines rotating at a synchronous speed Ngyy = f/p 


SS ME pls (6.3) 


The air-gap emf E,, can be substituted into Equation (6.3), and we obtain 


Lo ] . 
S; = mM —oW I, = Mm TONskasl Pmnds. (6.4) 


J2 


The maximum flux ®,, penetrating a phase winding will be found by integrating the air-gap 
flux density Bs (x) over the pole surface S, 


On = | Bs dSp. (6.5) 
S 


P 


If the air-gap flux density has a sinusoidal distribution over the pole pitch tT, and there is no 
variation with respect to the length of the machine /’, the surface integral can be simplified as 


Tp 


6 =fr Bs sina dx 
aka aoa (6.6) 
0 
= I'taBs. 


The product aBs represents the average value of the flux density in the air gap. In the case 
of a sinusoidal distribution @ = 2/7t. In other cases, a suitable value for a has to be found by 
integrating the flux density over the pole surface. For instance, if we have surface magnets on 
the rotor, the air-gap flux density created by the permanent magnets is usually nonsinusoidal. 
In such a case, the average value a for the flux density in the air gap can be defined from the 
relative magnet width apy. 

The RMS value of the linear current density A of the stator may be defined from the stator 
slot pitch tT, and the RMS value of slot current /, (assuming that there are no parallel paths in 
the winding and the winding is a full-pitch one, /, = /;Zq). The number of slots in the stator 
is O,. Thus 


I 





Ae. (6.7) 
Ts 

ee (6.8) 

rt GO. 


Here D is, for generality, used instead of the stator inner or rotor outer diameter 
(D + D, © Ds). 
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The number of conductors in the slot zg with all turns in series is 


No Ny 2Ngm 




















A — = (6.9) 
nny, Os QO. 
Pp 
2pm 
Now we may write for the linear current density 
Hes fy 7 Qs = I;Z7QQs _ 2isNgin (6.10) 
Ts m™D m™D TD 
We solve the above for /, and substitute /, into Equation (6.4) 
5 LDN od oT ec (6.11) 
ji — N—=O w m = m—_—W w m= =  oky oe een 
/2 sw] S /2 s*wsl 2Nm J2 sl 9 


We now substitute wm = 2p7tnsy, and the peak flux from Equation (6.6) into Equation (6.11) 





5 | , k 20D & ene 
i = 4PM synkKwsl — 7— PS 
2 7 2 2. 
ve - (6.12) 
7 i 
—— Fa ronkwsi ABs!’ D” 
We may now rewrite this as 
. 2 
Or ae (6.13) 
= CD VA gi: 


The machine constant C can be written in the following form for rotating-field machines 
(synchronous and asynchronous machines), according to Equation (6.13): 


m1 m1 ae 


C= ake ABm = sz kwst ABs, (6.14) 


where A = A/¥2. I’ is the equivalent length of the machine and A is the RMS value of the 
linear current density, which corresponds to the tangential magnetic field strength Ha, in the 
air gap, see Chapter 1. 

The rotor volume V, required for a certain apparent power can now be written as 








7 7 Si 
V, = —Dil' = -~—. (6.15) 
4 4 Cngyn 
The weight of the rotor is proportional to its volume 
TU Si 
ys (6.16) 


mM; — 
4 Cf 
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In DC machines, the air-gap flux density is not sinusoidal. Under the pole at no load, we 
have the air-gap flux density Byax. For DC machines, the internal power of which is defined 
P, = Tapc ABs maxD7l'Ngyn = CD7I'no, we may write 


C = Tapco ABs max: (6.17) 


Qpc 1s the relative pole width coefficient for DC machines (typically about 2/3). 

The dependence of the internal apparent power S; on the mechanical power Pyec of a 
rotating-field machine is obtained from the power factor cos g of the machine and the effi- 
ciency 7 (which have to be estimated at this stage). Now, the machine constant of mechanical 
power Cynec can be introduced: 


U 
Pmee = nmUI cos @ = NCOs p= Si = Creel ta (6.18) 


In a DC machine, the internal power (P; = E/,) depends on the input power Pi, = U ala; 
consequently, based on their ratio, we may write 


I, 
es (6.19) 


where /, is the armature current. 
With Equation (6.16) and Equation (6.14), we obtain for AC machines 


ps; PS; 
fABs formar 


[IY 





(6.20) 


My 


Thus, the higher the tangential stress and the supply frequency, the lower the weight of the 
rotor. 

By selecting a small number of pole pairs p and a high supply frequency f, we obtain, 
in principle, a light machine for a certain output power. Since the output power of a machine 
depends on the torque T and the mechanical angular frequency §2, as P = §2 T, the torque of a 
high-speed machine is small when compared with a low-speed machine of equal output power. 
At high speeds, however, the motor power density increases together with the loss density, and 
hence effective methods to reduce the losses and to improve the cooling of the machine have 
to be applied. With high frequencies, suitable means to reduce the stator winding skin effect 
have to be adopted so that there is no need to reduce greatly the linear current density. As the 
frequency rises, in order to maintain the air-gap flux density, better stator steel materials and 
more effective cooling methods have to be selected. 

When analysing the weight of 22 kW serial-produced machines, we may construct a curve 
according to Figure 6.1 as a function of the number of pole pairs. The dotted line in the figure 
approximates the weight of the machine as a function of the number of pole pairs. We can see 
that, in principle, the weight of the machine follows the equation 


m=m+t+ Kp. (6.21) 
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mikg 





Figure 6.1 Weight of typical, totally enclosed, industrial 22 kW, 50 Hz, 400 V induction motors as a 
function of the number of pole pairs. In the figure mp = 40 kg 


According to Equation (6.20), the weight of a machine is inversely proportional to the 
frequency, and thus the weight of the machine should be 
K 
m=mo+ Fe (6.22) 
where mo, K and g are constants. Further, g is usually less than one, since the linear current 
density and the air-gap flux density cannot be considered constant as the frequency of the 
machine increases. As aresult, we obtain Figure 6.2, which illustrates the approximate weight 
of a two-pole induction machine as a function of frequency /. 

The allowed linear current densities and the air-gap flux densities of electrical machines are 
strongly dependent on the cooling methods, as shown in Tables 6.1 and 6.2. Highly effective 
cooling methods increase the permitted electromagnetic loadings 1.5—2-fold, and correspond- 
ingly the weight of the machine drops by 30-50%. In well-designed machines, the linear 
current density and the flux density depend on the machine size in such a way that they both 
increase as the size of the machine increases. As a result, the machine constant also depends 
on the size of the machine. Figure 6.3 illustrates the machine constant of induction and syn- 
chronous machines of different sizes per pole power. Because of the low excitation losses 
in permanent magnet machines, the machine constants for PMSMs could be high. The values 
given in the tables are, however, also limitedly valid for PMSMs, because the permanent mag- 
net rotor temperature must be limited to lower values than in wound rotors or die-cast rotors, 
especially when NdFeB magnets are used. Typically, 100°C should not be exceeded with 
NdFeB magnets to minimize the magnet demagnetization risk under the demagnetizing arma- 
ture reaction. SmCo magnets tolerate high temperatures, but their remanence is remarkably 
lower than that of NdFeB magnets. 

The machine constants of different machine types are not exactly equal. The definition of 
machine constants is based on empirical knowledge and the tradition of machine construction, 
and therefore even quite contradictory values for machine constants can be found in the liter- 
ature. With a constant supply frequency, the rotor peripheral speed in rotating-field machines 
is proportional to the pole pitch. The permitted armature current and thereby the machine 
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Figure 6.2. Weight of the active parts of a two-pole 22 kW induction motor as a function of frequency. 
The exponent g © 0.8 in Equation (6.22) 
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Figure 6.3. Machine constants of totally enclosed asynchronous and synchronous machines as a func- 
tion of pole power 
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constant are functions of the pole pitch and the frequency of the machine. Since the pole pitch 
of a machine cannot be deduced from its rated values, the machine constant is often given as 
a function of pole power (Pmec/2p). The method can be justified by the fact that the ratio of 
the length and the pole pitch is fairly constant irrespective of the number of pole pairs. 


Example 6.1: The diameter of a rotor of a 4kW, 50 Hz, two-pole (”sy, = 50/s) induction 
motor is 98 mm and the length is 82 mm. Assume 1% rated slip and calculate the machine 
constant and the average tangential stress. 


Solution: The rated torque of the motor is 


Po P - 4000 W 
2 (=s)Qyn (1 — 0.01) - 27 - 50/s 


Tx = = 12.86Nm. 


The torque-producing area of the rotor is S, = 7D,/ = 0.0252 m?. The radius of the rotor 
is 49 mm, and hence the tangential force at the rotor surface is on average 


Ty _ 12.86Nm 


= S02 NN 
ry 0.049 m 


Ty = Feanls @ fan = 


The average tangential stress is 


ae ee = 16400 N/m? 
6 rr — m=. 
“an S$. 0.0252 m2 


The corresponding machine constant becomes 


Pi. 4kW 


ey = 102 kW/m’. 
NsynD2l' —-50/s - (0.098 m)? - 0.082 m 


Pmec = Cred le, > Cmnec = 


The pole power of the machine is now 2kW, and consequently this point is located 
somewhat higher than the curve of p = | in Figure 6.3. 





Example 6.2: Repeat Example 6.1 for a 30kW, 50 Hz, four-pole (“syn = 25/s, 190 N m) 
induction motor. The rotor diameter is 200 mm and the rotor length 206 mm. 


Solution: Tx = 190Nm. 





Ty 190Nm 
ee — 1900N. 

i 0.1m 

Fran 1900 N 
Can = = ——_—____ = 14700 N/m’. 





S. m-0.2m-0.206m 


Main Dimensions of a Rotating Machine 291 


The corresponding machine constant becomes 


Pie 30kW 


Ce 
NeynD2l' — 25/s- (0.2m)? - 0.206 m 


= 146kWs/m’. 


The pole power of the machine is 7.5 kW, and this point is well within the region of 
p = 2-6 of Figure 6.3. 





The machine constant of doubly salient reluctance machines can with low outputs be no- 
tably higher than the machine constant of an induction machine. For instance, according to 
Lawrenson (1992), the machine constants of an 11 kW DC machine, an induction machine and 
a doubly salient reluctance machine are in the ratio 1: 1.23: 1.74. Thus, in this power class, 
the machine constant of a doubly salient reluctance machine is about 40% higher than the 
machine constant of an induction motor. Although it was invented a long time ago, the doubly 
salient reluctance machine is still at the very beginning of its development. The machine was 
employed in the early twentieth century to aim the guns of British warships. Nowadays, the 
development of power electronics is bringing these machines into wider use. 


6.1 Mechanical Loadability 


In addition to temperature rise, the output power and maximum speed of a machine are re- 
stricted by the highest permissible mechanical stresses caused by the centrifugal force, natural 
frequencies and by the highest permissible electrical and magnetic loadings (see Sections 6.2 
and 6.3). 

The highest stress O mee caused by the centrifugal force in the rotor is proportional to the 
square of the angular speed 


One = C or 2 (6.23) 
Here 
Cc 
C= 2 for a cylinder with a small bore, 
C’ + | for a thin cylinder, 
r, 1s the radius of the rotor, 
§2 is the mechanical angular speed, 
pis the density of the material, 
vis Poisson’s ratio (i.e. the ratio of lateral contraction to longitudinal extension in the 
direction of the stretching force). 


van for a smooth homogeneous cylinder, 


When the maximal mechanical stress of the rotor material is known, the equation can be 
used to determine the maximum allowable radius r of the rotor. Typically, a safety factor has 
to be used so as not to exceed the integrity of the rotor material. 

Poisson’s ratios vary slightly for different materials. Table 6.4 lists some ratios for pure 
materials. 
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Example 6.3: Calculate the maximum diameter for a smooth steel cylinder having a 
small bore. The cylinder is rotating at 15000 min~!. The yield strength for the material is 
300 N/mm? = 300 MPa. The density of the steel is p = 7860 kg/m?. 


Solution: Poisson’s ratio for steel is 0.29. For a cylinder with a small bore 


—34v 340.29 
== 


Cc = 0.823. 


2 


The stress is calculated as Omece = C (Or 2 


ee [2s 300 MPa 
Ovi = KF. ymax = = ST ey. FER RARITIES, ERD 
yield = Cp a C'p 2? (2 - (15000/60) - 7)? 


0.823 - 8760 kg/m: - ; 
S 





As there must be some security in the yield stress, the radius of the rotor diameter has to be 
smaller than what was calculated above. 

Equation (6.23) cannot be directly applied to the measurement of stresses in rotor lamina- 
tions, for instance, because of the fairly complicated geometry of the laminations. However, 
some informative results may be found, since the stress is always highest at the centre of a 
solid plate or at the inner surface of a plate with a centre bore. At these points, the permitted 
proportion of the yield stress of the material should not be exceeded. 

In the case of salient-pole rotors, in small machines, the pole cores should be fastened to the 
shaft for instance using screws. The screw fastenings have to be dimensioned with a sufficient 
security depending on the yield stress. If a screw fastening is out of the question, a dovetail 
joint may be applied. 

The maximum stress in a rotor caused by the centrifugal force is, according to Equation 
(6.23), proportional to the square of the peripheral speed. Thus, we can find fixed values for 
a maximum peripheral speed and stress. If the rotor dimensions (diameter, length, etc.) of the 
machine are assumed to be variable over the scale A (lengths and diameters are proportional 
to A, areas to A7 and volumes to 4°), the maximum speed of the machine becomes inversely 
proportional to the scale A: 


| ee (6.24) 


Table 6.4 Poisson’s ratios for certain pure metals 


Metal v Metal v 
Aluminium Al 0.34 Nickel Ni 0.30 
Copper Cu 0.34 Titanium Ti 0.34 


Iron Fe 0.29 Cobalt Co 0.31 
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6.2 Electrical Loadability 


Resistive losses Pcy in a winding are proportional to the square of the current density J and to 
the mass of the conductors 


Pa ~ I?m ~ IPd. (6.25) 
The thermal resistance Ry, between the conductors and the teeth is 


d; 


Ripe, 
th iS; 


(6.26) 


where d; is the thickness of the slot insulation, A; the thermal conductivity of the insulation 
and S$; the area of the slot wall. The thickness of the insulation d; is constant independent of 
the machine size (it depends on the rated voltage) and hence 


Rin ~ a (6.27) 
The temperature difference AT between the conductors and the teeth is 
AT = PouRn ~ J*A. (6.28) 
Consequently, for a given temperature difference, 
J? = constant (6.29) 
and 
J a2 (6.30) 


VA 


Thus, small machines tolerate higher current densities better than large machines. 
The linear current density A in this case may be calculated as the total RMS current in a 
slot JScu divided by the slot pitch Ty 


ap 
Aa Sow VA Vf. (6.31) 


Tu 


The linear current density A and the current density J are dimensions of the electrical loading 
of a machine. As the current density in small machines can be higher than in large machines, 
the linear current density behaves in the opposite sense: the linear current density is higher in 
large machines than in small machines. The product of A and J is 


1 
AJ ~ /A—= = 1 =constant, (6.32) 
VA 
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and thus AJ is independent of the size of the machine; it depends only on the effectiveness 
of the cooling of the machine. For totally enclosed machines, AJ is smaller than for open- 
circuit cooling. In air-cooled machines, the product AJ ranges from 10 x 10!° A?/m? to 
35 x 10!° A?/m?, but in different machines with the same kind of cooling, the product is 
approximately the same independent of the machine size. In the case of direct water cooling, 
AJ attains essentially higher values. 


Example 6.4: Using Table 6.2, calculate the AJ values for different machines. 


Solution: 


Sailent-pole Nonsalient-pole synchronous machines 
synchronous 
y Indirect cooling 

Asynchronous machines ao Dect water 


machines or PMSMs Air Hydrogen cooling DC machines 


A/kA/m = 30-65 35-65 35-80 90-110 150—200 25-65 
Stator winding Armature winding Armature winding Armature winding 
J/Aim? 3-8 x 10° 465x10° 3-5 x 10° 46x10° 7-10x10° 49x 10° 


AJ/A2/m3 9 x 10!° to 14x10! to 105 x 10!9to 36x 10! to 105 x 10!%to 10 x 10!" to 
52 x 10! 42.25x10!9 40x 10!9 66x 10!9 200 10!° 58.5 x 10!9 





The values for asynchronous, DC and air-cooled synchronous machines are similar. Hy- 
drogen or the direct water-cooling method in larger synchronous machines, however, give 
remarkably higher values. 


6.3 Magnetic Loadability 


The air-gap flux density and the supply frequency of a machine determine the magnetic load- 
ing of the machine. Let us next study how the flux density varies as the speed of a machine 
increases with increasing line frequency. 

Iron losses Pre are approximately proportional to the square of flux density Bs and, with 
high frequencies, to the square of frequency f and to the volume of iron Vr, 


Pre ~ Bs f Vee. (6.33) 


The maximum rotation speed Nmax 18 proportional to the frequency f, and taking into ac- 
count Equation (6.24) (V ~ A> ~ n->.), we obtain 


max 


Bee (6.34) 
e€ o*°max nd ) n . : 
max max 


The temperature rise of a machine depends on the power loss per cooling area S. Assum- 


ing a constant temperature rise and taking into account Equation (6.24) (S ~ A? ~ n=2.), 
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we obtain 


Pr: B?2 Be - 
ee es ee ay fen = Benmax = constant. (6.35) 





S nak - Tanax 


Thus, the air-gap flux density depends on the speed: 





(6.36) 


We now get the maximum available power Pax that can be obtained by increasing the 
speed of the machine. According to Equations (6.13), (6.30), (3.36) and (6.24), 


1 l l l l 
———— —-_ — Mmax — 5s 
a) Mais a) a ese fe 


The power limit is inversely proportional to the cube of the speed. Figure 6.4 illustrates a 
study of different types of air-cooled machines and shows the rated power that can be reached 
at a required maximum speed or the maximum speed allowed for a given rated power. The 
lines in Figure 6.4 are based on conventional electrical and magnetic loading. The figure gives 
the average values for a large number of machines. Line e represents the limiting power of 
induction motors, the rotors of which are constructed of smooth solid-steel cylinders, which 


Pmax~ ABs Di tise 





(6.37) 


10 000 -====p=—5 


1 000 


Fees [kW] 


10 





aa 
| Cont not 


1 000 10 000 100 000 1 000 000 
pal 
A nax [min | 
Figure 6.4 Maximum power and speed of air-cooled machines. (a) DC machines, rotor surface 
speed <110m/s, (b) synchronous cylindrical-rotor machines with a laminated rotor, rotor surface speed 
<130 m/s, (c) induction motors with a laminated squirrel cage rotor, rotor surface speed <200 m/s, (d) 
machines with a solid rotor, rotor surface speed < 400 m/s, (e) induction motors with a solid, copper- 
coated rotor, rotor surface speed < 550 m/s (a—d: Gutt, 1988; e: Saari, 1998) 
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are coated with copper cylinders. The cylinder is fixed on the rotor core by explosion welding, 
which guarantees a perfect mechanical joint between copper and steel. 

The limitations of materials decide the realistic upper limits for the power outputs of elec- 
trical machines. Present developments in large synchronous machines have led to notable 
outputs. Today, up to 1500 MW, 1500 min™! synchronous machines are designed as genera- 
tors of large nuclear power plants. For instance, the rotor dimensions of the nonsalient-pole 
synchronous generator in the new Finnish Olkiluoto 1793 MW nuclear power plant are D, = 
1.9m, /, = 7.8m. 

The length of the rotor is chiefly restricted by the critical angular speeds of the rotor. At 
a critical speed, the rotor has one of its mechanical resonances. There are several bending 
modes for the mechanics of each rotor. At the lowest critical speed, the rotor bends like a 
banana having two nodal points. At the second critical speed, the rotor bends into an S-shape 
with three nodal points, and so on. There are also torsional bending modes that may restrict the 
use of a rotor. Usually, the ratio of the length of the machine to the air-gap diameter x = //D is 
selected for operation of the rotor below the first critical rotation speed. This cannot, however, 
be guaranteed. For instance, large turbogenerators generally operate between different critical 
speeds. The maximum length of the rotor /max that guarantees operation below the first critical 
speed is defined according to Wiart (1982) 


5 so ee 
ni lsd es (6.38) 
kKQ2Q\ oS 


where 


Sis the area of the cross-section of the cylinder (m7), 

Eis the modulus of elasticity (Young’s modulus) of the rotor material, typically 
190—210 GPa for steel, 

I is the second moment of inertia of area (m*), J = 1 (D3,, 

nis the order of the critical rotation speed, 

kis the safety factor (the ratio of the nth critical angular speed to rated angular speed), 

pis the density of material. 


— Di.) /64 for a cylinder, 


Example 6.5: Calculate the maximum length with a safety factor k = 1.5 for a smooth 
solid-steel rotor operating under the first critical speed, when the rotor diameter is 0.15 m 
and the rotor speed is 20000 min“. 


Solution: 


Tw /EI 
(ax = | — 
k&S2\ pS 


m™ - 0.154 
i 


oy) 200 GPa - 
— 2 
bare oe ] 20 


000 
1.5 ———-27 
60s 


In this theoretical case /max/r; = 10. In practice, the rotors have slits and low-diameter 
shafts for bearings and so on, which reduces the [max/r; ratio. 
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Table 6.5 Typical xy = /’/D ratios for different electrical machines 


Asynchronous 
machines Synchronous machines, p > 1 Synchronous machines, p = 1 DC machines 
™ ™ 0.8 — 1.6 
xX * ——/P Xe AP x=1-3 | reas 
2p 4p P 


If we employ the safety factor in the yield k,, we obtain for the ratio of the length of the 
rotor to the radius, using Equations (6.23) and (6.38), 


Loe Mee af Goes 
— = 6.39 
Ks en kK V 4omec ( ) 


This equation yields the maximum length of the rotor after the permitted rotor radius has been 
defined with Equation (6.23). /max/r; 1s not a function of rotation speed. If a solid-steel rotor 
rotates below the first critical rotation speed, the ratio should usually be //r, < 7. In practice, 
the ratio is often //r, © 5. In the above-mentioned Olkiluoto generator //r, © 8.2. 

In standard machines, the ratio of the equivalent machine length to the air-gap diameter 








(6.40) 


[' 
X~ DH 


varies within rather tight limits (see Table 6.5). 


6.4 Air Gap 


The length of the air gap of a machine has a significant influence on the characteristics of an 
electrical machine. In machines in which the magnetizing current is taken from the supply 
network, the length of the air gap is dimensioned to produce a minimum magnetizing current 
and, on the other hand, an optimal efficiency. In principle, a small air gap gives a low magne- 
tizing current, while the eddy current losses of the rotor and stator surface increase because of 
permeance harmonics created by the open or semi-closed slots. A small air gap also increases 
the surface losses in the rotor caused by the current linkage harmonics of the stator. Although 
the air gap is of great significance, no theoretical optimum has been solved for its length, but 
usually empirical equations are employed instead in the definition of the length of the air gap. 
An air gap 6 of a 50 Hz asynchronous machine can be calculated in metres as a function of 
power P with the equations 


_ 0.2+0.01 - P%*4 


1000 m, whenp=1, (6.41) 


0.18 +.0.006 - P°4 


1000 m, whenp>l. (6.42) 
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P must be in watts. The smallest technically possible air gap is approximately 0.2mm. In 
drives for extremely heavy duty, the air gap is increased by 60%. In machines with an 
exceptionally large diameter, an air-gap ratio of 6/D ~ 0.001 has to be selected because of 
the mechanical properties of the frame and the shaft of the machine. 

In frequency converter drives, the air gap may be increased similarly as in heavy-duty 
drives (60% increase) to get lower rotor surface losses. In large machines with prefabricated 
windings and open slots, the air-gap length must be selected high enough (60—100% increase) 
to reduce pulsation losses. 


Example 6.6: What is a suitable air gap for a 110 kW, six-pole, heavy-duty induction 
motor? 


Solution: 


0.18 + 0.006 - P°* 16 0.18 + 0.006 x 110000°7 
rp = |COC0- 
1000 1000 


5 = 1.6 m = 1.285 x 107° m. 





If an asynchronous machine is designed for high speeds, to avoid excessive iron losses in 
the stator and rotor teeth, the air-gap length has to be increased considerably from the value 
obtained with Equation (6.41) or (6.42) for a standard electric motor. Also, frequency con- 
verter motors may have a larger air gap than motors started direct on line. If a high-speed 
machine is equipped with a solid rotor, the air gap has to be designed with special care, since 
the losses at the surface of a solid rotor decrease radically when the air gap is increased, 
whereas an increase in the magnetizing current in the stator leads to a notably smaller in- 
crease in the losses. A suitable value for the length of the air gap has thus to be determined 
individually in each case. 

In DC and synchronous machines, the air gap is basically defined by the permitted armature 
reaction. We have to ensure that the armature reaction (flux caused by the current linkage of 
the armature) does not reduce the flux density excessively on one side of a magnetic pole. To 
meet this condition, the current linkage of the field winding has to be higher than the current 
linkage of the armature 


Or > Og. (6.43) 
This condition may be rewritten for DC machines as 


Bs max 


1 
dkc = <ADCTp Aa. (6.44) 
[Lo 2 


On the left of (6.44), we have the field winding current linkage expressed with the no-load 
air-gap flux density, and, on the right, the armature current linkage expressed by the armature 
linear current density A, and the relative pole width apc. 
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Table 6.6 Coefficient y for the definition of the air gap of DC and synchronous machines 


Salient-pole constant air-gap synchronous machines y =7.0 x 107’ 

Salient-pole synchronous machines, the air gap of which is shaped y =4.0 x 107’ 
to produce a sinusoidal flux density distribution 

Nonsalient-pole synchronous machines y =3.0 x 107’ 

DC machines without compensating winding y =3.6 x 107’ 

DC machines without compensating winding and y =5.0 x 107’ 
commutating poles 

Compensated DC machines y=22< 10" 


The same condition for a synchronous machine is given as 


Bs 1 
—dkc => QSMTp Aa. (6.45) 
[Lo 2 


Then, the air gap of a DC machine must be 


Ag Ag 





1 
6 > ~apcHolp 5—— = Yt (6.46) 
Z ” Bs max ” Bs max 
and for synchronous machines 
5> Aa Aa (6.47) 
=O tpn — Vip a; : 
—_) SMLLO PB. y PB. 


where y (Table 6.6) includes, according the type of the machine, the relative pole width of the 
pole shoe apc or asm, (o and a constant 1/2. 


Example 6.7: A salient-pole synchronous machine with a no-load sinusoidal air-gap 
flux density has a stator linear current density of A = 60 kA/m, an air-gap flux density 
amplitude of 1 T and a pole pitch of 0.5 m. Find a suitable air gap for the machine. 


Solution: The sinusoidal no-load air-gap flux density of the machine results from a suitable 


pole shape that produces the sinusoidal flux density. Hence, y = 4 x 10~/ and we get 


A 2 60 000 
Se SA 10 05 0 01m. 





Synchronous reluctance machines must have a high inductance ratio, which suggests se- 
lecting a small d-axis air gap. To be able to compete with the performance of asynchronous 
machines, synchronous reluctance motors may have to be equipped with smaller d-axis air 
gaps than those in induction motors. However, if the air gap is made very small, the surface 
loss, because of permeance harmonics, may increase remarkably if high-quality rotor lamina- 
tions are not used. 
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In doubly salient reluctance machines, the aim is to construct as small an air gap as possible 
to achieve a high inductance ratio between the direct and quadrature position of the machine. 

In PMSMs, the air-gap length is determined by mechanical constraints. It is similar to 
those values encountered in asynchronous machines and can be calculated from Equations 
(6.41) and (6.42). The synchronous inductance depends on the air-gap length. Since the 
magnet length itself has a significant influence on the magnetic air gap of the machine, the 
synchronous inductance easily becomes low and the machine maximum torque high. How- 
ever, in some cases, the thickness of the magnet and even the length of the physical air gap 
must be increased to get a smaller synchronous inductance. Generally, the physical air gap is 
made as small as possible to save the amount of material in the permanent magnet. This holds 
especially for low-speed, high-torque permanent magnet machines. In higher-speed machines, 
the air-gap harmonic content may cause very high losses in the permanent magnet material or 
in the ferromagnetic material under the permanent magnets, and in such cases the air gap must 
be increased to keep the magnet temperature low enough. In a PMSM, the determination of 
the air gap and the thickness of the magnets themselves is thus a demanding optimization task. 

In rotor surface magnet machines, the magnetic air gap of the machine may be calculated 
as 


dpm = hpm/LMrpm + de (6.48) 


where /ipy is the rotor surface permanent magnet thickness, [1,pyy the permanent magnet ma- 
terial relative permeability and 6, the equivalent air gap, the physical air gap corrected with 
the Carter factor (6. = kcd). 

If the magnets are embedded, their effects in the reluctance of the magnetic circuit are 
somewhat complicated and have to be taken into account in the calculation of the effective air 
gap de¢. Numerical methods are often applied. 
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Design Process and Properties 
of Rotating Electrical Machines 


The design process of a rotating electrical machine can be carried out for instance in the 
following order. This procedure can be directly applied to asynchronous motors, but it is also 
applicable to the design of other machine types. 


1. The initial design parameters are checked. 

2. The tangential stress Ota, (Table 6.3) or the machine constant Cmmec (Figure 6.3) are deter- 
mined according to the power, speed and cooling method of the machine. 

3. The rotor size is determined according to the required torque (T = Otan/; (27r,/!) = 
20tanV,), See Equation (6.2). At the same time, a suitable ratio of the length and the air-gap 
diameter x (Table 6.5) is selected according to the machine type. This ratio, then, deter- 
mines the air-gap diameter D and the equivalent length /’ of the machine. If the machine 
has radial air-cooling channels, the stator is built of laminated stacks 40-80 mm long with 
10mm cooling channels in between. The equivalent length of the machine is then defined 
according to the rules given in Chapter 3. In the case of an axial flux machine, the diam- 
eter ratio of the machine decides the radial ‘length’ of the machine. The best theoretical 
diameter ratio (the ratio of the inner diameter of the stator to the outer diameter, D,/ Dy.) 
is approximately 0.6. 

4. A suitable air gap is defined for the machine (see Section 6.4). 

5. A suitable stator winding is selected for the machine. This is a decisive phase with respect 
to the final characteristics of the machine. A guiding principle is that a poly-phase winding 
produces the more sinusoidal current linkage, the more slots there are in the stator. The 
winding factors for a slot winding usually become lower for the harmonics as the number 
of slots increases (the current linkage of the winding approaches sinusoidal waveform). The 
limit value for this inference is the case in which there are no slots at all, but the winding 
is assembled straight into the air gap of the machine. Now, in principle, the current linkage 
created by the stator currents has a smooth distribution and, because of a long air gap, 
an optimum sinusoidal flux density distribution on the rotor surface. A slotless armature 
winding is typical in small and in high-speed permanent magnet synchronous machines. 
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Table 7.1 Recommended slot pitches for normal armature windings of 
different machine types 


Machine type Slot pitch, T,/mm 
Asynchronous machines and small PMSMs 7-45 
Synchronous machines and large PMSMS 14-75 
DC machines 10-30 


Leaving an asynchronous motor without slots would lead, as a result of a long air gap, to 
an excessive magnetizing current and therefore a poor power factor. 

A large number of slots increase the number of coils and also the price of the machine. 
Table 7.1 contains some recommendations for the slot pitch Ty. 

The lowest slot pitches occur in small machines, whereas the highest slot pitches are 
found in large machines. For instance, in a 4kW, 3000 min~! induction motor, the slot 
pitch t, of the stator is about 8.5mm. On the other hand, the slot pitch t, of the stator 
in a LOOKVA four-pole synchronous machine is about 16mm. In a low-speed 3.8 MW, 
17 min~!, direct-driven wind generator the slot pitch tT, is about 38mm (D = 5.2m, p = 
72). The largest slot pitches are suitable in direct water cooling. Bulky copper coils are 
difficult to cool if the machine is air cooled. 

When the winding type and the number of slots are selected, as a result the winding 
factors of the machine are also defined. The most important winding factor is the winding 
factor ky; of the fundamental. Simultaneously, attention must be paid to the winding factors 
of the winding harmonics. For instance, in a symmetrical three-phase machine, the lowest 
harmful harmonics are the fifth and the seventh harmonics. 

6. Since the tangential stress or the machine constant has already been selected, the air-gap 
flux density Bs has to correlate with the selected machine constant. The initial value em- 
ployed in the calculation can be selected according to Table 6.1. In permanent magnet 
machines, the air-gap flux density must be in a sensible relation to the remanent flux den- 
sity of the permanent magnet material. From the economic point of view of this material, 
the maximum air-gap flux density with permanent magnets should be about half of the 
remanent flux density, namely 0.5—0.6 T. Such low values should lead to a large machine, 
and hence remarkably higher values are also used in PMSMs. 

7. As the main dimensions, the winding method and the air-gap density have been se- 
lected, the required number of coil turns N can be defined with the desired emf. The emf 
Em = @W, induced by the air-gap flux linkage (WY, = JmLm) can first be estimated 
from the RMS value U; of the fundamental terminal voltage; for induction motors it is 
Em © 0.96 — 0.98U, and for generators E, © 1.03 — 1.06U. 


With synchronous machines and PMSMs, we first have to estimate the required E's or Epyy 
(cf. appropriate phasor diagrams in Section 7.2) which is crucial for the torque production of 
a synchronous machine. The stronger the armature reaction, the higher the values of E'¢ or 
Em have to be selected in order to reach an adequate power factor at the rated point. In syn- 
chronous machines with a strong armature reaction, EF, © 1.2 — 2U, and in permanent magnet 
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synchronous machines, typically, Epy ~ 0.9 — 1.1U,. It must, however, be remembered that 
values at the higher end of E's © 1.2 — 2U;, are fictitious values used in machine analysis. The 
values are not possible at no load since the machine magnetic circuit should saturate heav- 
ily. Even in high-armature-reaction machines, the no-load maximum voltage seldom exceeds 
Ey © 1.2 — 1.30. 

The main flux penetrating a winding varies almost sinusoidally as a function of time 


Aw 


On (t) = Oy sina. (7.1) 


Here ®,, represents the maximum value of the air-gap flux penetrating into a full-pitch wind- 
ing. According to Faraday’s induction law, the air-gap flux linkage W,, induces in the winding 
a voltage 


dW, is d@,, A 
j= ae = —wW,, coswt = LS ara = —Nk, oP» Cos ot. (7.2) 


In Equation (7.2), the peak flux linkage W%, is associated with the phase winding under 
observation. The peak flux linkage occurs at a time when the peak air-gap flux density Bs is 
on the magnetic axis of the winding. Similarly, we also define the peak flux ®p penetrating 
the winding. When the induced voltage is assumed sinusoidal, we obtain the RMS value of 
the air-gap voltage 


Em = em = —OkwN On (13) 


as was shown in Chapter 6. 

For the calculation, the peak value of the air-gap flux linking the winding has to be known. 
This value is calculated by integrating the flux density over the pole pitch (x-coordinate) and 
the equivalent length (y-coordinate) of the machine, Figure 7.1. In practice, this value may be 
calculated by defining the average value of the air-gap flux density (see Example 2.7). 


l' T, 
Din =| [ @saray. (7.4) 
0 


0 


The peak value of the air-gap flux by an integral of (7.4) assuming that the flux density 1s 
independent of the y-coordinate parallel to the axis of the machine is 


Da = aBstpl’, (7.5a) 
Dy = apm Bsr", (7.5b) 


where a; is a coefficient showing the arithmetical average of the flux density in the x-direction, 
which takes the value a; = 2/71 in a sinusoidal flux density distribution, Figure 7.1. 
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Figure 7.1 (a) Sinusoidal flux density distribution across a pole pitch, peak value Bs, average value 
a;B;. The cross-section of the flux density distribution is often somewhat flattened from the sinusoidal 
form because of saturation in the teeth. In the case of a sinusoidal distribution a; = 2/7 and in the 
case of a flattened distribution a; > 2/7t. (b) The air-gap flux behaviour with a rectangular permanent 
magnet 


In PMSMs, the magnets are often installed on the rotor surface. If the magnets have an 
equal thickness over the pole pitch, the flux density in the air gap 1s more or less rectangular, 
and the average flux may be defined by the relative magnet width apy = wpy/Tp. In such a 
case, in Equation (7.5a), apy 1s used instead of a;. Rotor surface magnets may, of course, be 
given a form that produces a sinusoidal flux density. Embedded magnets and a suitable pole 
shoe shape may also give a sinusoidal flux density in the air gap. In such cases, the average 
flux density is again close to a; = 2/7. 

If the machine is dimensioned in such a way that its iron parts saturate at the peak value of 
the flux density, the flux density distribution is flattened. In ordinary network-supplied induc- 
tion motors, both the stator and rotor teeth are saturated at the peak value of the flux density. 
This leads to a higher reluctance of these teeth when compared with other teeth, and thus 
a; takes notably higher values than the value corresponding to a sinusoidal distribution. The 
factor a; has to be iterated gradually to the correct value during the design process. The value 
a; = 0.64 of an unsaturated machine can be employed as an initial value, unless it is known 
at the very beginning of the design process that the aim is to design a strongly saturating ma- 
chine, in which case a higher initial value can be selected. The theoretical maximum value of a 
maximally saturated machine is a; = 1. In practice, ~; = 0.85 is usually not exceeded. In that 
case, the magnetic potential difference Om.ds + Ck in the stator and rotor teeth is already 
higher than the magnetic potential difference Om.s of the air gap. To simplify the machine 
design, the factor aw; can be determined beforehand for different phases of saturation. Figure 
7.2 illustrates a; as a function of saturation factor Kgat: 


Om.ds - O wails (7 6) 


Kay = 
m,d 
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Figure 7.2 Effect of the saturation factor on the factor a; of the arithmetical average of the flux density. 
The more the teeth of the machine are saturated, the higher the value of aw; becomes 


This factor simply takes the teeth into account because their possible saturation is the main 
reason for the flattening of the air-gap flux density distribution. 


Example 7.1: Find the average flux density factor for an induction machine having 
Um.ds + Umar = 105 +95 A = 200A and Uns = 800A. 


Solution: 


Om.ds + Om.dr 200 A 
K sat = 


Ums 800A 


= 0,25. 


According to Figure 7.2, the average flux density value is a; = 0.72. 





We may now calculate from Equations (7.3) and (7.5a) the required number of coil turns NV 
in the phase winding of the machine 


2 Oo, 7.7 
woky1 Pm Wk 10; B 5 Tl’ ( 
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Note that the peak flux ®,, is calculated per single pole. In a symmetrical machine, the flux 
of each pole is of equal magnitude. N is the number of coil turns in series needed for the 
assembly. This number can also, if required, be divided into several pole pairs. If there are 
two pole pairs in the machine, for instance, they can be connected in parallel if desired, the 
number of turns now being N in both pole pairs. The number of parallel paths in such a 
case is ad = 2. If the pole pairs are connected in series instead, the number of turns becomes 
N/2 for both pole pairs, the total number being NV. If possible, it is advisable to connect the 
coils in series, since in that case the possible asymmetries between the pole pairs do not cause 
circulating currents in the machine. 


8. Next, we have to find a suitable integer closest to the previously calculated number of turns 
N. Ina phase winding, there are N turns in series. A single coil turn is composed of two 
conductors in slots, connected by the coil ends. In a single-phase winding, there are thus 
2N conductors in series. With m phases in a machine, the number of conductors becomes 
2mN. There may be a number of a parallel paths in a winding, in which case the number 
of conductors is 2amN. The number of conductors per slot becomes 


2am 


Here Q is the slot number of either the stator or the rotor (in a slip-ring asynchronous motor 
or a DC machine). zg has to be an integer. When rounding Zq off to an integer, we have to 
pay attention to the appropriateness of the slot number Q and the number of parallel paths a 
to avoid too large a rounding-off. After rounding-off, a new number of turns N is calculated 
for the phase winding. 

In some cases, especially in low-voltage, high-power machines, there may be a need to 
change the stator slot number, the number of parallel paths or even the main dimensions of 
the machine in order to find the appropriate number of conductors in a slot. 


9. The selected number of turns for the phase winding has an effect on the value Bs of the 
air-gap flux density. A new value can be calculated with Equation (7.7). 





Example 7.2: Find a suitable number of stator turns for the motor in Example 7.1 with 
m=3,p =2,Bs =1T,l' =0.2m, t = 0.2m, f = 50 Hz, phase voltage Us », = 400 V 
and g = 4 with no short pitching. 


Solution: In the previous example, we found the average factor a, = 0.72. The fundamen- 
tal winding factor for a g = 4 machine is 0.958. Now, we find for the number of turns 
in series 


V2Em | V2 - 0.97 - 400 
wkya,Bstpl’  27¢- 50 - 0.958 - 0.72 - 1 - 0.2 - 0.2 


= 63.3. 


The number has to be divisible by pg = 8. Hence, we select NV, = 64. If the pole pairs 
are connected in series, we have 32 turns in both of the pole pairs, which gives zg = 8 
conductors per slot. If the pole pairs are connected in parallel, we get 64 turns per pole 
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pair and zg = 16 conductors per slot. If a series connection is possible, it is always safest 
to select it, because with parallel paths, there exists a possibility of circulating currents if 
any nonsymmetries are present in the construction. As the number of turns is very close 
to the theoretical value of 63.3, the change in the air-gap maximum flux density is small. 
The new value is Bs = 0.99 T instead of 1 T. 





10. The air-gap flux density Bs being determined, the stator and rotor teeth are dimensioned 
next. The flux densities of the stator and rotor teeth are chosen for normal machines ac- 
cording to the permitted values presented in Table 6.1 In high-frequency machines, it may 
be necessary to select values notably lower than the values presented in Table 6.1 to avoid 
excessive iron losses. When the apparent reference flux densities are selected for the stator 
and rotor teeth, the widths bg, and bg, are calculated for the stator and rotor teeth using 
the selected flux densities at the teeth. 

11. In order to determine the dimensions of the stator and rotor slots, we have first to estimate 
the stator and rotor currents. In synchronous and asynchronous motors, the stator current 
I, is obtained with the shaft power P, the stator phase voltage Us pn, the efficiency 7 and 
the power factor cos @ 


P 
SS (7.9a) 
mnuUs ph COS @ 


We have to estimate the efficiency 7 and, for induction motors, also the power factor. For 
synchronous motors, the power factor is a design parameter. 
The stator current of generators is 


P 
= (7.9b) 
MmUs ph COS P 


where P is the electric output power. For synchronous generators, the power factor cos @ is 
a design parameter, and for induction generators it has to be estimated in this phase of the 
design process. 

In an induction motor, the rotor current referred to the stator is approximately of the same 
magnitude as the real component of the stator current (since the magnetizing current flows 
only in the stator) 


I’ = I, cos @. (7.10) 


The real rotor current is defined by the transformation ratio between the rotor and the stator. 
The current of the bar of the cage winding of an induction motor is written as 


PA = es. (7.11) 


The relationship between the rotor current and its equivalent in the stator winding will be 
given in (7.46). 
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Example 7.3: Calculate the rotor bar current in a motor with O, = 36, QO, = 24, a = 2, 
Zq = 16, 1, = 40A, cos g = 0.84. 


Solution: 


6 36 


1 
I, 2 1.0 y = —~40-0.84A = 403 A. 


a 2 24 





Here we see that the rotor bar currents are really large. 


The armature current of a DC motor is determined by an equation resembling Eq- 
uation (7.9a) 


Le (7.12) 


The magnetizing windings of a salient-pole synchronous machine and a DC machine 
are salient-pole windings and are thus not inserted in slots. The magnetizing winding of a 
nonsalient-pole synchronous machine is a slot winding, but the space required by it can be 
defined only when the total magnetizing current of the machine has been calculated. 

When the stator and rotor currents have been resolved, the areas of the conductors become 
S-. The resistive losses of the windings are chiefly determined by the current densities J, 
and J, of the stator and rotor windings. In standard machines, the values in Table 6.2 can be 
employed. The number a of the parallel paths has also to be borne in mind: 








Scs = deo = ; (7.13) 


The areas S,, and S,, of the stator and rotor slots are now obtained by taking the space 
factors kcy,; and kcy,; of the slot into account 


ZQs Ses ZOrScr 
Sa — ar 9 Sui — >. 7.14 
° keu,s keur ( 


The space factor kc, of the slot depends principally on the winding material, the voltage level 
and the winding type of the machine. The windings of small electrical machines are usually 
made of round wire. In that case, the space factor of an insulated wire in a free slot (with the 
area reserved for the slot insulation subtracted) varies, depending on the quality of winding 
assembly, from 60 to 66%. 

The space factor value is, however, defined for noninsulated slots. Values of kcu,s € 
(0.5, 0.6) are typical for low-voltage machines. The lower limit is for round enamelled wires 
and the upper limit for ideal prefabricated rectangular windings in low-voltage machines. 
In high-voltage machines, the insulation takes more space and the slot space factor varies, 
kcu,s € (0.3, 0.45), the lower value being for round wires and the upper for rectangular wires. 
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Figure 7.3 Stator tooth and two semi-closed stator slots and their main dimensions. /,, is the stator 
yoke height. The slot depth equals the tooth height h, = hg 


The armature winding of large machines is usually constructed from preformed copper. 
When using square wire or a prefabricated, preformed winding, the space factor is somewhat 
better than the space factor of a round wire winding. 

If aluminium bars are die cast in the induction motor, the space factor becomes key, = 1 
(Zor iS also now Zo, = 1). If a cage winding is produced from copper bars by soldering, a 
clearance of about 0.4mm in width and | mm in height has to be left in the rotor slot. This 
clearance also decreases the space factor. 

In point 10, the widths bg, (Figure 7.3) and bg, of the stator and rotor teeth have been 
selected such that the selected permitted flux densities are located at respective teeth at the 
peak value of the flux density. 

When the air-gap diameter and the teeth widths have been selected, the width of the slot is 
automatically known. The height h, of the slot is always equal to the height of the tooth, and 
it is selected to reach the area S,, required for the winding and the insulation. 


12. When the air-gap diameter, the air gap, the peak value of the air-gap flux density and 
the dimensions of the stator and rotor slots of the machine are known, we may start to 
calculate the magnetic voltages over the air gap and the teeth. An exact definition of the 
magnetic voltages in these areas requires an analysis of the flux diagram in the respective 
areas. The manual solution of a flux diagram is a difficult task; however, with sufficient 
accuracy, the calculations can be made to estimate the line integral of the field strength H 
in this area 


U4 = [aa (7.15a) 
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Figure 7.4 The apparent peak value d', of the stator tooth flux is obtained by calculating the flux at 
the distance of a tooth pitch at the peak value of the flux density. We see that a part of the flux flows 
along the air space of the slot as the teeth saturate. In the analysis, the tooth in the middle of the figure 
occurs at the peak value of the air-gap flux density of the entire machine. In the middle of the tooth, 
the field strength H and the differential section d/ of the integration path are parallel, and therefore the 
integration is easy 


The magnetic voltage Uy, is calculated for each section individually. For instance, the flux 
diagram in Figure 7.4 is analysed. Figure 7.5 shows the basically corresponding flux density 
and a field strength distribution at the middle tooth. 





Example 7.4: Calculate the magnetic voltage and 50 Hz losses of an induction motor 
stator tooth of height 4g, = 0.025 m with a constant width bg, = 0.01m and slot pitch 
Ty = 0.02 m when the air-gap flux maximum density is 0.8 T. The stator material is M470- 
SOA (see Appendix A). The stator lamination space factor is kp. = 0.97. The length of the 
stator stack is / = 0.15 m. 


Solution: The apparent flux penetrating the slot pitch is D', = Bst,l' = 0.8T-0.02m- 
l’ = 0.016 -/' Vs/m. The apparent tooth flux density 


Aw Nw V 
Ba = &',/(baskvel’) = 0.0161’ — / (0.01 m- 0.97 -1') = 1.65T. 
m 


The corresponding field strength in M470-50A is Hg © 4400 A/m. The magnetic voltage 
in the tooth is Uma = [ Ha - dl ~ 4400 A - 0.025 m = 110A. The corresponding flux den- 
sity in the adjacent slot is 4400 A - 4g = 0.0055 T. As this value is so small, we neglect 
the effect of the flux in the slot. If the flux density in the tooth were higher, the effect of 
the flux in the slot would be taken into account (see Section 3.3.1). 

M470-S0A indicates that the material loss is 4.7 W/kg at 50 Hz and 1.5 T. The volume of 
the tooth is Vy = Aasbasl = 37.6 x 107° m? and the density of the material is 7650 kg/m?. 
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As the space factor is kpe = 0.97, we have the weight of the tooth as mp, = 0.278 kg. In 
induction machine stator teeth, the loss coefficient kpe,, = 1.8 (Table 3.2), and hence we 
get the loss in one tooth, according to Equation (3.78), as 


W /(1.65T 


i 2 
B 2 
Pre —= Kren P15 (3) MFen = 1.8 -4.7— () 0.278 kg = 2.85 W. 


LST kg 





13. The factor a; and the saturation factor k,, were defined in point 7. Recall that the factor 
a; was given as a function of the factor k,a; in Figure 7.2. Now, we have to check the satu- 
ration factor and determine a new q;. If a; does not correspond with sufficient accuracy to 
the factor selected in the initial phase of the calculation, the peak value Bs of the air-gap 
flux density has to be recalculated according to Equation (7.7) because N is now fixed. 
Simultaneously, the flux density values of the stator and rotor teeth have to be corrected, 
and new magnetic voltages have to be calculated for the teeth and the air gap. The factor 
a; has to be iterated gradually to a correct value. For PMSMs with rotor surface magnets 
of uniform thickness, this step is not valid. 

14. The flux density maxima Bys and Byr of the stator and rotor yokes are selected according 
to Table 6.1. With the peak value of the flux of the machine, together with the flux density 
peaks Bys and Byes we are able to determine the heights h,, and /y, of the rotor and stator 
yokes that realize the selected flux density maxima. 

15. When the air-gap diameter D,, the heights hg, and hg, of the teeth, and the heights hy, and 
hy, of the stator and rotor yokes are known, we obtain the outer diameter D,. of the stator 
and the inner diameter D,; of the machine; cf. Figures 3.1 and 3.2. 

16. Now all the main dimensions of the machine have been determined, next we have to 
check the magnetic voltages required by different parts of the machine. The sum of the 
magnetic voltages has to be covered by the current linkage © produced by some (or 
multiples) of the windings or by permanent magnets. Magnetizing is accomplished by 
different methods in different machines. A DC machine is magnetized with a separate 





——> —->» 
Bb, T H, A/m P;./V, W/m? 


Figure 7.5 Principle of the flux density distribution B of a nonuniform stator tooth, the absolute value 
of the field strength H and the iron loss density Pp./V on the integration path in the middle of the tooth 
in Figure 7.4. The curves are derived according to the stator tooth flux, the local tooth width and the BH 
curve of the tooth material 
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field winding or permanent magnets, whereas an induction machine is magnetized with 
the magnetizing current of the stator winding, or a synchronous machine with the current 
of the rotor field winding or by permanent magnets, and so on. 


In this book, systematically, half of the magnetic circuit is calculated (e.g. half of the stator 
yoke, one stator tooth, one air gap, one rotor tooth, half of the rotor yoke). The magnetic 
voltage sum of half of the magnetic circuit has to be covered by the current linkage amplitude 
produced by the rotating-field winding or by the current linkage of one pole winding of an 
excitation winding or by one permanent magnet. 

At this point, the height Ap), of the permanent magnets is calculated. The magnetic voltage 
sum of the magnetic circuit is 


, ~ nH ny 0 
Om, tot = H.hpm = Um,be + Umds + — Bpyhpm i se + ee 











7.15b 
B, 2 2 ( ) 
from which 

. . Om Cin 

UO rase =e Oars ai a a 7 
hpy = =< <7... —_—"— (7.15c) 

Cc 
Hy, — BoM 


A stator rotating field produces the fundamental current linkage of amplitude 0,, = 
mkwiN wv 21, /(7p) according to Equation (2.15) modified for the fundamental component. 
The required magnetizing current can be calculated by keeping the sum Up tot of the magnetic 
voltages of half the magnetic circuit equal to the amplitude ene = ©,,. Now we obtain the 
RMS value of the stator magnetizing current 


nN 


Um, tot TP 
mkwiNs/2 . 


For machines magnetized with pole windings, the calculation of the no-load magnetizing 
current 1s a simple task, since the current linkage of a single pole winding is N¢/s. This, again, 
has to equal the sum of the magnetic voltages of half a magnetic circuit. When dimensioning 
a synchronous machine excitation winding, for instance, it must be remembered that the pole 
winding must also capable of compensating for the armature reaction and, hence, the amount 
of copper must be large enough to carry a much larger current than at no load. 


Te mag — 


17. Since the dimensions have been defined and the winding has been selected, the resistances 
and inductances of the machine are now calculated. The magnetizing inductance was 
discussed in Chapter 3, the leakage inductances in Chapter 4 and the resistances in Chapter 
5. With them, the equivalent circuit parameters of the machine per phase is obtained. Now 
the losses, efficiency, temperature rise and torques of the machine can be determined. 


In Figure 7.5, the iron losses in the teeth are solved by manual calculations. The frequency 
of the flux density alternations corresponds in principle to the rated frequency of the machine. 
The specific power loss (W/kg) corresponding to this frequency and the peak flux density can 
be checked from the manufacturer’s catalogue, and then a dissipation power density curve 
can be constructed corresponding to the flux density curve of Figure 7.5 for the determination 
of losses in a single tooth, when the weight of the tooth is known. Using the same principle, 
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all the iron parts of the machine can be analysed. Since stresses and burrs occur in punched 
plates, and since the shaped parts on both sides of the air gap cause flux pulsations, there are 
notably higher losses in the teeth and also in other iron parts of the machine than the power 
loss calculated with the base frequency would suggest. Further, the power losses given by the 
manufacturer are presented for AC magnetizing, not for rotating magnetizing, which is the 
dominant form of motion of the field in the stator yoke. These facts have led to the utilization 
of the empirical factors in Table 3.2. 

These factors in Table 3.2 are used to correct the iron loss calculations in the most signifi- 
cant parts of the magnetic circuit of a machine. In machine design, special attention must be 
paid to the fact that the frequencies in all parts of the machine are not equal. In the stators of 
rotating-field machines, the base frequency is the input frequency /f, of the machine. How- 
ever, in the teeth of the stator and the rotor, high-frequency flux components occur, which are 
based on the motion of the teeth with respect to each other. For instance, in the rotor of a 
synchronous machine, the base frequency is zero, but other pulsation losses occur on the rotor 
surface because of stator slotting. 

Resistive losses are defined with the methods discussed in Chapter 9 by determining the re- 
sistances of the windings. Following the definition of the iron and resistive losses, the windage 
and friction losses and the additional losses of the machine can be defined according to the 
guidelines given in Chapter 9. Now the efficiency of the machine has been resolved. The ther- 
mal rise, on the other hand, finally determines the resistances of the machine, and thus also 
the resistive losses, and therefore the heat transmission calculations should still be carried out 
before the analysis of final losses of the machine. 

The previously discussed calculation procedure can be illustrated in compact form by the 
flow chart in Figure 7.6. 

Next, some special characteristics of the calculation of the most common machine types 
are discussed. 


7.1 Asynchronous Motor 


An induction motor is the most common motor type applied in industry. Usually, the rated 
output powers follow a geometric series, in which the ratio of rated output powers is approxi- 
mately 4/10. The ordinal n of the root defines a power series that can be denoted ‘a series n’. 
Typically, the series 5, series 7 and series 9 are employed. Different series are employed at 
different power ranges. The recommended power ranges are given in Table 7.2. 

The output powers of induction motors do not strictly follow the recommendations. Usually, 
the rated powers of the motors below 1000 V are the following: 0.18, 0.25, 0.37, 0.55, 0.75, 
1.1, 1.5, 2.2, 3.0, 4.0, 5.5, 7.5, 11, 15, 18.5, 22, 30, 37, 45, 55, 75, 90, 110, 132, 160, 200, 
250, 315, 400, 450, 500, 560, 630 and 710 kW. We see that also at the lower end of this power 
series, the series 7 1s approximately followed. Machines above 710 kW are often constructed 
for high voltages, however, with an inverter drive; for instance, even a power of 5 MW can be 
reached with a 690 V voltage. 

Each rated voltage has an optimum power range, the lower and upper limits of which should 
not be exceeded if a favourable construction is to be produced. If the voltage is excessively 
high with respect to the power, the conductors become rather thin, and the number of turns 
increases drastically. In the opposite case, the winding has to be made of preformed copper, 
which increases the winding costs. In the above series, 630kW is, typically, the limit for 
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1. set the starting values of the machine 


2. determine a suitable tangential stress o,,, 
or machine constant C,,.. 


3. select a suitable length ratio y, D and /' 
4. define a suitable physical air gap 6 


5. select a winding, define Q,, Q., and k,, 


6. define an air gap flux density B : 
7. select a, and the number of coil turns NV 


8. seek a coil Zo for a slot and then a new NV 


9. define a new B, 


10. define the teeth widths 5, 


11. define the teeth heights h, 


12. define the magnetic voltages of the teeth 


13. define a new @. If the accuracy is not a 
sufficient, return to 9. 


14. define the flux densities in the yokes 


15. define rest of the diameters of the machine 


16. define the total magnetic voltage 
U4, of the magnetic circuit 


m,tot 


17. define all required machine characteristics 
of the dimensions solved above 


Figure 7.6 Design process of a rotating electrical machine in brief. This chart was originally intended 
for induction motor design but may also be applied to other rotating-field machine types. The factor a; 
behaves in a different way, especially in surface permanent magnet machines. The relative magnet width 
may be used as an initial value for a; in PMSMs with rotor surface magnets of uniform thickness 


Table 7.2 Power series of induction motors 


Series (n) Power ratio (/ 10) Power range/kW 
5 1.58 <1.1 
7 1.39 1.1-40 


9 1.29 >4 


=) 
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(b) 


Figure 7.7 (a) Six-pole fundamental current linkage propagating at a physical angular speed {2 = 
w/3, and (b) a two-pole fundamental, propagating at a speed (2 = w. If the angular frequency w of the 
input current is equal in both windings, the current linkage propagates in a six-pole winding locally at 
one-third speed when compared with the flux of the two-pole winding. Both distributions propagate one 
wavelength during one supply frequency period, which explains the propagation speed difference. The 
influence of the number of pole pairs on the rotation speed of a machine is based on this fact 


a 400 V machine. The rated current of such a machine is about 1080 A, which is a value 
that can be considered a practical maximum for the rated current of a direct-on-line (DOL) 
induction motor. The starting current of such a machine may reach even 10kA. According 
to the IEC 60034-1 standard, the minimum rated output is 100 kW for a rated voltage Ux = 
1-3 kV, 150 kW for Uy = 3-6kV, and 800 kW for Un = 6-11 kV. 


7.1.1 Current Linkage and Torque Production of an Asynchronous Machine 


The poly-phase stator winding of a rotating-field machine creates a magnetic flux wave prop- 
agating in the air gap, when supplied with a symmetric poly-phase current. Figure 7.7a illus- 
trates a fundamental wave v = 1 of asix-pole machine. Figure 7.7b illustrates the fundamental 
of a two-pole machine. 

The amplitude of the vth harmonic of a current linkage created by an m-phase winding is 
written analogously to Equation (2.15) 





A m kwoNs- 
QO, =~. l, 

TM wv 

“ 7 ‘ 2 ss Art (7.16) 
ly =I1cosat, iv = feos (wr ~ =), iy = feos (we ~ S*). 


When a three-phase winding is fed with symmetrical three-phase currents iy, iv, jw, we 
obtain, according to Figure 7.7, the fundamental current linkage propagating in the air gap, 
depending on the structure of the winding. 

The current linkage harmonic can thus be expressed as a function of time and position angle 
a (Figure 7.8) as 


9, =O, lot —va = 0, (7.17) 
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oH 
H,+—da 
A 0a 







two-pole linear 
current density 


A (a)] JA@ 





(a) (b) 


Figure 7.8 (a) Linear current density A(q@), its fundamental A;(q@) and its integral, the current linkage 
© (a). (b) The linear current density A; created by the poly-phase currents of a two-pole rotating-field 
stator. Only the fundamental harmonic of the linear current density is illustrated. The linear current 
density creates field strength in the air gap and a corresponding flux density. In this figure, the linear 
current density is illustrated as poles in (a), the height of which is the slot current divided by the slot 
opening width. A = Zg/l/b, 


This current linkage is exerted on half of the main magnetic circuit, that is a single effective 
air gap der including the influence of the iron (cf. Chapter 3, Equation (3.56)). The flux density 
created by the stator current linkage is inversely proportional to the effective air gap. The vth 
flux density harmonic is written as 





Bs, = 6, — B,, lot —va = Bs,ei@t—), (7.18) 
ef 

Po (7.19) 
def TM VD 


This harmonic represents the flux penetrating the air gap, the peak value of which is 








‘ D,l’ » WED Key. x 
By = By, = PE i. (7.20) 
vp Tp~defV 
The peak value of the total air-gap flux is the sum 
SEOO aS 
s A LomDgl’ _ 4 Keisy LomDgl'kyt 
Oo. — Poy =———__N yy Nj. 7.21 
m m LL * on, Ne (7.21) 


v=1 
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The series converges so rapidly that it normally suffices to take only the fundamental into 
account in the calculation. The composition of the main flux of the fundamental and harmonics 
is illustrated by Equation (7.21). It is worth remembering that the harmonics analogously 
induce a voltage of base frequency in the windings of the machine. 

A current is supplied to the windings mounted in the slots of the machine. The slot currents 
can be replaced with sufficient accuracy by a slot’s local linear current density values A, of 
the width of the slot opening b,: 


I 
A= a at the slot opening, elsewhere A = 0. (7.22) 
1 


Note that in some cases in this book (e.g. in Tables 6.2 and 6.3), for convenience, the 
linear current density is defined as an RMS value of the fundamental component of the linear 
current density. In some cases, a step function A, = Zg//T, is also used. The amplitude of the 
fundamental component of the current linkage is nevertheless the same. 

We may also assume that the slot opening width is infinitesimal. In such a case, by inte- 
grating the linear current density values we obtain a stepped current linkage function O(a) 
varying as a function of the periphery electrical angle a. The current linkage waveform has 
an electrical phase shift of 7t/2 compared with the fundamental linear current density, Figure 
7.8a. The linear current density distribution can be developed into a Fourier series. Each term 
v in the series produces a corresponding flux density harmonic as a function of position. Fig- 
ure 7.8b illustrates a linear current density A, of this type on the inner surface of the stator. 
An axial current A,r da flows in an element of the equivalent rotor length /’ of the cylinder 


da Ds, 
di, = Ayr— = A,—da. (7.23) 
p 2p 


Here da/p is used, since the angle a obtains values from 0 to p27t as the rotor periphery is 
traversed. 

When the effective air gap 6, is notably smaller than the radius of the rotor (de, <r), the 
air-gap field strength H,, can be assumed constant in the direction of the radius r. According to 
the penetration law, when travelling along the path a—b—c—d—a of the length /, the rotor being 
currentless, we obtain 





0H, Dy, 
A, di = Aydbep — | Ay + da } dep = Ay —da. (7.24) 
Oa 2p 


Here, we obtain the linear current density 


2 Poder OA, _ 2 Poder OB, _ 2p 00, 
D, da oD, da Dy, da’ 

















A= C725) 


D, is the stator bore diameter and p is the number of pole pairs. By substituting the differential 
of the current linkage (Equation 7.17) into this equation, we obtain a basic equation for the 
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linear current density, which is phase shifted by 7t/2 with the current linkage 
Ay = A, jot —va+7/2, (7.26) 


where 


- 2 kwsv Ns + 
A, = ae LS 


v 


— TT 
mDs, vp ( 


The local slot currents are, hence, replaced with an imaginary, infinitely thin, linear current 
density. The linear current density creates a current linkage, which is phase shifted by 90 
electrical degrees to the linear current density. The flux density distribution (7.18) created by 
the current linkage is, however, in the same phase as the current linkage distribution. 

A current flows in both the stator and rotor windings of an asynchronous machine operating 
under load. Both currents create a current linkage of their own, and therefore the current 
linkage exerted on half of a magnetic circuit is the sum of these two linkages 


Om (@) = O; (4) + Os (@). (7.28) 


This sum creates the real magnetic flux density in the air gap. When the machine is linearized 
for the calculations, also the local flux densities can be superposed. Now we obtain for the 
air-gap flux density 


Bs (a) = Bi(a) + BQ). (7.29) 


The imaginary flux densities B{ (a) and Bi (a) presented here cannot be measured, yet they 
can be calculated as follows: 


a 


Bi(a) = ~°@,(a);  Bi(a) = s 


O, (a). (7.30) 

def 

Figure 7.9 illustrates a linear current density on the boundary of the rotor and air gap. At 
an arbitrary position a of the air gap, the differential current is written as 


dI (a) = A(@) 5 (7.31) 


The prevailing linear current density at the position aw can be defined according to Equation 
(7.26). The air-gap flux density vector field Bs and the rotor current / dl (where / is the unit 
vector in the rotor axis direction) are perpendicular to each other and, according to Lorentz 
force equation, they cause a peripheral force element dF parallel to the tangent to the cylinder 





dF (a) =1'Bs (a) dI (a) = aA (a) Bs (a) da. (7.32) 


For simplicity, D, ~ D, * D ® 2r is used in the following. 
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Figure 7.9 Definition of the torque T acting on the rotor. The torque is defined with a peripheral force 
dF exerted on the linear current density element / dl 


Since the peripheral forces are tangential everywhere, their vector sum around the rotor 
is zero, yet they can be employed in the calculation of the torque. The peripheral force of 
a machine is solved by line integrating dF around the surface of the rotor over an angle 
27tp. Simultaneously, we obtain the electromagnetic torque of the machine by multiplying the 
obtained force by the diameter of the rotor radius (r ~ D/2) 


27 p 


D?I' 
= —— | A(a)Bs5 (a) da. (7.39) 


T. 
em 4p 


This result is in line with the results found in Section 1.5 where the tangential stress was first 
studied based on the Lorentz force. 

The fundamental v = | of the linear current density of the rotor is solved by substituting 
the rotor current into Equations (7.26) and (7.27), and by taking into account the angular 
difference ¢, of the linear current density of the rotor with respect to the stator current linkage 


A, =A,|ot -a—-¢+7/2, (7.34) 
where 


Kegan — 1 = — Ka lV ole (7.35) 
mam D 
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¢, represents the phase angle of the rotor caused by the rotor impedance 
R, + SjOsLro = Zr |b - 


The real air-gap flux density follows Equation (7.18). When the elements are substituted in 
Equation (7.33), we may write the electromagnetic torque of the induction machine (see also 
Equation 6.2) as 


AB; COS ¢, 
—___—__—_——/ 


LS RDO ST! 5 


TU 144 
= 4? [ABs cos ¢;. (7.36) 


In (7.36), the peak values of the fundamental distributions of A and Bs are used. That is why 
the result must be divided by two. Note also that cos ¢, corresponds to the rotor power factor. 
In Chapter 6, Equation (6.1), we have cos g, which corresponds to the stator power factor. In 
Equation (1.115) instead, there is no angle involved, since instantaneous local values are used. 

In principle, Equation (7.36) is the same equation we discussed previously in the definition 
of tangential stress in Section 1.5. This is a general torque equation based on the Lorentz 
force and derived from the flux and current distributions of the machine. Formally, the equa- 
tion is valid for all machine types. The torque acts upon both the rotor and the stator with 
equal magnitude but in opposite directions. When Equation (7.36) is repeated for stator quan- 
tities, it may be applied to any rotating-field machine type. For example, if a synchronous 
machine is operating with an overlapping linear current density and flux density distributions 
— which are found close to stator unity power factor — the electromagnetic torque will be 
Tem = TD?1A,B5 /4. 

This equation shows that the torque of a machine is proportional to the volume of the rotor 
and the product ABs. The maximum value that a machine can produce in continuous opera- 
tion is determined by the temperature rise of the machine. The maximum of the fundamental 
component of the air-gap flux density is usually limited to the order of 1 T or slightly above. 
If the air-gap flux density curve is rectangular and the maximum flux density is 1 T, the fun- 
damental peak value reaches 4/7t. On the other hand, the variation in the linear current density 
A is large and depends on the cooling of the machine. 


7.1.2 Impedance and Current Linkage of a Cage Winding 


Figure 7.10 illustrates a simplified cage winding (a) and phasors (b) of the bar and ring cur- 
rents for the cage winding. The bars are numbered from 1 to Q,. The bar and ring currents 
are denoted respectively, the arrows indicating the positive directions. If the resistance of a 
single bar is Rpar (the DC value of the resistance of the bar is obtained by the area S of the 
slot of the rotor, the length / of the rotor core, the skew Qxew and the specific conductivity 
o of the conductor material Rpg = 1/(COS Askew -oS)) and the inductance is Lpa,, and finally 
Rying and Lying are the respective values of the ring section between two bars, then the resultant 
impedance of the complete winding can be calculated as follows. 

A current phasor diagram for the rotor bars is constructed for the harmonic v in such a way 
that the angular phase shift of the bar currents is va, p. As a squirrel cage rotor can operate 
with different stator pole pair numbers p, we use a, here as a mechanical angle, so then the 
corresponding electrical angle is pa, (cf. Figure 7.10). Next, a polygon is constructed for 
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Figure 7.10 (a) Diagram for a cage winding; (b) a sector of a polygon of the phasors of the bar currents 
and a section of the current phasor diagram. Here a, is given in mechanical degrees, and the correspond- 
ing electrical degrees are given as pa,. Note that in reality the currents in the opposite sides of the cage 
have different signs 


the bar currents. A single sector of this polygon is illustrated by the phasors J)... — Lparq in 
Figure 7.10. The phasors from / FringQr to Lying3 drawn from the centre of the polygon to the 
angle points are the phasors of the ring currents. They follow Kirchhoff’s first law at each 
connection point of the bar and the ring — see Figure 7.10a: 


ee ae Lies af ee (7.37) 


The mutual phase angle between the ring currents is also vay p. 

Since the bar alone comprises the phase winding of the rotor (NV, = !/), the bar current is 
the phase current of the rotor. Now, the RMS value of the bar current induced by the vth flux 
density harmonic is generally denoted by /par,. Correspondingly, the RMS value of the ring 
current is now denoted by /;ing,. Thus, based on Figure 7.10b, we obtain 





Lise: 2 
hingy = —"S—; ogy =v. (7.38) 

2 sin —— QO; 

2 
The currents create a resistive loss in the rotor 
Riing 
Pow = a QO, (Roar Fear =F 2 Rying en Orley Roar 7 ea Olay: ’ (7.39) 
2 sin” — 


where Rying 18 the resistance of that part of the ring belonging to one bar. The resistance of a 
single rotor phase is higher than the mere bar resistance Rpar, by an amount equal to the term 
of the element in the large brackets. The phase inductance is calculated by the same principle. 
When we take into account the electric angular frequency supplying the machine, we obtain 
the equation for the phase impedance of the rotor of an induction machine for the air-gap flux 
harmonic v for a locked rotor, s = 1 


Zey = Rw + joslLw = Zw |bv » (7.40) 
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Note that the angular frequency mw, of the stator is employed in the calculation of the 
impedance. The effect of slip will be taken into account later. Now we can write for the 
resistance and leakage inductance of the rotor 


Rying L ring 


—— ES LE 
V7 9 Tv bar V7T 

2 sin? P 2 sin? ie 

Tr Tr 


Ry = Roar + (7.41) 








In Equations (7.40) and (7.41), Loar and Lying are the leakage inductances of the bar and ring 
sections. The leakage inductance of the end ring can be solved simply with Equation (4.67), 
which replaces the latter part of Equation (7.41). When analysing the equations, we note that 
the value of the phase impedance of the rotor is a function of the ordinal v of the inducing 
flux density harmonic. A cage rotor reacts only to such flux density harmonics created by the 
stator, the ordinals v of which meet the condition 


vp £cQ;, where c=0, +1 +2, +3, .... (7.42) 


This explains the fact that for the harmonics, the ordinal of which is 


pues (7.43) 


p 





the impedance of the rotor phase is infinite. The pitch factor kp, of these harmonics is zero. 
The wavelength of the harmonic v’ is equal to the slot pitch of the rotor, or an integral part 
of it. In that case, each bar always has a flux density of equal magnitude. This creates an 
equal induced current linkage in each bar, and the emfs of a closed electric circuit compensate 
each other, and thus the voltages induced by the harmonic v’ do not generate currents. Ac- 
cording to Equations (7.40) and (7.41), a cage winding can be replaced by such an equivalent 
cage, the impedance of the short-circuit rings of which is zero and the impedance of the bars 
is Z,,. The impedance of the cage winding or the resistance and inductance are usually trans- 
ferred to the stator side. The case is analysed next. 

The currents in the bars of a single pole pitch of a cage winding are all of different phases. 
In a symmetrical m-phase system, the angle between the phases is 360°/m. Thus, there are as 
many phases in the rotor as the number of rotor bars. If the number of bars is Q, in the rotor, 
the phase number of the rotor is accordingly 


mM, = O;. (7.44) 


Generally, there has to be at least two conductors in a coil turn at a distance of about 180° 
from each other. We may thus consider that a single rotor bar comprises half a turn, and 
we can write N,; = 14. The number of effective coil turns in a stator is m,ky ,Ns, and in the 
rotor m,-kw1,N;. Here kw1; = 1 and N, = '/. If the slots of the stator and rotor are skewed 
with respect to each other, we also have to take the skewing factor k,, into account. When 
considering the current linkages of a harmonic v, the rotor current /’ . referred to the stator 
and flowing in the stator winding has to produce an equal current linkage to the original rotor 


Design Process and Properties of Rotating Electrical Machines 323 


current when flowing in the rotor. Thus we may write 
MsNskwys I C= M,N Ksqurkworly r° (7.45) 


The quantities with the prime symbol are referred to the stator from the rotor. The transfor- 
mation ratio for the harmonic v from the rotor to the stator therefore becomes 
Ly MskwusN¢g 


Ky = — = —_—_ _. (7.46) 
[ MeKywyrKsqur Ny 


r 


By applying the above to the cage winding and the fundamental component, we obtain 


MskwisNs MskwisNs _ 2M kwisNs 


K, (= — SS = 
MekwirKsqirNr QO; ae Ksqir ° Ih O-Ksqir 


(7.47) 


If R, is the resistance of the rotor bar added to the proportion of the short-circuit rings, and 
I, is the RMS value of the current of the rotor bar, we obtain, by writing the resistive loss of 
the rotor equal in both the stator and the rotor, 


ms1,.7R! = O,17R;. (7.48) 


The phase resistance of the rotor referred to the stator can now be written as 





O,I7R, 
R' = a 7.49 
Md ae 
Since 
I, 
7 = Ke, (7.50) 
the resistance of the rotor referred to the stator now becomes 
Efi , ~ | mgkwisNs 1° Am, (kwisNs) 
R' = Q: | R, = Lr K2 R a g: ee = | = Ams (wisNs)” > :) R.. (7.51) 
Mg L Mg Mg O-Ksqir Orkeoir 


When it is necessary to refer the rotor resistance to the stator, in general, it has to be multi- 
plied by the term 


Msg Naki ; 
po (7.52) 
My NK squrkwor 


In a squirrel cage induction motor, this is written in the form 


Am, ( Nekwos \* 
by = ee (7.53) 
0; Ksqur 
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If there is no skewing, we write further 
4m, 
QO; 


The same referring factor is valid also in the referring of the inductances. It cannot, however, 
be obtained based on equal stator and rotor losses (J7R), but on equal energy stored in the 
inductance (!4L 17). Hence we get 





Py (Nikos (7.54) 


Ris = py Ry; Dez = pyLyy. (7.55) 


Here it is worth noting that in a rotating electrical machine, the referring deviates from the 
referring in a transformer by the fact that the impedance quantities are not referred directly 
with the square of the transformation ratio of the current, but we also have to take into account 
the ratio of the numbers of phases. 

With low values of slip, the resistance R, can be given as a DC value, but for instance at 
start-up, the rotor frequency is so high that the skin effect in the squirrel cage has to be taken 
into account. Also, in rapid transients, the rotor resistance deviates notably from its DC value. 

In a cage winding, there are no coils, and there can be an odd number of bars in the winding. 
Therefore, the definition of the current linkage is not quite as straightforward as was the case 
with the coil windings discussed previously. First, a current linkage of a single bar is defined, 
and next the current linkages of all the bars are summed. The analysis can be carried out in a 
reference frame attached to the rotor, since we are now analysing phenomena that occur only 
between the resulting air-gap flux density harmonic v and the rotor cage. The cage winding 
itself does not form poles, but the number of pole pairs always settles to be the same as the 
stator harmonic influencing it. In the analysis of a cage winding, geometrical angles 3 are 
employed as here. Now the electric angles are at the fundamental pv? and at harmonics pv?. 
Figure 7.10 is investigated at the instant t = 0, when the peak Bs, of the air-gap flux density of 
the harmonic v occurs at the first bar. In a bar that is at an arbitrary position angle 0). = xpv, 
an emf is induced with a slip s,, of a certain harmonic 


Cyx (t) = €)x COS (Sy@ st — XV pt). (7.56) 


This harmonic emf is found by calculating the flux and its time derivative and is written with 
the absolute value and the phase angle as a complex number 


Sy@, 7D, » 
5 B5y |Sy@st — xv pv . (7.57) 
Pp 








Cx (t) — 


The bar current 7,,(¢) is determined by dividing the emf by the equivalent bar impedance 
Z,,(5). When the case is investigated in the rotor coordinate system, the slip becomes im- 
portant with respect to the impedance. The imaginary part of the impedance changes as a 
function of the slip angular frequency, the phase angle of the rotor impedance for the vth 
harmonic being ¢,,(s,). Correspondingly, the angle of the current depends on the slip as 5, @.¢ 


pO, TDI » 
mee —— Bs, |Sy@st — xv pO — Sy (Sy). (7.58) 





Lyx (t) a 
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Figure 7.11 (a), (b) Current linkage created by a single rotor bar at 3, =O and 0, = 7. (c) The current 
linkage created by two bars together 


The amplitude of this current corresponds to the rotor bar current needed in (7.60). When 
considering a current linkage of a single bar, we have to find a suitable graph for the current 
linkage created by the current of the bar. With intuitive inference, we may construct a sawtooth 
wave as illustrated in Figure 7.1 1a. Normally, a current loop is always required to produce a 
current linkage, as discussed with Figure 2.19. In that figure, a single current penetrates the 
system at two points, thus creating a closed loop. This kind of a loop is not unambiguously 
created for a cage winding, since in a cage winding the number of bars is not necessarily even. 
The current of a certain bar under investigation may be divided between several bars on the 
other side of the pole pitch. Therefore, the current linkage created by a single bar has to be 
observed in the analysis. 

The intuitive deduction can be complemented by investigating Figures 7.1la—c. Now a 
second, separate bar is mounted at a point 3, = 7t (i.e. at a distance of a pole pitch from the 
first bar). The current of this bar is opposite to the current of the bar in the position 3}, = 0. 
As a result, the graph in Figure 7.11b that is opposite to the current linkage graph of 7.1la 
is created, and half of the graph is shifted a full pole pitch left in the case of two poles. By 
combining the graphs in Figures 7.1 1a and b, we obtain a familiar graph for the current linkage 
of a single loop that corresponds to Figure 2.19. Therefore, with intuitive deduction, we may 
draw the graph of a single bar that corresponds to Figure 7.11a. The figure also illustrates the 
fundamental © |, of the current linkage of one bar Opa, (0). We may now write the current 
linkage for the bar at x = 0. Its current linkage is thus 


v0 (7 —. vx) 


, vy, D [0,27]. (7.59) 
2 Tl 


Obar, = 
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The current linkage of an arbitrary bar at x is obtained by substituting the current of the 
original bar 7,9 with the current 7,,, Equation (7.58), 


Lp Oe o 
Org iad %, > [0, 2m]. (7.60) 


The change in sign results from the fact that the temporal phase shift —vxpv’ corresponds 
to the local position angle +vxpv. The function is continuous only in the range O—27t. When 
the function © parx of the current linkage of the rotor is developed into Fourier series, its term 
v, becomes 


Aw Aw 
. 


lry ly _y.9 ~(vp—v,)x¥) 
Ovxvr = —— |Syp@st — v,0 Op 0) 10 Se OR) 
Vxvr nv, ypWs rU + Bry — (vp r) On», (7.61) 


where Brv = = — Cry (Sy) . 


Only the last term of the exponent of the constant e (Napier’s constant, also known as Euler’s 
number) depends on the ordinal number x. The sum of the Fourier series taking all the bars 
into account is 


PE it scaag. ener =O? 
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Since (vp — v,) is an integer and Q,0 = 271, the numerator is always zero. The sum obtains 
values other than zero only when 


vp — vy =cQ,, (7.63) 


where c= 0, +1, +2, +3, .... The harmonic v of the resultant flux density of the air gap 
can create rotor harmonics v, that meet the condition (7.63). Equation (7.62) then takes the 
limit value Q,. The ordinals v and v, can be either positive or negative. The cage winding thus 
creates current linkages 


O17 = Ory, Sy@st — Vy + Brv ) (7.64) 
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The corresponding linear current density of the rotor is 


Aye Avr Sy@gt —VyV — by , (7.66) 
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where 


QO, » 


Avr = Tryp. 
TD 


(7.67) 


€;) 1S the phase angle of the rotor impedance for the harmonic v. 


7.1.3 Characteristics of an Induction Machine 


The characteristics of an induction motor greatly depend on the fulfilment of Equations (7.42) 
and (7.63). When the number of bars Q, is finite, c = 0 always meets the condition (7.42). 
Each flux-density-producing air-gap harmonic v that meets the condition (7.42) can induce a 
vast number of rotor current linkage harmonics v, (7.61). 

Now, the equivalent circuit of an asynchronous motor per phase, the quantities of which are 
calculated in the machine design, is worth recollecting. Figure 7.12 illustrates a single-phase 
equivalent circuit of an ordinary induction motor per phase, a simplified equivalent circuit and 
a phasor diagram. 

In Figure 7.12, the stator is supplied with the voltage U,. The stator resistance R, is the 
resistance of the stator winding at the operating frequency and temperature, U, is the stator 
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Figure 7.12 (a) Steady-state equivalent circuit of an asynchronous machine per phase. (b) A simplified 
equivalent circuit of the machine, the parameters of which are calculated in the machine design. (c) A 
phasor diagram of an asynchronous machine. The input stator power is P,. In the stator resistance, a 
resistive loss P.c, takes place. The iron loss is the loss Pp, created in the magnetic circuit. The air-gap 
power Ps flows across the air gap to the rotor. In the rotor, some resistive losses P,c, take place. The 
power Prec.em 18 the electromechanical power of the machine. When friction and windage losses are 
subtracted, the output power P of the machine can be found 
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voltage after the resistive voltage drop is subtracted, L,4 is the leakage inductance of the 
stator, Ly 1s the magnetizing inductance of the machine at the rated point, Rp is the resistance 
describing the losses of the iron circuit of the machine, L‘ is the rotor leakage inductance of 
the machine referred to the stator, and R_ is the rotor resistance referred to the stator. s is the 
slip of the rotor. The term R‘(1 — s)/s describes the electromechanical power produced by the 
machine. A part of the mechanical power is consumed in the friction and windage losses of 
the machine. W, is the stator flux linkage, which includes the air-gap flux linkage W,, and the 
stator leakage flux Y,,. Correspondingly, W, is the flux linkage of the rotor, which includes 
the air-gap flux linkage W,, and the rotor leakage flux W,,. The stator voltage U; creates the 
stator flux linkage, from which, in turn, a back emf EF, is derived. A voltage E,, is induced 
over Ly by the air-gap flux linkage W,,. This voltage is consumed completely in the rotor 
apparent resistance R-(1/s) and in the rotor leakage reactance. The iron loss current Jp is 
small and is therefore not illustrated in the phasor diagram. 

Stator power P, is fed to the motor. Some power is consumed in the stator resistance and 
in the iron loss resistance. An air-gap power Ps crosses the air gap. In the rotor, a part of the 
air-gap power is lost in the rotor resistance R- and a part is converted into mechanical power 
in Ri —s)/s. 

The fundamental flux density created by the stator and rotor currents causes a varying flux, 
which in turn induces a voltage and a current acting against the flux variation. At no load, 
the rotor rotates approximately with a synchronous speed, and the rotor frequency and the 
currents approach zero. If the rotor is loaded, its speed decreases and the relative speed with 
respect to the fundamental flux propagating in the air gap increases. Now the emf induced in 
the rotor increases. Also the inductive reactance of the rotor increases as the rotor frequency 
increases. The peripheral force created by the fundamental flux density of the air gap and the 
rotor torque reaches its maximum at a certain slip. 

If required, the rotor of an asynchronous machine can be driven by an above synchronous 
speed. In that case, the rotor currents create a torque opposing the accelerating torque and the 
machine acts as a generator, the slip being negative. 

Let us assume that the fundamental v = | of the resultant air-gap flux density follows 
Equation (7.18). As the rotor rotates with a slip s with respect to the fundamental air-gap 
wave, an emf is induced in the phase winding of the rotor. The peak value of the emf induced 
in the rotor bars depends on the slip 


Ey (S) = Sx |S@st — 70/2 . (7.68) 


In this equation, there is a peak value of the emf induced in the rotor at slip s = 1 
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The impedance of the rotor circuit depends on the slip angular frequency 


Z, (8) = Ry + jsosLro = Zr (S) f(s) (7.70) 
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The peak value for the rotor current phasor now becomes 


i, (s) = sas 





ae) scot ~t.(s)— 1/2. (7.71) 


The amplitude is 


Fae (7.72) 
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In the case of a slip-ring machine, additional impedances can be attached to the rotor circuit. 
Now the total impedance of the circuit has to be substituted into the equation. The current 
i, (S) represents the linear current density of the rotor surface, the amplitude of which can be 
calculated from the induced voltage and the rotor impedance 


m,1k2 (“*) 
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When the above is substituted in the general torque Equation (7.36), and noting that 





f(s) = 
cos ¢, (s) = ———————_—— 
Vv R? a S>(@: Lig) 


which corresponds to the power factor of the rotor impedance, we obtain the electromagnetic 
torque 


(7.74) 
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Tem (S) = (7.75) 


Here E,, is the RMS value of the emf of the phase winding of the rotor when the machine is 
held at stall, Ex, = x / /2. Also, the power distribution leads to the same equation. Thus, the 
RMS value of the current in the rotor circuit of the equivalent circuit with slip s is 


Ey Ey 
[,(s) = eS a (7.76a) 
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Transferring Equation (7.76a) to the stator side we get 
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The rotor circuit of the equivalent circuit in Figure 7.12 follows this equation. In the figure, the 
rotor resistance has been divided into two parts, the sum of which is R,/s. Correspondingly, 


U(s)= (7.76b) 
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the active power Ps crossing the air gap is divided into the resistive loss P,cy of the rotor and 
the mechanical power Pmec.em 


l-s a 
Py = RV + RT 


Prcu Ss eee: em> (7.77) 
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a (7.78) 
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In motor drive, the air-gap power Ps 1s the power transmitted from the stator via the air gap 
to the rotor. Of this power, the proportion P,cy is consumed in the resistive losses of the rotor, 
and the rest is electromechanical power Pmec,em. The mechanical power Pmec is obtained from 
the shaft when friction and windage losses are subtracted from the electromechanical power. 
We can write Equations (7.77) and (7.78) in the form 


Pu = SPs: Pec, em = (1 — 5) Po 
P 
7 (sy = Pmeeem P Pp Pp (7.79) 
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The torque can thus be solved with the resistive loss power of the rotor. The torque is always 
(including when the machine is at stall) proportional to the air-gap power Ps: 
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Equation (7.80b) above is obtained from the simplified equivalent circuit of Figure 7.12b by 
substituting /, = sE,./Z, and cos gy, = R,/Z, and, based on the simplified equivalent circuit, 
by assuming that the air-gap voltage is equal to the terminal voltage of the machine. Further- 
more, we employ the short-circuit inductance L, ~ Lyg + Ly. Neglecting the effects of Rg, 
the highest value of Tam, the pull-out torque 7, can be found from the slip 


R' R' 
ee (7.81) 
Webs + WsL! ; OL, 
3p U2 
Ty = t-— 5 —. 7.82 
b Da? Te (7.82) 


Here we remember that Ly, ~ Lsg + Li, © 2L',. We see that the peak torque is inversely 
proportional to the short-circuit inductance of the machine. If the per unit value of Ly is 0.2 
for instance, the maximum torque is about 57,. Contrary to the slip value of the peak torque, 
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the maximum torque is independent of the rotor resistance. By substituting the peak value of 
the slip in Equation (7.74) we obtain 


cos ¢, (s) = oe (7.83) 
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The term takes the value cos ¢,(s) = 1//2 at peak torque slip. When the peak value of the 
resultant flux density Bs is kept constant, according to Equations (7.73), (7.74), (7.79), (7.80), 
(7.81) and (7.82), 


iz 2 E 
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where C is the machine constant. 

The calculation of torque introduced above can thus be simplified with the equivalent circuit 
to the definition of the power of the resistance. With the single-phase equivalent circuit, the 
load variations can chiefly be observed in the changes in the slip. 

Somewhat more accurate results can be obtained for an asynchronous machine by again 
employing a simplified equivalent circuit, but applying a reduced voltage in the calculation of 
the rotor current of the machine 
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Now, the generated electromechanical torque is 
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The starting torque produced by the fundamental is obtained by setting s = 1 in Equation 
(7.80b). However, the rotor resistance is higher at large slips because of the skin effect, and 
the resistance must be defined at every slip value before calculating the torque. The pull-out 
torque is solved by derivation with respect to R,/s, after which we can write for the slip of the 
maximum torque, if R, 1s taken into account, 
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where the plus sign is for motoring and the minus sign for generating operation. The corre- 
sponding torque for motoring is 


L 2 
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and for generating 
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7.1.4 Equivalent Circuit Taking Asynchronous 
Torques and Harmonics into Account 


The parameters of a cage winding are investigated next. When the number of bars Q, of the 
rotor is finite and the factor c = 0, the condition (7.63) is always met. Each resulting air-gap 
flux density harmonic v that meets the condition (7.42) can induce a large number of rotor 
harmonics v, (7.61). In the case where c = 0, we investigate the harmonic v,, the number of 
pole pairs of which is the same as the inducing air-gap harmonic v. The torque equation for 
the pair of harmonics v and v, 1s derived in the same way as for the torque of the fundamental 
(7.75). First we obtain two equations 


a ap 2 DUR __ 2 (7.86a) 
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Here Ex, 1s the RMS value of the emf induced by the harmonic v at the slip s, = 1. We 
may now infer that each harmonic meeting the conditions behaves accordingly. Torque is a 
continuous function of slip that becomes zero at the slip s,, = 0, hence the term ‘synchronous 
torque’. 

When the machine is running at a fundamental slip s;, the slip of the rotor with respect to 
the vth stator harmonic is written as 


sy =1—vd —s}). (7.87) 
The angular frequency of the vth harmonic in the rotor is thus 


Oy = a, —vd — s1)). (7.88) 


Design Process and Properties of Rotating Electrical Machines 333 





Figure 7.13 Total torque of an induction motor with a cage winding, and the torque of the seventh 
harmonic as a function of slip s. We can see that the seventh harmonic reduces the torque of the machine 
at the negative peak so that the total torque can be lower than the starting torque. 7), locked rotor torque; 
T,, pull-up torque; T,, peak torque 


Based on Equation (7.87), by setting the slip of the harmonic v to zero, we obtain the zero 
slip of the torque of the harmonic with respect to the fundamental 


v—l 
51 (sy = 0) = 





(7.89) 


Figure 7.13 illustrates the torque curve of an asynchronous machine. At the slip of the 
fundamental s; ~ 0.86, there is a zero point of the torque produced by the seventh harmonic 
(v = 7). The seventh harmonic is discussed because its synchronous speed is the first syn- 
chronous speed after the fundamental synchronous speed at positive slips and positive speeds. 
For instance, the fifth harmonic has its synchronous speed at a negative rotation speed of 
the rotor. The peak values of the harmonic torques are located approximately at slips s,, = 
+R, /@sLxy (7.81). According to Equation (7.87), the negative peak torque at the base slip is 
written as 


R., + Wsly 


VOsLy 


51 (Syp) © 1 - (7.90) 


Equation (7.89) shows that the harmonic-wave-generated torques of a three-phase motor 
are high at high values of slip, and therefore they may impede start-up of the motor. The 
start-up and drive characteristics can be improved by various structural means in machine 
construction. According to (7.81), the peak torque of an asynchronous machine shifts in the 
direction of a higher slip as the rotor resistance increases. On the other hand, rotor losses can 
be minimized by employing a rotor with minimum resistive losses. A high starting resistance 
and a low operational resistance are achieved by designing the rotor such that the skin effect 
increases the low DC resistance of the rotor bars at high slips. The rotor resistance can be 
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rotor surface 


outer bar 


inner bar 
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Figure 7.14 Shapes of slots and rotor bars for (a) a double cage, (b) a deep slot, (c) a typical cast- 
aluminium rotor slot. The slot opening is closed to ease the squirrel cage die-cast process (no separate 
mould is required) 


adjusted by shaping the rotor bars. In some machines, good start-up and operation character- 
istics are achieved by employing a double cage or deep rotor slots, Figure 7.14. 

In Figure 7.14a, the cross-sectional area of the outer bar of the double cage is small 
and therefore has a high resistance. The leakage inductance of the outer bar is low, while 
the leakage inductance of the inner bar is high and the resistance low. Therefore, at start-up, 
the outer bar acts as the chief current carrier and yields a good torque. The inner bar, because 
of its high inductance, carries operational current only at low frequencies, that is when the 
machine is running at full load. In that case, the low resistance of the bar leads to a small slip. 
In a deep-slot rotor (Figure 7.14b), similar phenomena arise when the machine turns from the 
start-up to continuous running. The resistance of the cages in the figure therefore changes as 
a function of the rotor frequency. The resistance can be analysed at different frequencies, for 
instance with the methods presented for the skin effect in Chapter 5. 

The rotor resistance of a high slip can be increased also by employing a ferromagnetic mate- 
rial as the conductive material of the cage winding. In ferromagnetic materials, the skin effect 
is extremely strong at high frequencies, when the penetration depth is small. An example of 
the influence of a high rotor resistance is a completely solid-steel rotor, the starting torque of 
which is relatively high (see Figure 2.57). In practice, ferromagnetic material could be applied 
in the cage winding of an induction motor, for instance by constructing the rotor bars of 
copper and by soldering them to thick steel rings at the rotor ends. Now the end rings saturate 
heavily during start-up, and the rotor resistance is high. One problem in the application of 
iron as the conducting material of a cage rotor is that the resistivity of iron is high (for pure 
iron about 9.6 uQ2.cm, structural steels about 20-30 uQ cm and ferromagnetic stainless steels 
about 40-120 uQ cm) when compared with aluminium (2.8 u&2 cm) and copper (1.7 u#Q cm), 
and therefore a large conductor area is required to achieve adequate operational character- 
istics. Additional problems arise in joining the iron to another conductor material, which 
is not an easy task. Copper and iron can be soldered with silver, whereas joining iron and 
aluminium is fairly difficult. Copper can also be welded to the iron by electron beam welding. 

The effects of harmonics are usually investigated in asynchronous machines with the 
equivalent circuit illustrated in Figure 7.15. In the circuit, each harmonic frequency forms an 
individual electrical machine, which is connected in series with all the other harmonic 
machines. The connection in series is justified, since the emf of the phase winding is the 
sum of the emfs induced by different harmonics. The machine acts like a group of machines 
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Figure 7.15 Simplified total equivalent circuit of a three-phase asynchronous motor, also involving the 
influence of spatial harmonics. Typically, the voltage of the harmonic machines (v = —5,+ 7, ..., Oo) 
remains rather low. Usually, 98-99% of the total stator voltage occurs between the points A and B. Thus, 
the sum voltage of the harmonic machines is only about 1—-2%. However, harmonic machines are able 
to produce quite high torques, and therefore they have to be taken into account in machine design. The 
starting properties of squirrel cage machines in particular are affected by the harmonics. In many cases 
related to the use of induction motors, the harmonic machines (—5, +7, —11, ...) are replaced with a 
single leakage inductance, or they are neglected altogether 


assembled on the same axis, the windings of the machines being in series. Each machine 
represents a number of pole pairs vp. The sum voltage is divided between the machines in 
the ratio of the impedances. It should be borne in mind that the relative slips determine the 
impedances. Phasor calculation has to be employed in the analysis of the equivalent circuit. 
We may state that the torque caused by the harmonic v (7.86) can be calculated according 
to Equation (7.79) from the resistive loss of the resistance R’,, of the equivalent circuit. The 
stator winding of a three-phase machine produces the harmonics presented in Table 2.2. 

The resistance and inductance of a cage winding for a harmonic v were defined earlier (see 
Equation (7.41) but are repeated here for the sake of convenience: 
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Figure 7.16 Cross-section of a 28-slot rotor (Q, = 28) and the definition of the angle a, in the case 
where the number of pole pairs is p = 1. a, 1s given in electrical degrees 


where Ropar iS the resistance of the rotor bar and R,ing iS part of the segment of a short-circuit 
ring. Inductance parameters behave analogously. a, describes the rotor phase angle for the 
vth harmonic 


27p 
QO, 


Figure 7.16 illustrates the definition of a; for a motor, for which p = | and Q, = 28. a, is 
the vth multiple of a. 

When analyzing the phenomena in a simplified form, we take only the influence of the 
equivalent air gap into account (in other words, the machine is assumed to remain linear). Now 
we may calculate the stator magnetizing inductance of the vth harmonic with the magnetizing 
inductance L,,; defined for the fundamental 


L (Kes \? 
Li ee 7.94 
1m (=) (7.94) 





Ay=v (7.93) 


In reality, the permeance of the magnetic circuit of a machine is different for different fre- 
quencies, and therefore Equation (7.94) is not completely valid, but suffices as a good approx- 
imation in the machine analysis. The rotor impedance of the vth harmonic is a function of slip 
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where s, = 1 — v(1 — s) according to Equation (7.87). 
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The total impedance that describes the effects of the vth harmonic is a parallel connection 
of the rotor circuit and the magnetizing circuit. The impedances of the cage rotor have to be 
referred to the stator before connecting in parallel (Equations 7.52 and 7.53) 
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Now it is possible to determine the impedance of the total equivalent circuit of Figure 7.15 
n 
Z,=RstjoLsot )_ Z’,, (7.97) 
v=—n 


where n is the number of harmonics (in principle infinite) taken into account in the calculation. 
The stator current / . is 
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The current that creates harmonic torques in the rotor is 
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The torque of the vth harmonic as a function of slip is written as 
R. 
RG (7.100) 
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and the total torque 
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This equation is valid in the steady state. The time constants of electrical machines are nev- 
ertheless so small that during slow acceleration, for instance, the machine follows its static 
torque curve rather strictly. Figure 7.17 illustrates the influence of harmonic torques on the 
total torque of the machine. 


7.1.5 Synchronous Torques 


Next, we investigate harmonic pairs that meet the condition (7.63) when c + 0. In that case, 
we have harmonics v and v, that are alien to each other; in other words, they are not induced 
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Figure 7.17 Torque curves of a three-phase, 4kW induction motor as a function of slip s,;. The har- 
monic torques have been taken into account in the calculation of the curves. 1, static torque of the 
fundamental; 2, total torque with a full-pitch winding (W/t, = 1, g = 6); 3, total torque with a short- 
pitched double-layer winding (W/t, = 5/6, gq = 6). A high number of slots per pole and phase lead to a 
situation in which the influence of the fifth and seventh harmonics is almost insignificant. Therefore, the 
torque saddle is located in the vicinity of the slip s = 1. Ty gives the rated torque of the machine 


by each other. It is, however, possible that such harmonics have the same number of pole pairs. 
Then, the peripheral force caused by them is zero only when the position angle between the 
harmonics is 90 electrical degrees. At certain slips, these harmonics may also propagate at an 
equal speed. Now, a permanent force effect occurs between the harmonics. Because of this 
force effect, the harmonics tend to keep the rotor speed equal to this speed. The harmonics 
tend to synchronize the rotor at this synchronous speed, hence the name synchronous torque. 
At other speeds of the rotor, the harmonics pass each other creating torque ripple and, in the 
vicinity of the synchronous speed, fluctuations in the rotor speed. At high speeds, vibration 
and noise may occur. 

Next, we discuss in brief the possible slips for synchronous torques. The resultant flux 
density harmonic B, is assumed to induce a linear current density harmonic A,, in the rotor. 
Ay, meets the condition (7.63) when c ¥ O. Further, it is assumed that in the air gap, there is a 
certain flux density harmonic B,, which has the same number of pole pairs as the harmonic v;: 


DIL = Vy. (7.102) 


The geometrical speed of the rotor harmonic v, with respect to the rotor is 
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When we add here the rotor’s own speed with respect to the stator, we obtain the speed of the 
harmonic with respect to the stator 
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Now we substitute the slip of the harmonic and condition (7.63), vp — v, = cQ,, where 
c=0, +1, +2, +3, ..., and eliminate the ordinal v,. This yields 





Onc c = = Gi | a (7.105) 


Here s is, as always, the fundamental slip. The speed of the synchronizing harmonic with 
respect to the stator is 22,5 = @s/(up). By setting these two equal, we may solve the funda- 
mental slip at which the harmonic field has its synchronous speed 
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Based on condition (7.102), the absolute value of the second term in the brackets is always 
one. Depending on the sign, the slip thus obtains two values 
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The former shows that the start-up of an induction motor is impeded by a synchronous torque 
at a Slip Ssynij = 1. The second synchronous slip depends on the sign of c. If c > 0, this point 
occurs in the motor or generator range, otherwise in the braking range. The angular speed of 
the machine at the slip s.yn2 1S 
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Q, = (1 = Ssyn2) 2s (7.108) 


The magnitude of the synchronous torque can be calculated from Equation (7.36) by sub- 
stituting the real values of the harmonics B,, A,; with a synchronous slip. In the torque 
curve of the machine, the synchronous torques are indicated by peaks at the synchronous slip. 
The magnitude of the harmonic torques depends greatly on the ratio of the slot numbers of 
the stator and the rotor. The torques can be reduced by skewing the rotor slots with respect to 
the stator. In that case, the slot torques resulting from the slotting are damped. In the design 
of an induction motor, special attention has to be paid to the elimination of harmonic torques. 


7.1.6 Selection of the Slot Number of a Cage Winding 


In order to avoid the disturbance caused by asynchronous and synchronous torques and the 
vibration hampering the operation of an induction motor, the slot number Q, of the rotor has to 
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be selected with special care. To reduce the asynchronous harmonic torques, the slot number 
of the rotor has to be as small as possible. It is generally recommended that 


O, < 1.250,. (7.109) 


Next, only machines with three-phase integral slot stator windings are investigated. To limit 
the synchronous torques when the motor is at stall, the slot number of the rotor has to meet 
the condition 


QO, # Opg, (7.110) 


where g may be any positive integer. To avoid synchronous torques created by slot harmonics, 
the selection of the slot number has to meet the following conditions: 


O; # Os; O; x 'hOs; O; # 2Qs. (7.111) 


To avoid synchronous torques during running, the following inequality has to be in force: 


QO, # Opg + 2p. (7.112) 


Here g is again any positive integer. The plus sign holds for positive rotation speeds and the 
minus sign is valid for negative rotation speeds. 
To avoid dangerous slot harmonics, the following inequalities have to be in force: 


O,#O,42p 
O, #20, 4 2p 
0:70; )p (7.113) 


O. 
Oe a 


Also in these conditions, the plus sign holds for positive rotation speeds and the minus sign is 
valid for negative rotation speeds. 
To avoid mechanical vibrations, the following inequalities have to be in force: 


O,#O6pgxl 
O,#6pg+2pH+l (7.114) 


O, # Opg t2p Fl. 


The above avoidable slot numbers hold basically when there is no rotor skewing. If the rotor 
slots are skewed with respect to the stator, the harmonic torques and vibrations are more or 
less weakened. For choosing the slot number of the rotor, the following equation is given. It 
depends on the slots per pole and phase g, of the stator and the number of pole pairs p, when 
the rotor bars are skewed for the amount of one stator slot pitch: 


O, = (69s + 4) p = Os + 4p, (7.115) 


where Q, is the number of the stator slots. 
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Table 7.3 Selection of the slot number. Only the combinations without a symbol are safe choices. 
There are some disadvantages with all the other combinations. —, harmful torques in counter-current 
braking; +, harmful torques at positive speeds; x, harmful mechanical vibrations; o, harmful 
synchronous torques at a standstill. Adapted from Richter (1954) 


Number of pole pairs p = 1 Number of pole pairs p = 2 


Ones of rotor slot number Q, Ones of rotor slot number Q, 
Tens of rotor 


QO, slotnumber O 1 2 3 4 5 6 7 8 9 O 1 2 3 4 5 6 7 8 =9 


1 —- X o X + X = X OO X = X O xX + XK + *X x 
24 2 + xX —- X o X + xX = X = X = X o x + x + xX 
3 o xX + X =~ X Oo xX + xX xX -— x xX oOo xX x 
] —- Xx o xX + X = X Oo xX xi 40: 7X x 2 xX @ X 
2 + xX ~— X o xX + xX = xX + xX x “6 ox x + x 
36 3 o xX + x —- XxX o xX + xX xX —- XxX — XxX o X + xX 
4 —- Xx o xX + X = X oO XxX + X xX — x SS co? xX 
5 + x -—- X o xX + xX = xX x + x xX — x x 
1 —- xX o X + X = X oO xX xX o x x + x x 
2 + xX -— X o X + X¥ = X = X =~ X oO xX + xX + *X 
Ag 3 o xX + xX = X o xX + X xX — xX xX oOo x x 
4 —- Xx o xX + X = X oO XxX + X xX —- X — X Oo xX 
5 + xX -—- X o xX + X = X + x + Xx xX — x x 
6 o x + xX — X o0 xX + X O xX x + x xX — x 


Tables 7.3 and 7.4 illustrate examples of the selection of the rotor slot number for a ro- 
tor with straight slots for pole pairs p = 1, 2 and 3 with different numbers of stator slots. A o 
symbol indicates the slot numbers that predict particularly harmful synchronous torques when 
the motor is held at stall. A + sign indicates the slot numbers that predict particularly harmful 
synchronous torques at positive rotation speeds. A — sign shows those slot numbers that pre- 
dict particularly harmful synchronous torques at negative rotation speeds (in counter-current 
braking). A x symbol indicates pairs of slot numbers with harmful mechanical vibrations. 

Tables 7.3 and 7.4 show that there are only a few possible combinations. For instance, for a 
two-pole machine there are in practice no suitable stator—rotor slot number combinations for 
general use. The slot number of the rotor has to be selected individually in such a way that 
disturbances are minimized. 

If no strict limits are set for the start-up noise, we may apply odd rotor bar numbers that, 
according to the tables, produce mechanical vibrations (x). When Q, = 24, the slot numbers 
QO, = 19, 27 and 29 may be noisy at start-up. Correspondingly, the slot number pairs QO, = 36 
and QO, = 31 and also Q, = 48 and OQ, = 43 may be noisy. Even slot numbers usually provide 
a more silent running. If the motor is not designed for counter-current braking (s is always < 
1), for instance, we may select a rotor slot number at a — sign, the permitted slot numbers for 
a 24-slot stator then being O, = 10, 16, 22, 28 and 34. For a 36- or 48-slot stator we may also 
select O, = 40, 46, 52 and 58, and for a 48-slot stator further O, = 64. 

When Q, = 24, the slot numbers QO, = 12, 18 and 24 in a p= 1 machine have to be 
avoided at all instances, since they produce such high synchronous torques at stall that the 
machines will not start up. QO, = 26 produces intolerably high synchronous torques at positive 
rotation speeds. Further, if the motor is also running at slips s > 1, the slot number Q,; = 22 
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Table 7.4 Selection of the rotor slot number. (Only the combinations without any symbol are safe 
choices. There are some disadvantages with all the other combinations.) Adapted from Richter (1954) 
p=3 


Ones of rotor slot number Q, 
Tens of rotor 


QO, slot number 0 1 2 3 4 5 6 7 8 9 
1 x — x — x O x 
2 + x + x x 

36 3 — x — x O x + 
4 x + x x — x 
5 x O x x 
1 x — x x O x 
Z x O x O x 
3 am x x O x 

54 4 x + x x — x 
5 — x O x + x 
6 + x x — x 
7 x O x x + x 
1 x — x x O x 
2 x + x 
3 — x — x O x + 
4 x + x x — x 

V2 5 x O x x 
6 + x x — x — 
7 x O x + x + x 
8 x — x x 
9 O x x + x 


cannot be selected under any circumstances. An example of a two-pole industrial machine is 
a 4kW, 3000 min~! motor produced by ABB, which is equipped with a combination of slot 
numbers 36/28 and also the skewing of rotor bars. 

Table 7.5 illustrates the recommended numbers of slot pairs when using a skewing of one 
to two stator slot pitches. The numbers for rotor slots are given in the order of superiority, the 
best first. 


7.1.7 Construction of an Induction Motor 


The IEC has developed international standards for the mounting dimensions of electrical ma- 
chines and defined the respective codes. The machines with equal codes are physically in- 
terchangeable. When the shaft height of the machine is 400 mm at maximum, the IEC code 
for foot-mounted electrical machines comprises the frame code and the diameter of the free 
shaft end. The frame code consists of the shaft height and the letter code S, M or L, which 
expresses the length of the frame. The code 112 M 28 thus designates a machine for which the 
height of the centre point of the shaft, measured from the level defined by the lower surface of 
the feet, is 112 mm; the stator stack of the machine belongs to the medium-length class; and 
the diameter of the free shaft is 28 mm. If the frame code does not involve a letter code, the 
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Table 7.5 Most advantageous slot numbers for rotors with slots 
skewed for a stator slot pitch 1-2. Adapted from Richter (1954) 


p QO, QO; 
24 28, 16, 22 
36 24, 28, 48, 16 
1 48 40, 52 
60 48 
36 24, 40, 42, 60, 30, 44 
2 48 60, 84, 56, 44 
60 72, 48, 84, 44 
36 42, 48, 54, 30 
3 54 72, 88, 48 
7 96, 90, 84, 54 
36 48 
4 A8 72, 60 
72 96, 84 


dimensions are separated with a dash, for instance 80-19. Table 7.6 contains some IEC codes 
for small machines. 

If a foot-mounted machine is also equipped with a connection flange, the code of the flange 
is given, for instance 112M 28 FF215. Those machines suitable for only flange mounting are 
designated according to the shaft diameter and the flange, for instance 28 FF215. IEC 60034- 
8 (2007) defines the terminal markings and the direction of rotation for a rotating machine 
and the dependency between these two when the machine is connected to the network. Figure 
7.18 illustrates the terminal markings of the windings of ordinary three-phase rotating-field 
machines. In addition to these markings, the markings of the magnetizing windings of a syn- 
chronous machine are F1—F2. 

The IEC 60034-7 standard defines the shaft ends of a rotating machine with letter codes 
D (Drive end) and N (Non-Drive end). The rotation direction of the motor shaft is observed 
either clockwise or counterclockwise at the D end. The internal coupling of three-phase elec- 
trical machines 1s carried out in such a way that when the network phases L1, L2 and L3 are 
connected to the terminals U;, V; and Wj, respectively, the machine rotates clockwise when 
observed standing in front of the machine D end (see the illustration in Table 7.6). 

The most common asynchronous machines are enclosed squirrel cage winding induction 
motors of enclosure class IP 55. As typical examples of these machines, Figures 7.19a and 
b illustrate the profiles of two totally enclosed fan-cooled induction motors of different sizes 
manufactured by ABB. 


7.1.8 Cooling and Duty Types 


In electrical machines, part of the supplied energy is always converted into heat. For instance, 
when the efficiency of a 4kW standard induction machine at a rated power is 85%, the fol- 
lowing percentages of the energy supplied to the terminals of the machine turn into heat: 6.9% 
in the stator resistive losses, 1.9% in the stator iron losses, 0.5% in the additional losses and 
4.7% in the rotor losses. The rest of the supplied energy is converted to mechanical energy 
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Table 7.6 Mechanical dimensions of electrical machines according to the IEC codes 





Fixing 

IEC code ba/mm bg/mm be/mm Dp/mm Jg/mm Z/e/mm Jo/mm hy/mm = screws 

71-14 112 90 45 14 30 5 11 71 M6 

80-19 125 100 50 19 40 6 15.5 80 M8 

90S24 140 100 56 = 24 50 8 20 90 M8 

90L24 140 125 56 = 24 50 8 20 90 M8 

100L28 160 140 63 28 60 8 24 100 M10 

112M28 190 140 70 3828 60 8 24 112 M10 

132838 216 140 89 38 80 10 33 132 M10 

132M38 216 178 89 38 80 10 33 132 M10 

160M42 254 210 108 42 110 12 37 160 M12 

160L42 254 254 108 42 110 12 37 160 M12 

180M48 279 241 121 48 110 14 42.5 180 M12 

180L48 279 279 121 48 110 14 42.5 180 M12 

200M55 318 267 133 55 110 16 49 200 M16 

200L55 318 305 133 55 110 16 49 200 M16 

225SM, p=1 356 286 149 55 110, 16, 48, 225 M18 
p>l 60 140 18 53 

250SM, p=l1 406 311 168 60 140 18 53, 250 p24" 
p> 1 65 58 

280SM, p= 457 368 190 65 140 18 58, 250 p24" 
p>l1 75 67.5 

315SM,) p= 508 406 216 65, 140, 18, 58, 315 b30° 
p> 1 80 170 22 71 

315ML, p= 508 457 216 65, 140, 18, 58, 315 b30° 
p>l 90 170 25 81 

355S, p= 610 500 254 #70, 140, 20, 62.5, 355 o354 
p>l1 100 210 28 90 

355SM, p=1 610 500 254 #70, 140, 20, 62.5, 355 o35% 
p>l 100 210 28 90 

35ML, p=1 610 560 254 #70, 140, 20, 62.5, 355 o354 
p>l 100 210 28 90 

400M, p=1 686 630 280 ~=70, 140, 20, 62.5, 400 o35% 
p>l1 100 210 28 90 

400LK, p= 686 710 280 80, 170, a2. Ty 400 o354 
p> 1 100 210 28 90 


“Fixing hole diameter. 
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Figure 7.18 Connections and terminal markings of three-phase machines. (a) The machine is con- 
nected in star. The neutral point N is not necessarily available. (b) The machine is connected in delta. (c) 
The ends of the phase windings (U,;—U2) of the machine are connected to a terminal board. If there are 
intermediate taps in the windings, they are marked U3—U,. The connection of the machine in star or delta 
takes place either in the terminal box or completely outside the machine. (d) The terminal markings of a 
two-speed machine. The higher front number designates the winding of the higher rotation speed of the 
machine 








(b) 


Figure 7.19 (a) ABB aluminium motor, shaft height 132 mm, 5.5 kW, 3000 min~!. (b) ABB cast-iron 
motor, shaft height 280 mm, 75 kW, 3000 min~!. Reproduced by permission of ABB Oy 
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Table 7.7 Most common IC classes of electrical machines 


Code Definition 

IC 00 The coolant surrounding the machine cools the inner parts of the machine. The 
ventilating effect of the rotor is insignificant. The coolant is transferred by free 
convection 

IC 01 As IC 00, but there is an integral fan mounted on the shaft or the rotor to circulate the 
coolant. This is a common cooling method in open induction motors 

IC 03 A method similar to IC 01, but with a separate motor-mounted blower having the 
Same power source with the machine to be cooled 

IC 06 A method similar to IC 01, but the coolant is circulated with a separate 


motor-mounted blower with a different power source. There can also be a single 
extensive blower system supplying the coolant for several machines 

IC 11 The coolant enters the machine via a ventilating duct and passes freely to the 
surrounding environment. The circulation of the coolant is carried out with a 
motor- or shaft-mounted blower 


IC 31 The rotating machine is inlet- and outlet-pipe ventilated. The circulation of the 
coolant is carried out with a motor- or shaft-mounted blower 

IC 00 41 Totally enclosed internal circulation of the coolant by convection and cooling through 
the frame with no separate blower 

IC 01 41 As IC 00 41, but the frame surface cooling takes place with a separate shaft-mounted 


blower causing circulation of the coolant. This is a cooling method in ordinary 
enclosed induction motors 

IC O01 51 Totally enclosed internal cooling by convection. The heat is transferred through an 
internal air-to-air heat exchanger to the surrounding medium, which is circulated by 
a shaft-mounted blower 

IC 01 61 As IC 01 51, but the heat exchanger is mounted on the machine 

IC W37 A71 Totally enclosed internal cooling by convection. The heat is transferred through an 
internal water-to-air heat exchanger to the cooling water, which is circulated either 
by supply pressure or by an auxiliary pump 

IC W37 A81 As IC W37 A7]1, but the heat exchanger is mounted on the machine 


but about 1% is still lost in the friction losses. The heat generated in the machine has to be 
led to the medium surrounding the machine. The cooling methods of the electrical machines 
are defined in IEC 60034-6 and the enclosure classes in IEC 60034-5. The class of enclosure 
depends on the cooling method. For instance, the enclosure class IP 44 designates good me- 
chanical and moisture protection that are not compatible with the cooling method IC 01, since 
it requires an open machine. Table 7.7 gives the most common IC classes. 

The duty types of electrical machines are designated as S1—S9 and described according to 
IEC 60034-1 (2004). 


7.1.8.1 Duty Type S1 — Continuous Running Duty 


This deals with operation at constant load maintained for sufficient time to allow the machine 
to reach thermal equilibrium. A machine for this kind of operation is stamped with the abbre- 
viation S1. This is the most common duty-type stamping in industrial machines irrespective 
of the real use of the motor. 
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7.1.8.2 Duty Type S2 — Short-Time Duty 


This covers operation at constant load for a given time, less than that required to reach ther- 
mal equilibrium. Each operation period is followed by a time at rest and de-energized, with 
a sufficient duration to re-establish the temperature of the surrounding air. For machines of 
short-time duty, the recommended durations of the duty are 10, 30, 60 and 90 min. The appro- 
priate abbreviation is S2, followed by an indication of the duration of the duty, for instance the 
stamping S2 60 min. Stampings for short periods of use, for instance S2 10 min, are common 
in motors integrated in cheap tools such as small grinders. 


7.1.8.3 Duty Type S3 — Intermittent Periodic Duty 


This concerns a sequence of identical duty cycles, each including a time of operation at con- 
stant load and a time at rest and de-energized. Thermal equilibrium is not reached during a 
duty cycle. Starting currents do not significantly affect the temperature rise. The cyclic dura- 
tion factor is 15, 25, 40 or 60% of the 10 min duration of the duty. The appropriate abbreviation 
is S3, followed by the cyclic duration factor, for instance the stamping S3 25%. 


7.1.8.4 Duty Type S4 —- Intermittent Periodic Duty with Starting 


This covers a sequence of identical duty cycles, each cycle including a significant starting 
time, a time of operation at constant load and a time at rest and de-energized. Thermal equi- 
librium is not reached during a duty cycle. The motor stops by naturally decelerating, and thus 
it is not thermally stressed. The appropriate abbreviation for the stamping is S4, followed by 
the cyclic duration factor, the number of cycles in an hour (c/h), the moment of inertia of the 
motor (/)4), the moment of inertia of the load (Jext) referred to the motor shaft, and the permit- 
ted average counter torque 7, during a change of speed given by means of the rated torque. For 
example, the stamping S4—15%-120 c/h—Jm = 0.1 kg m* — Jax, = 0.1 kgm* — T, = 0.57. 


7.1.8.5 Duty Type S5 — Intermittent Periodic Duty with Electric Braking 


This covers a sequence of identical duty cycles, each cycle consisting of a starting time, a time 
of operation at constant load, a time of braking and a time at rest and de-energized. Thermal 
equilibrium is not reached during a duty cycle. In this duty type, the motor is decelerated 
with electric braking, for instance counter-current braking. The appropriate abbreviation for 
stamping is S5, followed by the cyclic duration factor, the number of cycles per hour (c/h), the 
moment of inertia of the motor Jy, the moment of inertia of the load J.,,, and the permitted 
counter torque 7,. For example, the stamping S5-60%-120 c/h—Jy = 1.62k¢m? — Jat = 
3.2kem? — T, = 0.35TN. 


7.1.8.6 Duty Type S6 — Continuous Operation Periodic Duty 


This covers a sequence of identical duty cycles, each cycle consisting of a time of operation 
at constant load and a time of operation at no load. Thermal equilibrium is not reached during 
a duty cycle. The cyclic duration factor is 15, 25, 40 or 60% and the duration of the duty is 
10 min. The stamping for instance is S6 60%. 
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7.1.8.7 Duty Type S7 — Continuous Operation Periodic Duty with Electric Braking 


This concerns a sequence of identical duty cycles, each cycle consisting of a starting time, 
a time of operation at constant load and a time of electric braking. The motor is decelerated 
by counter-current braking. Thermal equilibrium is not reached during a duty cycle. The ap- 
propriate abbreviation is S7, followed by the moment of inertia of the motor, the moment 
of inertia of the load and the permitted counter torque (cf. $4). The stamping for instance is 
S7—500c/h—Jy = 0.06/kg m* — Ty = 0.25Ty. 


7.1.8.8 Duty Type S8 — Continuous Operation Periodic Duty 
with Related Load/Speed Changes 


This covers a sequence of identical duty cycles, each cycle consisting of a time of operation 
at constant load corresponding to a predetermined speed of rotation, followed by one or more 
times of operation at other constant loads corresponding to different speeds of rotation (carried 
out, for example, by means of a change in the number of poles in the case of induction motors). 
There is no time at rest and de-energized. Thermal equilibrium is not reached during a duty 
cycle. The appropriate abbreviation is S8, followed by the moment of inertia of the motor, 
the moment of inertia of the load and the number of duty cycles in an hour. Also a permitted 
counter torque and the cyclic duration factor have to be given. The stamping for instance is 


S8 — JM = 2.3kg¢m* — Sex: 35 kgm? 

30c/h — Ty, = Ty — 24kW — 740 r/min — 30% 
30c/h — Ty, = 0.5Tx — 60kW — 1460 1r/min — 30% 
30c/h — Ty, = 0.5Tx — 45 kW — 9801r/min — 40%. 


The load and combinations of rotation speeds are stamped in the order in which they occur in 
the duty. 


7.1.9 Examples of the Parameters of Three-Phase Industrial 
Induction Motors 


In the following, typical values of equivalent circuit parameters of commercial induction mo- 
tors are given. Figure 7.20 illustrates the average behaviour of the per unit magnetizing induc- 
tances of certain induction motors as a function of power. The motors were produced by ABB. 

A second significant parameter in the equivalent circuit of the machine is the flux leakage 
of the stator. Figure 7.21 illustrates the per unit leakage inductances of the same machines 
manufactured by ABB as in the previous figure. The values for the flux leakage are calculated 
here by employing the catalogue values of the machine, for instance for the pull-out torque. 

The rotor flux leakage per unit inductance at rated load is typically of the same magnitude 
as the stator flux leakage. For manufacturing reasons, closed rotor slots are often used in die- 
cast rotors, which makes the rotor leakage behaviour somewhat complicated. At low slips, the 
rotor leakage inductance 1s high, but at larger loads the leakage flux path saturates and similar 
per unit values are found as for the stator. 

The behaviour of the stator resistance is a significant factor in the machines. Figure 7.22 
illustrates the behaviour of the stator resistance of high-efficiency induction motors as a 
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Figure 7.20 Average behaviour of the per unit magnetizing inductances of four-pole high-efficiency 
induction motors as a function of shaft output power. The curve is composed of the values of 1.1, 2.2, 
5.5, 11, 45, 75, 110, 355 and 710kW machines. Reproduced by permission of Markku Niemela 


function of shaft output power. The figure also reveals how difficult it is to compare small 
and large machines, unless the resistance is calculated as a per unit value. 

Figure 7.22 shows that in small machines, the resistance is a very significant component. 
Already at rated current there is an 11% resistive loss in the stator resistance of a 1.1 kW 
machine. Therefore, the efficiency cannot reach very high values either. With a full logarithmic 
scale, both the absolute and per unit resistances seem to behave linearly. 

The rotor resistances are typically of the same magnitude as the stator resistance in in- 
duction motors. The resistive loss of the rotor is proportional to the slip s and takes place 
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Figure 7.21 Average behaviour of the per unit leakage inductances of four-pole high-efficiency induc- 
tion motors as a function of shaft output power. The curve is composed of the values of 1.1, 2.2, 5.5, 11, 
45, 75, 110, 355 and 710 kW machines. Reproduced by permission of Markku Niemela 
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Figure 7.22 Stator resistances of typical modern high-efficiency, totally enclosed industrial induction 
motors from ABB as a function of shaft output power, given as absolute and per unit values. Reproduced 
by permission of Jorma Haataja 


in the resistance R, of the rotor. The magnitude of the rotor resistive loss is Peyr = I? R,. In 
small machines, the rotor resistance is proportionally smaller than the stator resistance. This 
is indicated in Figure 7.23, where the different losses of the machine are illustrated as their 
proportional shares. A small power factor in a small machine leads to the fact that the stator 
loss in small machines is relatively high. 

At a power of just 90 kW, the resistive losses of the rotor and stator approach each other. 
Bearing in mind that the stator current is slightly higher than the rotor current referred to the 
stator side 1’ ~ I, cos p, we may infer from the loss distribution that the stator-referred rotor 
resistances are typically of the same magnitude as the stator resistances. 

Figure 7.24 illustrates how the power factor of the induction motors of ABB’s M3000 series 
behaves as a function of power, the number of pole pairs being the parameter. 

The increase in the number of pole pairs notably reduces the power factors of the induction 
motors. This is due to the fact that the magnetizing inductance of a rotating field machine is 
inversely proportional to the square of the number of pole pairs. As the magnetizing induc- 
tance decreases, the machine consumes more reactive current, and consequently the power 
factor is lower. 

Although induction motors are rather well standardized, their efficiencies are not defined 
in the standards. Therefore, there are notable differences between the motors of different 
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Figure 7.23 Average loss distributions of modern induction motors at powers below 100 kW. The pro- 


portion of the losses is referred to the machine losses at the rated operating point. Adapted from Auinger 
(1997) 


manufacturers. Figure 7.25 illustrates the efficiencies of induction motors as a function of 
shaft output power. These motors, manufactured by several companies, are commercially 
available on the European market. 


7.1.10 Asynchronous Generator 


If desired, an asynchronous machine 1s applicable also as a generator. When connected to the 
network, it has to be rotated by a power engine at a speed higher than the synchronous speed. 
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Figure 7.24 Power factors of modern totally enclosed induction motors as a function of power, with 
the number of pole pairs as a parameter (ABB M3000) 
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Figure 7.25 Efficiencies of totally enclosed four-pole induction motors as a function of shaft output 
power. The motors are manufactured by several companies indicated by the different symbols. The figure 
also illustrates the limits of the efficiency classes in the EU. EFF1, EFF2 and EFF3 are the induction 
motor efficiency categories defined by the EU. Reproduced by permission of Jorma Haataja 


An asynchronous generator takes its magnetizing current from the network and, usually, has to 
be compensated by a capacitor bank. Under certain circumstances, an asynchronous machine 
is also used as a capacitor-excited island generator. The capacitors have to be in resonance 
with the total inductance of the machine, 


IXc| = |Xm+ Xo. (7.116) 
The corresponding resonant angular frequency is 


1 


When the speed of the machine is increased from zero, the build-up of the generator re- 
quires a remanence of the rotor or an external energy pulse supplied to the system. The current 
flowing in the LC circuit of the system is very low until the resonant angular frequency is ap- 
proached. In the vicinity of the resonance, the current of the machine increases rapidly and it 
magnetizes itself. The voltage is rapidly built up. As saturation increases, the magnetizing in- 
ductance is decreased and the resonance frequency is increased, and the terminal voltage of the 
machine remains reasonable at a constant speed. The load affects the size of the magnetizing 
capacitor, and therefore it should be adjusted as the frequency and the load fluctuate. How- 
ever, asynchronous generators intended for island operation are usually dimensioned in such 
a way that their magnetic circuits saturate strongly as soon as the rated voltage is exceeded at 
the rated speed. In that case the capacitance of a capacitor can be increased quite high without 
changing the terminal voltage. Thus we are able to construct an asynchronous generator for 
island operation, the terminal voltage of which remains almost constant as the load varies. 

Asynchronous generators equipped with squirrel cage rotors are fairly common. Due to 
their reliability, they are utilized in unattended power plants. Since an asynchronous machine 
needs no synchronizing equipment, the machinery of small power plants is kept cost effective. 
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Wound-rotor doubly fed induction generators are often used in wind-power applications up 
to several megawatts. The rotor of a generator is connected to a frequency converter, and the 
converter rating is typically about one-third of the generator rated power. This system allows 
efficient control of the system, and the frequency converter is cheap compared with a full 
power series converter. 


7.1.11 Asynchronous Motor Supplied with Single-Phase Current 


A winding supplied with single-phase current creates a flux density which does not rotate, 
but pulsates and can be illustrated as harmonic phasor pairs rotating in opposite directions 
in the air gap. Next, the operation of a machine is analysed with respect to a fundamental 
pair v = +1. Of these v = +1 is considered the actual positive-sequence field. In that case, 
the equivalent circuit of a single-phase machine appears as illustrated in Figure 7.15 with the 
following adjustments. Since there is only one stator winding in the machine the magnetizing 
reactances Xsm1 and Xsms5 have to be replaced with halves of the main reactance Xp) = wLy. 
The leakage reactance of the rotor at a slip s = 1 is equal for the positive- and negative-phase- 
sequence field. The only difference lies in the resistances of the rotor circuit. The positive- 
sequence resistance is 0.5R'/s, and the negative-sequence resistance is 0.5R'/ (2 — s). Phasor 
calculation is the easiest way to solve the impedances, and thus the positive- and negative- 
sequence impedances of the rotor can be written in the form 








O.5R. 
Piast = S + J0.5X 76, 
(7.118) 
; O.5SR, . ; 
Pisces = Die + JO.5X,5- 
Now, the positive- and negative-sequence impedances are obtained 
1X ,Z' 
Live =a : = 9 
jXp si Die 
(7.119) 


jXZ’ 


_ P—,ns 


LS 
= jXp a Dia 


When the stator impedance Z. = R, + jXso is added to the sum of these impedances, we 
obtain the total impedance Z of the machine, which 1s connected to the terminal voltage. Then 


we obtain the current of the machine. The emf components of the machine are E,,. = Z,./., 


and F.. = Z,./,.. They can be employed in the calculation of the corresponding components 


of the rotor currents 





ee, 
—rps ~ “pr? 
1. ps 

(7.120) 
y! _ Zns! ps 


—r,ns ~~ 7! 


r,ns 
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The resistive losses in the rotor resistances created by these components are 








0.5R! 
Pycu,ps = ales ‘ > ) 

nee (7.121) 
P-cu,ns — i — . 

2—S 


These resistive loss powers both represent opposite torques. The resultant torque at a slip s is 
(see Equation (7.79)) 


FC FCan 
Tae (“2 7 sae), (7.129) 
w S 2-—S 


When the machine is at rest, the torques are equal, and therefore the machine does not start 
up without assistance. At synchronous slip s = 0, the positive-sequence impedance is Z,,. = 
jXp and the negative-sequence impedance is |Z,.| < | Zaox\; and thus Eps >> Ens. Xp (Lp) 
is used instead of X,, because of the single arrangement. When both the emf components 
are induced in the same coil, it means that at low values of slip the torque of the counter- 
rotating field is low. It nearly disappears and the machine operates almost like a symmetrically 
supplied poly-phase machine. As the resultant emf has to be almost the magnitude of the 
terminal voltage, correspondingly the positive-sequence field is so high that it alone induces 
the required emf. The amplitude of the negative-sequence field is damped almost to zero at 
low values of slip. Figure 7.26a illustrates the static torque curves of the machine. 

This motor type is actually of no use, since a starting torque is lacking. Therefore, there 
are some starting techniques commonly used to start these motors. An improvement of the 
torque—speed characteristic can be achieved by an auxiliary winding with a capacitor in series. 
Such an arrangement will be analysed below. Single-phase motors are in practice two-phase 
motors supplied with a single-phase voltage. Figure 7.26b illustrates such a machine. There 
is a two-phase winding in the stator of the machine. The magnetic axes of the coils D and Q 
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Figure 7.26 (a) Static torque curves of a single-phase induction motor and the sum curve of the torque 
as a function of slip. 7,, is the positive-sequence torque and T,,, the negative-sequence torque. T,,; 1s the 
sum of these components. At zero speed, the sum of torques is zero (Tj, = 0). (b) Model of a single- 
phase-supplied capacitor motor 
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are located at a distance of 90 electrical degrees. There is an additional impedance connected 
in series with the coil Q, usually a capacitance C, which causes a certain temporal phase 
shift between the currents of the windings when the machine is supplied with a single phase. 
Usually, there is a cage winding in the rotor. There is usually also a different number of turns 
in the stator windings of a capacitor motor and Ng > Np. This asymmetry complicates the 
analysis of the machine’s characteristics considerably. 

The voltage equations of the main (D) and auxiliary (Q) windings can be written in the 
form (Matsch and Morgan, 1987) 


Un = (Rsp + JXso Dp) Lp a Esp 


(7.123) 
Ug = (Req t+ jiXsoq t+ Re +jXc) Lo + Eng: 

Ry + jJXsop = Z, and Reg + jJXscQ = Z iq are the stator impedances of the main and aux- 
iliary windings. £’,, includes, in addition to the two rotating flux components of the main 
winding, the effects of the two rotating components of the auxiliary winding. Rc + jXc is the 
impedance of the capacitor. The direction of rotation of a capacitor motor is from the auxiliary 
winding to the main winding, since the capacitor shifts the current of the auxiliary winding 
temporally ahead of the current of the main winding. When the main winding is open, the 
voltage equations are written in the form 


Uy = E5p 


| | (7.124) 
U,= (Rs + jJXscqg+ Rc + jXc) lo t+ £9 


where 
E59 = E_sq + Enso (7.125) 


is the sum of the positive-sequence component (ps) and the negative-sequence component 
(ns) of the emf. Since the main winding is located at a distance of 90 electrical degrees from 
the auxiliary winding, the voltage induced by the positive-sequence flux component of the 
auxiliary winding has to be 90 electrical degrees lagging, and the voltage induced by the 
negative-sequence flux component has to be 90 electrical degrees leading. Thus 


£589 
Eon = —J K 








Ee 
—— 7.126 
+ j K ( ) 


where K is the ratio of the effective number of coil turns of the main winding to the effective 
number of coil turns of the auxiliary winding. When both windings are connected to the net- 
work, the effect of all flux components has to be taken into account, and the voltage equations 
are thus written in the form 


E E 
_ .—psQ - —nsQ 
Un =Zi1lpn + Egsp I TI + Ensp, (7.127) 


Uy, = (Zig t+ Zc) Io + Esq + JK Egy + Ensg — JK Ens: 
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Figure 7.27 Equivalent circuits of the main and auxiliary windings of a capacitor motor. (a) Main 
winding, (b) auxiliary winding 


Figure 7.27 illustrates the equivalent circuit of a capacitor motor constructed based on 
Equation (7.127). Also this equivalent circuit is based on the equivalent circuit of Figure 
7.15, which has been modified to take into account the voltage components created by differ- 
ent axes. Both the rotor quantities of the equivalent circuits of both phases are referred to the 
number of turns of the main winding. 

With the equivalent circuit of Figure 7.27, we may simplify the voltage equations in the 
form 


j (Z,, 7 Zz.) 
K —Q (7.128) 
Ug =iK (Zp. Zn) Lp + [Ze + Ziq + K? (Zp + Zas) | Lo: 


Uy = (Z, + Zp + Zas) Lp — 


Since the phases of a capacitor motor are usually connected in parallel, we may write 
Un =0, =U. (7.129) 
The total current supplied in the motor is 
L=Ipn+lq. (7.130) 


The difference between the positive- and negative-sequence power components of both 
windings is 


Pps Psns = Re | (Epp a Exp I5 + Jj (Esq a ny KI] ' (7.131) 
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Figure 7.28 Phasor diagram of a capacitor motor at a symmetry point 


The torque of the machine is now written as 


Te P (Pops ~ Pons) (7.132) 


Ws 


A symmetry should prevail between the phases at the rated operation point of a capacitor 
machine. The negative-sequence field disappears at a symmetry point where the current link- 
ages of the D and Q windings are equal. Such a point may be found at a certain slip. Now the 
emfs of the windings are phase shifted by 90 electrical degrees, and they are proportional to 
the numbers of coil turns 


K — Ep — kwoNp _ Up 
— EQ kwaNq Ug 





(7.133) 


The voltage of the capacitor is 90 electrical degrees behind the current J being thus in the 
direction of J. On the other hand, the sum U, + Uc = Up. A phasor diagram can now be 
drawn according to Figure 7.28. According to the phasor diagram and Equation (7.133), 





Ug — kwaNq _ 1 


tan gp = = —, 7.134 
= -kOND TR ( ) 
I U 
Uc = = —. (7.135) 
OC  COS¢p 
Since at the symmetry point, the current linkages of the windings are also equal 
KwpoNpIp = kwoNolo, (7.136) 
the symmetry requires a capacitance 
I 2 
G2 (7.137) 


wUp sin gp 
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The phasor diagram shows that the voltage of the capacitor is notably higher than the rated 
voltage of the machine. Therefore, a high voltage rating is required for the capacitor. 

The rated point of the machine is usually selected as the symmetry point. The torque re- 
quires a certain resistive loss of the rotor P,cy (7.121), half of which is provided by the phase 
winding D to the rotor. The phase current of the rotor is calculated from this loss by employing 
the rotor resistance (7.41). When it is referred to the winding D, we obtain the current Ip ~ 
(7.45). 

Instead of a capacitor, we may also employ a resistance or an inductive coil. However, they 
do not produce as good starting properties as the capacitor does. In shaded-pole motors, the 
salient-pole section of the stator is surrounded by a strong copper short-circuit ring, where the 
induced voltage creates a current temporally delaying the flux of this shaped pole, thus pro- 
ducing the phase required for starting. Because of the great losses, this method is applicable 
only in very small machines. 


7.2 Synchronous Machine 


Synchronous machines constitute an entire family of electrical machines. The main types of 
the electrical machine family are (1) separately excited synchronous machines (SMs), (2) 
synchronous reluctance machines (SyRMs) and (3) permanent magnet synchronous machines 
(PMSMs). Separately excited machines are either salient or nonsalient-pole machines. In these 
machines, there is usually a three-phase winding in the stator, whereas the rotor is equipped 
with a single-phase field winding supplied with direct current. A synchronous machine and 
a permanent magnet machine differ essentially from an asynchronous machine by the fact 
that their resulting current linkage component created by the rotor is generated either by field 
winding direct current or by permanent magnets which, at steady state, work independent of 
the stator. In asynchronous motors, the rotor currents are induced by the air-gap flux as a slip 
occurs. In synchronous machines, the air-gap flux change caused by the stator current linkage, 
that is the armature reaction, is not compensated spontaneously, but the rotor field winding 
current has to be adjusted if necessary. If a synchronous machine carries a damper winding, 
its behaviour during transients is very similar to the behaviour of an asynchronous machine 
squirrel cage under slip. Since the current linkage of permanent magnets cannot normally be 
altered, some problems occur in the use of permanent magnet machines. Further, a special fea- 
ture of permanent magnet machines is that, unlike in machines excited by field winding cur- 
rent, the source of the current linkage itself, the low-permeability permanent magnet material, 
belongs to the magnetic circuit. Therefore, the magnetizing inductances of permanent mag- 
net machines are relatively low when compared with ordinary synchronous machines. Thus, 
correspondingly, the armature reaction also remains lower than the armature reaction of sepa- 
rately excited synchronous machines. Table 7.8 lists synchronous machines of different types. 

The design of a synchronous machine proceeds in the same way as the design of an asyn- 
chronous machine. Section 3.1.2 discusses the different air gaps of a synchronous machine, 
which together with the windings determine the inductances of synchronous machines. When 
considering the stationary operation of the machine, the load angle equation forms a signifi- 
cant design criterion. 

In the case of rotor-surface-mounted permanent magnets, a permanent magnet machine is, 
in principle, of the nonsalient-pole type. The air gap is long and the inductances are low. In 
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Table 7.8 Family of synchronous machines 


SYNCHRONOUS MACHINES 
SEPARATELY MAGNETIZED SYNCHRONOUS RELUCTANCE PERMANENT MAGNET SYNCHR. 
SYNCHRONOUS MACHINES SM MACHINES SyRM MACHINES PMSM 
Salient pole m. Non salient p. m. RM RM, PMSM, PMSM, 
permanent with Bou 
LiL, ot L/L, =] Lerl, magnet saliency salient 


ae | [ —_ ad LL, wa L/L, a 
Leek, Pa 
Brushless: With brushes Brushless: With brushes 


(a) —rotating (a) —rotating 


(b) magnetizing (b) magnetizing PMSM PMSM 
(c) machine (c) machine embedded __ pole shoes 
—thyristor —thyristor magnets 
bridge bridge 








The different brushless excitation systems (a), (b) and (c) are discussed briefly in Section 7.2.9. 


the case of embedded magnets instead, the rotor is a salient-pole construction, the inductance 
of the direct axis being typically lower than the inductance of the quadrature axis. 

In the case of a synchronous reluctance machine, the objective is to create a maximum 1n- 
ductance difference between the direct and quadrature axes. The goal is reached by employing 
a minimum direct axis and a maximum quadrature air gap. 


7.2.1 Inductances of a Synchronous Machine in Synchronous Operation 
and in Transients 


The inductances chiefly decide the characteristics of synchronous machines. The air gaps of 
a synchronous machine may vary in the direct and quadrature directions, which leads also to 
different stator inductances in the direct and quadrature directions, Lq and Lg, respectively. 
These inductances are composed of the direct and quadrature magnetizing inductance and the 
leakage inductance Lg. 

A salient-pole synchronous machine, connected to a three-phase network rotating syn- 
chronously but with no rotor field winding current (a synchronous reluctance machine), takes 
its magnetizing current from the network. A symmetrical three-phase current linkage creates 
a rotating flux with constant amplitude in the air gap. In the natural position (correspond- 
ing to the minimum of the reluctance), the direct axis (d-axis) of the salient-pole rotor is 
aligned with the axis of the rotating current linkage of the stator. Unlike a nonsalient-pole 
machine, the salient-pole machine keeps on running at a synchronous speed, and when op- 
erating as a motor or as a generator produces a low torque even without rotor field wind- 
ing current. A machine of this kind, when running at no load, takes a current from the 
network 





U 
= (7.138) 
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Here 


I, 1s the direct-axis current of the stator winding, 
U,, pn is the phase voltage of the stator, 
Lis the direct-axis inductance. 


The direct-axis synchronous inductance consists of the direct-axis magnetizing inductance 
and the leakage inductance 


hig Slate Less (7.139) 


Since there is a relation dW,g = Lyq dig between the flux linkage and the inductance, the 
direct-axis inductance of the stator can be calculated using the main flux linkage of the ma- 
chine. If the machine does not saturate, the direct-axis air-gap flux linkage of the phase is 


Aw 2D A 
7U 


In a saturating machine, another average flux density value of a; than 2/7t is used. On the 
other hand, the magnetic flux density of the air gap can be defined by the current linkage of the 
phase; in other words, the current linkage ©,, of the stator creates in the effective direct-axis 
air gap dder (See Eq. (3.56)) a flux linkage 


2 UO 
Wind = = kysj Ns— ale 
TU 





5 tel (7.141) 
def 


The effective air gap dger takes into account the slotting and magnetic voltages in iron parts 
of the magnetic circuit. 

The amplitude of the direct-axis current linkage of a single-phase winding, when the current 
is on the direct axis, is written as 


~ A kugiN 
OS... (7.142) 
m™ 2p 


Substitution yields for the main flux linkage 


: 2 bo 4 kwsiNs 

Ce elk, (7.143) 
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When the peak value of the air-gap flux linkage is divided by the peak value of the stator 
current, we obtain the main inductance Lyq of a single stator phase in the d-direction 


At 
Loa = —pox——— 5,1 ust Ns ye (7.145) 
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In a multiple-phase machine, other windings also affect the flux, and hence the magnetizing 
inductance Liq of the direct axis of an m-phase machine can be solved by multiplying the 
main inductance Lyq by m/2 


m 2 14¢ 2MT. 
Dee ees a) = ; 





Cea: (7.146) 


This equation corresponds to the general equation of the magnetizing inductance for a 
rotating-field machine written in Chapter 1, and is applicable as such to different machine 
types, providing that the equivalent air gap has been determined correctly. If the machine op- 
erates at a constant frequency, for instance as a power plant generator drive, reactances can 
be employed. The magnetizing reactance X mq corresponds to the magnetizing inductance of 
Equation (7.146) in the d-axis direction 


Dna = OL ma: (7.147) 


A corresponding expression may be written for X mq = @L mq. If the machine is magnetized 
with the stator rotating-field winding alone and the machine is running in synchronism at no 
load with the reluctance torque, we obtain the current of the stator 


U 
= ie (7.148) 
S 





In practice, the no-load current is almost purely on the d-axis and Equation (7.148) gives 
the d-axis current. 

If a nonexcited synchronous machine or a synchronous reluctance machine can be made 
to run 90 electrical degrees away from its natural direct-axis position, the largest effective air 
gap ger Of the machine is constantly at the peak of the rotating current linkage. To magnetize 
this large air gap, a notably higher current is required in the stator 


~ Ss (7.149) 
7 josLg 





The quadrature-axis synchronous inductance is, in analogy to Equation (7.139), 
Lg = Ling + Lso- (7.150) 


Lmq 1s calculated analogously to Lina by employing dger as the air gap instead of dder. Cor- 
respondingly, the leakage inductance of the stator is calculated with the methods discussed 
in Chapter 4. The flux leakage on the direct and quadrature axes is usually assumed equal, 
although the length of the air gap also affects the flux leakage. The flux leakage of the direct 
axis 1s Somewhat lower than the flux leakage of the quadrature axis, since the current-carrying 
d-axis magnetizing conductors are located in practice on the quadrature axis, where the air 
gap is notably longer than on the direct axis. 

The characteristics of a synchronous machine are strongly influenced by the quality of the 
damping of the machine. Previously, the core principles of the dimensioning of the damper 


362 Design of Rotating Electrical Machines 


winding were briefly discussed in the winding section in Section 2.18. The guidelines are 
based mainly on empirical knowledge. Damper windings resemble the rotor windings of in- 
duction motors, and the design principles of cage windings can be applied also in the design 
of damper windings. The damper windings of salient-pole machines are usually mounted 
in the slots of the pole shoe. The slot pitch of the rotor has to be selected to deviate by 
10-15% from the slot pitch of the stator to avoid the harmful effects of flux harmonics, such 
as noise. If there is skewing in the damper winding (usually for the amount of a single sta- 
tor slot pitch), the same slot pitch can be applied in both the stator and the rotor. The bars 
of the damper winding are connected with short-circuit rings. If the pole shoes are solid, 
they can, as in the solid rotor of a nonsalient-pole machine, act as a damper winding, as 
long as the ends of the pole shoes are connected with firm short-circuit rings. A separate 
damper winding is seldom used in nonsalient-pole machines. However, conductors assem- 
bled under the keys or the slot keys themselves can be employed as bars of the damper 
winding. 

In generators, one of the functions of damper windings is to damp counter-rotating fields 
created by unbalanced load currents. Therefore, in such a case, a minimum resistance is se- 
lected for the damper windings. The cross-sectional area of the damper bars is usually selected 
to be 20-30% of the cross-sectional area of the armature winding. The material of the bars 
is usually copper. In single-phase generators, cross-sectional areas above 30% are employed. 
The area of the short-circuit rings is selected to be about 30-50% of the cross-sectional area 
of the damper bars per pole. 

In synchronous motors, the damper bars have to damp for instance the fluctuation of the 
rotation speed caused by pulsating torque loads, and ensure an optimal starting torque as an 
asynchronous machine. Thus, to increase the rotor resistance, brass damper bars are used. 
If copper bars are used, their cross-sectional area is selected to be only 10% of the cross- 
sectional area of the copper of the armature winding. 

In permanent magnet synchronous machines, in axial flux machines in particular, the 
damper winding is easily constructed by assembling a suitable aluminium plate on the ro- 
tor surface, on top of the magnets. The above principles can be applied to the dimensioning 
of the aluminium plate. The cross-sectional area of the aluminium plate can be dimensioned 
to be about 15% of the total cross-sectional area of the stator copper material. 

During transients, the inductances of a synchronous machine first obtain the subtransient 
values L’; and Es and then the transient value L’,, which can be dimensioned precisely by mea- 
suring or employing time-stepping numerical calculation methods, cf. Figure 7.30 below. The 
magnitude of these inductances is basically influenced by the characteristics of the damper 
winding and the field winding. The time constant tj of the machine is usually relatively 
small when compared with the time constant tj. The solid-rotor frame of a nonsalient-pole 
machine forms a corresponding path for the eddy currents. At the beginning of the short cir- 
cuit, as the stator current increases rapidly, there is an abrupt change in the current linkage of 
the stator, and the current linkage immediately tries to alter the main flux of the machine. The 
damper winding reacts strongly and resists the change by forcing the flux created by the stator 
winding of the machine to leakage paths in the vicinity of the air gap. This makes the initial 
subtransient inductances L’, and Bs low when compared with the synchronous inductance 
Lq. Correspondingly, the field winding of the machine resists the change during the transient. 
When calculating the short-circuit currents for this period, we employ the transient inductance 
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(b) 


Figure 7.29 (a) Equivalent circuit of a synchronous machine in the d-direction according to the space 
vector theory. 7g and uq are the d-axis components of the stator current and voltage. Wy and W, are 
the direct- and quadrature-axis components of the stator flux linkage. 7p is the direct-axis current of 
the damper winding. i¢ is the current of the field winding. R, is the stator resistance, Rp is the direct- 
axis resistance of the damper winding and R; is the resistance of the field winding. L,, is the leakage 
inductance of the stator, Lmq is the direct-axis magnetizing inductance, Lp, is the direct-axis leakage 
inductance of the damper winding and Ly, is the leakage inductance of the field winding. uy is the 
supply voltage of the field winding, all variables of the rotor are referred to the stator. (b) Equivalent 
circuit of a synchronous machine in the q-direction according to the space vector theory. 7, and u, are 
the q-axis components of the stator current and voltage. YW, and W, are the direct- and quadrature-axis 
components of the stator flux linkage. 7g is the quadrature-axis current of the damper winding. R, is the 
Stator resistance, Rg is the resistance of the quadrature damper winding. L., is the leakage inductance 
of the stator, Ly 1s the quadrature-axis magnetizing inductance, La, is the quadrature-axis leakage 
inductance of the damper winding all referred to the stator voltage level 


L’, and the time constant t;, by which the short-circuit currents are damped to the values of 
the continuous state, calculated with the synchronous inductances Lg and Lg. 

As a result of the magnetic asymmetry of a synchronous machine, such a machine has to 
be analysed separately in the direct and quadrature directions in a reference frame attached to 
the rotor. Figure 7.29 illustrates these equivalent circuits of a synchronous machine according 
to the space vector theory. The theory is not discussed in detail here; however, the presented 
equivalent circuits are useful from the machine design point of view. 

We can derive different equivalent circuits for synchronous machines from the above cir- 
cuits to illustrate different states, Figure 7.30: 


a) at steady state, there is a direct-axis synchronous inductance Lg = Lma + Lso dominating 
together with 
b) the quadrature-axis synchronous inductance Lg = Ling + Lo 
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Figure 7.30 Equivalent circuits of transients that can be derived from the steady-state equivalent cir- 
cuits of a synchronous machine, and some parameters related to these circuits 


c) the direct-axis transient inductance L’, is the sum of the stator flux leakage and the par- 


allel connection of the direct-axis magnetizing inductance and the field winding leakage 
inductance 


tmabto 


L) = Ls + —— 
. °° tma + Leo 
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d) the direct-axis subtransient inductance L‘; is the sum of the stator leakage inductance and 
the parallel connection of the direct-axis magnetizing inductance, the damper winding 
direct-axis leakage inductance and the field winding leakage inductance 


LypoLto 


e) the quadrature axis has no field winding, and therefore the quadrature-axis subtransient 
inductance 1s 


Lo = L ob LmgLhQo 
q oe SO L a L : 
mq Qo 
In the figure, we also find the equivalent circuits for the time constants Tj), Ty. Tag» Tq T40 
and Uy . The time constants are denoted as follows: 


(f) Tjo 1s the direct-axis transient open-circuit (stator terminals open) time constant; 
(g) T, is the direct-axis transient short-circuit time constant; 

(h) Tj is the direct-axis subtransient time open-circuit constant; 

(1) T40 is the quadrature-axis subtransient open-circuit time constant; 

(j) T{ is the direct-axis subtransient short-circuit time constant; 

(k) te is the quadrature-axis subtransient short-circuit time constant. 


A machine designer should be capable of giving values for all the above-listed param- 
eters; in principle, this is quite a straightforward task and may be performed by using the 
methods discussed in this book. In practice, however, it is a very demanding task since the 
magnetic conditions vary from one operating point to another. This means that the induc- 
tances and the resistances are not constant in the equivalent circuits. As an example, it could 
be mentioned that even the stator leakage inductance saturates when large stator currents 
are present. The best results for the above-mentioned parameters are found by experiment 
or by transient finite element analysis (FEA). If the machine is large, only the FEA method 
is available. 


7.2.1.1 Referred Rotor Parameters 


Resistance of Field Winding Referred to the Stator and its Flux Leakage 

First, we analyse the field winding parameters referred to the stator. The DC resistance of the 
field winding is R¢pc. The effective number of turns for a field winding per pole is Nr. There 
may be a, parallel paths in the rotor. If we wish to refer the rotor resistance to the stator, in 
general it has to be multiplied by the term given in Section 7.1.2 (Equation (7.52)) 


Mg Ne Kove s 
pe, (7.52) 
My Nek squekwor 
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The number of turns is N¢ on one pole and thus there are 2Nr¢ turns on a pole pair, and, 
in the whole rotor, a total of 2pN¢/a, turns in series. The winding factor of a salient-pole 
field winding can be assumed to be one for the fundamental harmonic, ky; = 1. The winding 
factor of a nonsalient-pole rotor must be calculated, k,,;, < 1. The phase number of the field 
winding is one, m, = 1. Thus, Equation (7.52) can be rewritten for a field winding as 


_ ms (__Nekwis _\" (7.151) 
a 1 2 Dkwi¢N¢/ay 


The resistance of the field winding of the rotor referred to the stator thus becomes 


Nekw - 
Ri =m, ( —*“5— } Roc. (7.152) 
2DKwigNe/ay 


Correspondingly, the leakage inductance of the field winding can be referred to the stator 


Nekw : 
Sn) ee (7.153) 
2PkwitN¢/ay 


The actual leakage inductance was calculated in Chapter 4. There, we obtained the leakage 
inductance Lrg = HolmapNfAp for a salient-pole rotor. By substituting the above quantities, 
we obtain the leakage inductance of the complete salient-pole rotor 





2pN:\7 
Lis = olny ( ; ‘) a (7.154) 


The leakage inductance of a nonsalient-pole rotor is calculated accordingly by using the 
methods introduced for slot windings. 


Damper Winding 

Next, the resistance and the leakage inductance of a damper winding are investigated. The 
simplest damper winding is a solid-rotor construction, in which eddy currents can be induced. 
The calculation of such a solid body is a challenging task, which cannot be solved analytically. 
However, if we assume that the rotor material is linear, we are able to derive equations analyt- 
ically for the material. Figure 7.31 illustrates the observation between the stator winding and 
the surface current. 

Now, Ampére’s law f H- dl = /[, s J - dS is applied to the area between the stator and rotor 
surfaces along the integration path of Figure 7.31 for the determination of the impedance of the 
solid material of the rotor, observed from the stator. When the rotor surface moves at a speed 
that is different from the current linkage harmonic of the stator, currents are induced in the 
solid rotor. A field strength H, caused by the damper currents acts upon the rotor surface. The 
corresponding additional current of the stator is detectable as an additional current linkage 
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rotor material gt —_ 


rotor motion 


Figure 7.31 Application of Ampére’s law between the surface currents and the stator currents. Note 
that boldface / indicates the general integration route, not the length of the machine. The field strength 
Ho is measured at the very surface of the solid rotor surface 


of the stator. Now, the fundamental component ©, of the current linkage of the stator and 
the tangential field strength H, (time-harmonic field strength vector amplitude) of the rotor 
surface, assumed sinusoidal, are written equal to each other 


is is Ky1tN 7 
Qe, = = SS /21' = ffs a= —, (7.155) 
In Dp Tp 


In (7.155), the variable x runs on the rotor surface along one pole pitch x € [0, Ts | 
We may now write for the rotor current referred to the stator 


2inp . 
I'.= aaa (7.156) 
AMKw Vs 


H, is the amplitude of the time-harmonic field strength represented as a complex vector on 
the rotor surface containing information on the phase angle. 

The amplitude of the complex harmonic field strength H, on the rotor surface corresponds 
to the currents of the rotor. When the concept of surface current is employed, we can state that 
the magnetic field at the interface equals the time-harmonic complex surface current Js with 
a normal vector direction 


Js: =n x Hy. (7.157) 


n is the normal unit vector of the surface, pointing away from the metal. The surface current 
is thus in the direction of the rotor axis when the field strength is tangential. 

To be able to define the rotor ‘damper winding’ impedance, we have to solve the corre- 
sponding induced voltage. Let us denote by Bs the amplitude of the air-gap flux density on 
the rotor surface in complex form. First, the flux is integrated, and then the flux linkage and 
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the voltage referred to the stator are calculated 


Tp 


ky ,N Re =, i 
= [ Boer dx = ja, 


/2 





2kwiNs!’ p 


7.158 
Jia 5 ( ) 


U; = —Js 


Yr 


where /' is the electromagnetic length of the machine. We obtain the rotor impedance referred 
to the stator 





Ul as (kwiNs) ml’ Bs 


Z.=> 
ji 7Up Jal r0 


(7.159) 


The air-gap flux density is usually known, and also the field strength can be obtained in 
some cases, if the damping currents of the rotor are known, for instance from the numerical 
field solution. If the rotor is a disc made of magnetically linear material, we are able to cal- 
culate the surface impedance Z,, = Rs, + jXs, of the rotor (which has to be referred to the 
stator) 


E. (0, t Eo (0, t 1+j _ fa, 
Ga eS Se 0 Sa (7.160) 
Isr (t) nxHy(t) 40 20 


where 6 is the penetration depth. The above can be applied for instance to the evaluation of 
the characteristics of a damper winding produced from aluminium sheet, if the sheet is thick 
compared with the penetration depth 6 = /2/qw,uo. This is valid in particular for the har- 
monics. The fundamental component, however, usually travels through the aluminium sheet. 
The simplest way to evaluate such a plate is to divide it into fictional bars and to apply Equa- 
tions (7.45)-(7.55) in analysing the ‘squirrel cage’. The angular frequency in the rotor with 
respect to the harmonic v at the fundamental slip sj is 


Oy = @,(1 — v1 — 8)). (7.161) 
The above rotor surface impedance can be referred to the stator quantity 


) Ws (kwi Ns) ml’ 
Fe (7.162) 
Tp 


If the rotor is made of a magnetically nonlinear material, an accurate analytic solution 
cannot be obtained, but the field solution of the rotor has to be carried out numerically or semi- 
analytically, for example with the multi-layer transfer matrix method (discussed in Pyrh6nen, 
1991). After the field solution, the average complex Poynting’s vector is calculated on the 
rotor surfaces using the complex time-harmonic amplitudes of the E- and H-fields 


A A_X* 


H 
.= (7.163) 
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The value of Poynting’s vector is integrated over all the rotor surfaces, and thus we obtain 
the apparent power S. of the rotor. Now the referred impedance of the rotor is obtained with 
the peak value U,,, of the air-gap magnetic voltage 


U2 
2S (7.164) 
2S 





If the damper winding is constructed as a cage winding, its resistance Rj, can be estimated 
approximately as 


/ Dix 2 
Ri = 5 is (= ip oe 2) K, (7.165) 
ODs Nps Sps Tp Spr ODr 


where 


(kws1Ns)° 
KK => ——— 


; (7.166) 
P 
RE Nersiy (7.167) 
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m, 1s the phase number of the stator, ops; is the conductivity of the damper bar material, tps 

is the slot pitch of the damper winding referred to the inner diameter of the stator, Np, 1s the 

number of damper bars per pole, op, is the conductivity of the material of the short-circuit ring, 

Sps 1s the cross-sectional area of the damper bar, /p, is the length of the damper bar, Sp, is the 

area of the short-circuit ring and, finally, Dp; is the average diameter of the short-circuit ring. 
First, the inductance of the damper winding is calculated with a constant air gap 





a a.D 
Li, =8 7 133 — S105 7.168 
D HUoWsMs Np. ( Ds + | K ( ) 


The permeance factor of a round damper bar is 


by oh 
ts =047 20006. 
bi Dy 


see Figure 4.10g; kc is the Carter factor, and 59 1s the air gap of the nonsalient-pole machine 
and the smallest air gap measured in the middle of the pole arc of a salient-pole machine. 

In the case of a salient-pole machine, the direct- and quadrature-axis leakages can be ex- 
pressed by Equation (7.168) 


, _ Ly 

ba 

, _ Ly 
fi (7.170) 
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where ¢q and ¢, are, for salient-pole machines, 


1.746 — 0.422 aes (7.171) 
=, — 0.422a, — —————_., . 
‘a <a, — 0.138 
231907 = 0.1 UEEVe 7172) 
Cg = I. lds Peso 


7.2.2 Loaded Synchronous Machine and Load Angle Equation 


A synchronous machine can operate either as a motor or as a generator. A synchronous ma- 
chine may also operate either as over- or underexcited. The terms ‘overexcitation’ and ‘un- 
derexcitation’ seem to have two different definitions in the literature. For instance, Richter 
(1963) has defined overexcitation in two ways: 


I. In an overexcited synchronous machine, the field winding current is larger than at no load 
at the rated voltage. 
II. An overexcited machine has a field winding current large enough to be capable of sup- 
plying inductive load magnetizing current. 


In practice, according to Definition I, a synchronous machine operates almost always 
overexcited. This definition is, therefore, not very useful. 

The second definition necessitates a remarkably larger field winding current before overex- 
citation is reached. According to this second definition, a machine may be underexcited while 
operating overexcited according to Definition I. This may be seen for instance in Figure 7.38b, 
where the stator current has a d-axis component opposing the field winding current. Accord- 
ing to Definition I the machine operates overexcited, whereas according to Definition II the 
machine operates underexcited. 

In the following, we will, however, use Definition II, since it is very practical and may be 
used on various occasions. Hence, an overexcited synchronous machine supplies the reactive 
current required by the inductive loads to the network. The overexcited machine appears as 
a capacitor to the network, and correspondingly, when underexcited, it takes the required 
additional magnetizing from the network appearing thus as a coil to the network. Normally, the 
synchronous machines run overexcited in the network, cos g = 0.7—0.8. The machines seldom 
operate underexcited, but in a situation where a large generator supplies a long transmission 
line with a power below the natural power of the line, the voltage tends to increase towards 
the end of the line, and the machine itself may then run underexcited. Figure 7.32 illustrates 
the effect of various load currents on the magnetization of the generator. This generator is 
operating alone in an island. 

In each case, there is a peak value 7 = 1 of the current flowing in the generator winding 
U1-U2 at the moment of observation. Since in a symmetrical three-phase system the sum of 
phase currents is zero, there is a negative current 1 = —1/2 flowing in the windings V1—V2 
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Figure 7.32 (a) Effect of an inductive load on the magnetization of a generator. The armature reaction 
@, of the stator created by the inductive load current i tends to weaken the flux ¢¢ generated by the field 
winding. The air-gap flux is a sum of @- and ¢,. The armature reaction weakens the flux produced by 
the magnetization of the field winding. The d-axis equivalent circuit with Ling is used. (b) Effect of a 
capacitive load current 7 on the flux of a synchronous generator. The armature reaction @, strengthens 
the flux @¢ produced by the field winding. (c) Effect of internally resistive load current on the flux of a 
synchronous machine. The armature flux ¢, created by the resistive current 7 is normal to the flux o¢ 
created by the field winding. Note that now the inductance in the equivalent circuit is changed to Lig as 
the q-axis of the machine is magnetized 
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and W1—W2. Now, in Figure 7.32a, we see that when the inductive current is 90° behind the 
emf e;(t) induced by the flux linkage, the flux @, that is created by the armature current and 
that is at the same phase as the load current has a phase shift of 180° with the flux @¢ created 
by the actual field winding. The flux ¢, thus weakens the flux @,. If we wish to keep the emf 
of the machine at a value corresponding to the nominal voltage, the DC field winding current 
of the generator has to be increased from the no load value to compensate for the armature 
reaction caused by the inductive load current; the generator is then operating overexcited. 

Figure 7.32b illustrates a generator supplying a capacitive load. The moment of observation 
is selected at the negative peak value of the load current in the winding U1—U2. Now the 
armature winding creates a flux with the capacitive current, this flux being parallel to the flux 
o¢ created by the magnetizing current. Thus, the DC field winding current of the generator 
can be reduced from the no load value while the terminal voltage remains constant. 

Figure 7.32c investigates an armature reaction caused by an internally resistive current. 
An internally resistive load current is a current that is resistive with respect to the emf. The 
emf and the load current are temporally in the same phase. Since the internal reactance of the 
generator is inductive, to reach the situation described above we have to connect the capacitors 
in parallel with the load resistances. The absolute values of the reactances of these capacitors 
have to be equal to the absolute value of the reactance of the generator. At the moment of 
observation, the current of the winding U1—U2 is at maximum. Now the current linkage of the 
stator winding creates a flux ®,, which is transverse to the flux of field winding @ . A large 
air gap in a Salient-pole machine restricts the flux created by the quadrature current linkage. 
The situation of Figure 7.32c is illustrated as a phasor diagram in Figure 7.33. 





Figure 7.33 RMS value phasors corresponding to the instantaneous values of the generator of Figure 
7.32c according to generator logic. ®¢ is the flux created by the field winding that induces the emf EF; of 
the machine, U, is the terminal voltage, /, is the phase current, ®, is the quadrature flux of the armature 
reaction, which includes also the effect of the flux leakage, ®, is the total flux of the stator, /,X, is the 
inductive voltage drop created by the internally resistive load current at the quadrature reactance. An 
internally resistive load has no DC component. The ‘generator logic’ discussed in Chapter 1 is followed 
here 
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Example 7.5: A synchronous machine has the following per unit quantities: /,, = 0.1, 
Imad = 1.5, lmq = 9.6, rs © O. Calculate the per unit field winding current needed to main- 
tain Ww, = 1 at no load, or when the machine is loaded with an inductive current i, = 0.5, 
a capacitive current ic = 0.5 or an internally resistive current ip = 0.5. 


Solution: At no load, the field winding current must alone produce the stator flux linkage 
absolute value of wW.q = 1, and hence is = Woa/lma = Wma/lma = 1/1.5 = 0.67. We can 
see that the magnetizing inductance size defines how much field winding current is needed. 
In this case, the d-axis magnetizing inductance /,, 1s fairly large, and the no-load i¢ is fairly 
small. If /,, is small, the armature reaction is also small, but more i¢ is needed. 

During an inductive load, the armature reaction is opposing the field winding cur- 
rent linkage, and hence we define the current as negative. The armature reaction is 
now Aveq = [ma X Ip = 1.5 x (—0.5) = —0.75. The d-axis stray flux linkage is AYyoq = 
Igo X i, = 0.1 x (—0.5) = —0.05. The d-axis stator flux linkage is found as Wq = [gg X 
(iL) + lmaCit + ig). The field winding current must produce an extra flux component to 
compensate for the armature reaction and the stray flux linkage. As the stator flux linkage 
must remain at its initial unity value, we have 1 = [c.g - it + /ma(it + if). 

Now we get 


ie = 1 lo - tn —lmalt)/ ima, = tg = [1 — 0.1 « (—0.5) — 1.5 - (—0.5)]/1.5 = 1.2. 


During a capacitive load, the armature reaction is + Ima X ic = +1.5 x 0.5 = +0.75. 
The stator stray flux linkage is +/,5 x ic = +0.1 x 0.5 = +0.05. Both of these val- 
ues are now increasing the stator d-axis flux linkage, which means that the field wind- 
ing current has to be decreased by Ais = —0.537. Now ig = [1 — 0.1 x (+0.5) — 1.5 x 
(+0.5)]/1.5 = 0.133. 

Hitherto, all the flux and current phenomena have to take place on the d-axis. During 
an internally resistive load, however, the armature reaction and the leakage flux linkage 
are, according to Figure 7.33, on the quadrature axis. The absolute value of the quadra- 
ture armature reaction is [mg X IR = 0.6 x 0.5 = 0.3. The quadrature-axis stray flux link- 
age is again/,, X ip = 0.1 x 0.5 = 0.05. Together these flux linkages change the quadra- 
ture flux linkage by Aws, = 0.35. On the d-axis, there is only the field winding current 
and the flux linkage created by it. We write now for the stator flux linkage 


te =f We + ¥2, = V Gtlma)” + (inlso + inlng)” = 1 = y (igl.5)° + 0.352 — ig = 0.624. 





Figure 7.34 illustrates the phasor quantities of a salient-pole machine when the power factor 
of an external load is inductive, the load current being thus behind the terminal voltage. 

Assuming the voltage /.R, over the resistance R, of the stator winding to be zero (the 
underlining denotes a phasor, while a symbol without underlining denotes an absolute 
value), we may now employ the synchronous inductances Lg and Lg (La = Lmat Lso, 
Lg = Lmq + Ls). All the quantities in the equations are phase quantities assuming a star 
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Figure 7.34 Phasor diagram of the steady state of a salient-pole generator with an inductive load cur- 
rent /, (an overexcited generator). /, is divided into two components. /g is the direct-axis current, since 
it creates a parallel but a counter-rotating flux with the flux linkage Y% of the DC field winding current. 
/,, is the quadrature-axis current, since it creates a quadrature flux. The quadrature-axis current /, is also 
called an internal active current, since it is in the same phase with the emf FE. The angle 6, which is 
the angle between F- and the terminal voltage U,, is the internal load angle of the machine. The fig- 
ure is constructed with per unit values, although the notations are in principle real values. In the figure 
Imad = 1, lmq = 0.7 and /,, = 0.1, vu; = 1 and i, = 1. Note that the quantities in the phasor diagram are 
phase quantities. Thus, for example, U, is now the phase voltage 


connection: 


E, —Iqj@sLa = UU, cos de”, (7.173) 


I ,josLq = U, sind eti(t+s) — jU, sind e”. (7.174) 
Equations (7.173) and (7.174) yield for the currents /, and Is 


_ —U,cosd ef + Ey 
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Since J, = 14 + L,, we obtain 
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Using the relations cos 6 = (e!) + e~/°)/2 and jsind = (e!® — e7!°)/2, Equation (7.177a) 
reduces to 





I.= ime (—e!” oo e) elo 4 U, (—j) (e¥? - ei) Ei tvs Es 
= 2ja La 20sLq josla 
U , U : E 
eg ee ee (7.177) 
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Next, the power P = 3Ugpn/, cos is calculated with the phase quantities. Choosing U, 
as the real axis and substituting for £, = E¢ (cosd + jsind), we get for the real component 
of J. 








U, 1 1 Bp, 
Rel, = — — — — }sin26 + sin 6 (7.178) 
L slid 


and for the power 


P = 3U gpI, cos Y = J/3U, 1, COS ~ 


UE. fea h (7.179) 
=3 (“2 sind +03 sit sin2s), 
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This equation is known as the load angle equation of a salient-pole machine. Equation (7.179) 
shows that with a nonsalient-pole machine, for which La = Lg, the equation is simplified as 
the latter term becomes zero. If the voltages of the equation are written as line-to-line volt- 
ages, the factor 3 in front of the large bracket is omitted. When the mechanical power is zero 
and the losses are neglected, the reactive power is obtained from Equation (7.177b) by substi- 
tuting 6 = 0 


Ue Ee — U2 
g =a (Sete) (7.180) 


OsLa 


in other words, it is the imaginary part of (7.177b) multiplied by Ugpn. 

Figure 7.35 illustrates the graphs of the load angle equation as a function of load angle. The 
figure shows the notable effect of the dimensioning of the magnetic circuit on the operation 
of the machine. When the synchronous inductances of the machine diverge in the direct and 
quadrature direction, the load angle curve of a salient-pole machine is created. The load an- 
gle curve of a nonsalient-pole machine comprises a single sine term only. The highest power 
is reached with a nonsalient-pole machine at a load angle 6 = 90°. The maximum torque 
and power of a salient-pole machine are reached at a load angle of less than 90°. One of the 
core tasks of a designer is to design a synchronous machine in such a way that the required 
inductance values are reached, since these values have a considerable influence on the char- 
acteristics of the machine. 
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Figure 7.35 Graph of the load angle equation of a salient-pole machine (a) and a nonsalient-pole 
machine (b). The curve (c) illustrates the reluctance torque of a salient-pole machine 


Figure 7.35 also illustrates the principle of a synchronous reluctance machine. In Equa- 
tion (7.179), the latter term, based on the magnitude of the difference between the direct and 
quadrature inductances, describes the load angle equation of a synchronous reluctance ma- 
chine. Such a machine is thus in principle a salient-pole machine without a field winding. In 
the case of a synchronous reluctance machine, the target is to maximize the difference between 
the direct and quadrature reactance so that curve (c) of Figure 7.35 produces a maximum peak 
torque. 


7.2.3 RMS Value Phasor Diagrams of a Synchronous Machine 


There are two basic logical systems in the phasor diagrams: a ‘generator logic’ and a ‘motor 
logic’, see Chapter |. In the generator logic, the flux created by the rotor excitation induces the 
stator emf, and then the stator current is created as a result of the induced emf; therefore, it is 
approximately parallel to it (within +£90°). In the motor logic, the supplied stator terminal volt- 
age is first integrated with respect to time to obtain the stator flux linkage Y% (t) © { u(t) dt; 
the emf is considered a counter-rotating electromotive voltage e,(t) = — (d¥, (t) /dt). The 
current is considered to be created as an influence of the terminal voltage, and therefore, in 
the motor drive, its phasor is approximately in the same direction as the voltage. 

Next, phasor diagrams of various synchronous machines with different load conditions are 
investigated. The phasor diagram gives a clear picture of the phase shifts between different 
waveforms of the machines. However, the RMS value phasor diagram is valid only for sinu- 
soidal quantities at steady state. With phasor diagrams corresponding to RMS value diagrams, 
we are able also to investigate dynamic states, which, however, are outside the scope of this 
chapter. 
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7.2.3.1 Nonsalient Synchronous Machine 


A nonsalient synchronous machine is nearly symmetric, since the uniformity of the air gap 
is disrupted only by the slotting of the stator and the rotor. The rotor slots are usually not lo- 
cated regularly on the periphery of the rotor to produce as sinusoidal a flux density as possible 
with the rotor current linkage, as discussed in Figure 2.3. If a uniform slot pitch is selected, 
normally two-thirds of the rotor surface is equipped with slots and windings. Therefore a 
slight magnetic asymmetry occurs also in nonsalient-pole machines. In these machines, the 
stator resistance R, causes a voltage drop. The magnetizing reactance X,, obtained from the 
magnetizing inductance L,, and the leakage reactance X,, obtained from the leakage induc- 
tance L., of the stator phase winding are impedances, over which a voltage can be considered 
to take place. In reality, the flux linkages created in these inductances reduce the total flux 
linkage of the machine so that the voltages induced in the machine remain lower than the 
imaginary emf induced by the rotor flux linkage. When the equivalent circuits are presented, 
it is usually advisable to interpret the phenomena arising in the inductances as voltages. In 
the phasor diagrams, we employ a direct-axis synchronous inductance Lg, which is the sum 
of the magnetizing inductance Lyq and the leakage inductance L,,. Figure 7.36 illustrates 
a Suitable equivalent circuit for a nonsalient-pole machine. This is an RMS value equivalent 
circuit corresponding to the equivalent circuit of the d-axis of a previously discussed phasor 
equivalent circuit. 

The emf £, induced by the flux linkage Y% created by the rotor field winding is the driv- 
ing force in the equivalent circuit. The terminal voltage is U, = E, —1, Rs — 1 jasLso — 
I jasLm. The magnetizing flux linkage Y% is 90° ahead of the emf £,. In the stator cir- 
cuit, a current /. is created by the emf. This current in turn creates an armature flux link- 
age W, = Lml, + Lsol,. The armature flux linkage, that is the armature reaction, is thus in 
the same phase as the current. The resulting total flux linkage, or the stator flux linkage, is 
We — Lnl, + Lygol, a We. 


7.2.3.2 Phasor Diagram of a Nonsalient-Pole Synchronous Generator 


A synchronous generator may be connected either to an active network containing other ma- 
chines that maintain the grid voltage, or to a passive island load where the generator alone is 
responsible for the voltage. In a network drive, we assume that the network determines the 


[ts 





Figure 7.36 RMS value equivalent circuit of a nonsalient-pole generator in synchronous operation 
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terminal voltage of the generator and the field winding current of the generator determines 
the reactive power balance of the generator. In an island drive, the load determines the power 
factor of the generator and the field winding current is used to adjust the terminal voltage 
of the generator. In principle, a phasor diagram construction is independent of the operating 
mode of a generator. In this presentation, however, the phasor diagrams are drawn with a fixed 
terminal voltage. In synchronous generator drives, such a case may be reached in both island 
and rigid network operation. 

As a synchronous machine operates as a generator, we assume naturally that the emf F, 
produces the current /.. Therefore, in the phasor diagrams of a synchronous generator, the 
active components of the voltage U. and the current /, are illustrated as being approximately 
parallel. In the diagram, there is also voltage U“, which is the terminal voltage reduced by 
the resistive voltage loss /, Rs of the stator. The voltage U, is employed in the determination 
of the direction of the stator flux linkage W.. The field-winding-created flux linkage W;, is 
illustrated 90° ahead of the emf £, and the armature reaction plus leakage W, = Ll, + 
Lyol, parallel to the stator current. For the geometric sum of the magnetizing flux linkage W, 
and the armature reaction flux linkage plus leakage (W, = Lml, + Lsol,), we obtain the total 
flux linkage WY ., which is 90° ahead of the voltage U‘. Figure 7.37 illustrates the RMS value 
phasor diagrams of a nonsalient-pole generator, (a) overexcited and (b) underexcited. 

In Figure 7.37a, the current of the nonsalient-pole synchronous generator is lagging the 
voltage, and therefore the machine operates overexcited supplying inductive reactive power 
to the network (the phase shift of the external load is inductive). An overexcited machine 
is easily recognizable from the magnitude of the emf £¢, the absolute value of which 
for an overexcited machine is significantly higher than the terminal voltage U,. Note that 
the load angle remains notably lower in the case of an overexcited machine when com- 
pared with an underexcited machine. Overexcited synchronous machines are used in many 


q 
iol I. 






OL, E jo.L I 


S'~ so —S 





i. oe U, UZ, Ee 
Y L, 
I. Pica 
Ld, 
------------ >d --------p 
I, £ I, & 


(a) (b) 


Figure 7.37  Phasor diagrams of a nonsalient-pole synchronous generator operating at a constant ter- 
minal voltage U. ,, = 1 according to generator logic (a) overexcited (lagging power factor, delivers 
inductive power to the network) and (b) underexcited (leading power factor, absorbs inductive power 
from the network). A salient-pole shoe, despite the nonsaliency of the machine, is depicted to show the 
direction of the rotor excitation 


Design Process and Properties of Rotating Electrical Machines 379 


industrial plants to provide the magnetizing power, that is inductive reactive power for the 
asynchronous machines and other inductive loads in the plant. Figure 7.37b shows that the 
phase shift angle @ of the synchronous generator is below 90° and capacitive. We may some- 
times read that the generator, when operating underexcited, supplies the network with ca- 
pacitive reactive power. This, however, is a misleading conception, implying that the capac- 
itor would consume capacitive reactive power (and thus, in terms of dual thinking, would 
produce inductive reactive power). As we know, a capacitor is not assembled to consume 
Capacitive reactive power, but to compensate for the effects of inductive loads in the net- 
work. A capacitor is an electrical energy storage device, in which for instance the energy 
stored in magnetic circuits can be transferred and released over time. In the case of a syn- 
chronous machine, the most unambiguous way to describe the situation is to speak, ac- 
cording to Definition II in 7.2.2, about over- or underexcited machines, and thus to avoid 
misunderstanding. 


7.2.3.3, Nonsalient-Pole Synchronous Motor 


Figure 7.38a illustrates the phasor diagram of an overexcited nonsalient-pole motor. The direct 
armature flux is, as a result of overexcitation, partly opposite to the field winding flux, and the 
total flux corresponding to the terminal voltage U’ of the machine tends to decrease from its 
no-load value. Since the network voltage decides the terminal voltage U , of the motor, and in 
the real machine U, and U, are approximately equal because of the small stator resistance, 
the field winding current of the machine has to be adjusted in order to keep the reactive 
power conditions unchanged. In the figure, the imaginary emf £, is higher than the terminal 
voltage U.. 

For a machine disconnected from the network and running at no load, the terminal voltage 
U., U, and the electromotive force E, are equal. If a synchronous motor is employed in 
the compensation of inductive loads (the reactive current equals the reactive current of the 
overexcited synchronous generator), the motor has to be overexcited. 

Figure 7.38b illustrates the phasor diagram of the corresponding underexcited synchronous 
motor. The current still has a small negative direct component that resists the field winding 
magnetization of the rotor. However, we can see that the armature flux enforces the effect 
of the magnetizing flux when compared with the previous case of overmagnetizing: W, is 
higher than W,.. This is necessary, since the terminal voltage is defined by the supplying net- 
work, and the voltage U. induced by the total flux has to remain close enough to the terminal 
voltage U.. 

Figures 7.38a and b illustrate the motor logic. When a voltage is connected to the stator 
winding, the stator flux linkage is created. We know that the flux linkage can be given as an 
integral of the voltage, Y% (t) = { (u, (t) — is (t) R) dt. This flux linkage is about 90 electrical 
degrees behind the voltage, when the motor operates in a stationary state with sinusoidal 
quantities. Even if there existed a flux linkage created by the rotor current in the machine 
before the stator voltage was connected, after the transience, the flux linkage of the machine 
would settle to correspond to the integral. The real stator flux linkage YW, corresponds to the 
terminal voltage U‘. Note that this flux includes, in addition to the air-gap flux, the influence 
of the stator flux leakage. Therefore, the flux related to this flux linkage cannot be directly 
measured, although it induces the emf E, of the stator, which is opposite to the voltage U, 
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Figure 7.38 Phasor diagrams of a nonsalient pole synchronous motor with i, = 1, vu, = 1,/, = 0.65 
and/,, = 0.1. Atno-load Wy = Wm = W, = land ig = Wy /lm = 1.53. At load (a) overexcited, yw; = 1.42 
and i¢ = We/lm = 1.42/0.65 = 2.18 and (b) underexcited Wy = 1.08, if = 1.08/0.65 = 1.66. Despite 
the nonsaliency of the motor, the pole shoes are illustrated to show the directions of the d- and q-axes. 
The synchronous inductance in the case is relatively small, /, = 0.75 


that created the stator flux linkage. The current of the machine is defined in this logic by the 
small sum voltage of U, and E., which creates a current in the stator resistance R, of the 
machine. 

It is worth emphasizing that in reality only the air-gap flux ®,, can be measured. The air- 
gap flux linkage WY, corresponds to this flux. When the leakage flux linkage W., = Lyol, 18 
added to the air-gap flux linkage, we obtain the sum flux linkage, that is the stator flux linkage 
W., which is created as an effect of all the currents in the machine. The logic is based on 
the principle according to which the total flux linkage of the machine is the superposition of 
the magnetizing flux linkage W, (the time derivative of which creates the imaginary emf), the 
armature flux linkage WY, and the leakage flux linkage W,,, all of which create an induction 
of their own (W; vs. Ey, W, = Lil, vs. —josLml,, and YW, = +Lsol, V8. —jasLsol,). In 
reality, only a single total flux linkage occurs in the machine, namely the stator flux linkage 
W., and in the armature windings, only the electromotive voltage F’. is induced as a result of 
the total flux linkage. In a loaded machine, the emf E; is only imaginary, since there exists 
no corresponding flux linkage component W; in reality, as the armature reaction W, and the 
leakage W., have reduced the real flux linkage of the machine to the sum flux linkage W.. 

If the machine is running at no load (as a generator), disconnected from the network and 
excited with the rotor field winding current, no armature current occurs in the machine, and 
thus £, can be measured from the terminals of the machine (W, = W,, = W,). W; values as 
high as illustrated with a loaded machine in the phasor diagrams can never be measured from 
a real machine, since it should be heavily saturated at no load with a field winding current 
corresponding to the state of rated loading. 
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7.2.3.4 Salient-Pole Synchronous Machine 


Because of the rotor structure of a salient-pole machine, the air gaps are of different sizes in 
the direct and quadrature directions. As a result of this magnetic asymmetry, the equivalent 
circuits of synchronous inductances illustrating the inductances of a salient-pole machine are 
given separately for direct and quadrature directions in Figure 7.30. The direct synchronous 
inductance is, according to Figure 7.30a, Lg = Lma + Lso, where Lym is the direct-axis mag- 
netizing inductance and L,, is the leakage inductance of the stator. The quadrature-axis syn- 
chronous inductance is correspondingly Ly = Ling + Lso, where Liq is the quadrature-axis 
magnetizing inductance. 

The stator current /, of a salient-pole machine is composed of two components, namely 
the direct-axis current /, and the quadrature-axis current /,, and is called the internal active 
power current of the machine, since it is in the same phase as the emf LE, of the machine. 
The load current creates the armature flux linkage, which is divided into direct and quadrature 
components. The direct-axis armature flux linkage W, is at an angle of 180° to the magne- 
tizing flux linkage W,, and the quadrature-axis flux linkage W, is at an angle of 90°. The 
stator flux linkage W, is the geometric sum of the direct- and quadrature-axes armature flux 
linkages and the flux linkage of the DC excitation W,. According to the generator logic, the 
stator flux linkage is 90° ahead the terminal voltage U,, cf. Figure 7.39. The terminal voltage 
isU, = E, —1,Rs — jl g@sLina — JL @sLing — jl @sL,, (cf. the salient-pole machine phasor 
diagrams in the following). 


7.2.3.5 Salient-Pole Synchronous Generator 


With respect to the reactive power of the network, an overexcited synchronous machine acts 
like a capacitor. In the phasor diagram of a synchronous generator, the stator current J, is 
behind the voltage U... Figure 7.39 illustrates the phasor diagrams of an overexcited and an 
underexcited salient-pole synchronous generator according to the generator logic. An under- 
excited generator operates like a coil with respect to the reactive power of the network, and 
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Figure 7.39 Phasor diagram of a salient-pole generator with i, = 1, us = 1, lima = 1, lng = 0.65, Iso = 
0.1 and r, = O (a) overexcited and (b) underexcited 
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Figure 7.40 Synchronous reluctance generator phasor diagram drawn according to the generator logic 
with 7, = 1, uy = 1, Ima = 3.44, lng = 0.14 and /,, = 0.1. La/Lq = 15 is as high as possible, and E; = 
0. The stator current must have a component J/g that magnetizes the machine d-axis 


thus takes the required extra magnetizing from the network. The stator current /, is now ahead 
of the voltage U.. This may seem confusing, but the terminal voltage and current phasors in 
the case of a generator describe the current of the generator load. When the load is inductive, 
the current lags the voltage, and when the load is capacitive, the current leads the voltage. 

By removing the rotor field winding current, a salient-pole machine is turned into a syn- 
chronous reluctance machine. A synchronous reluctance machine can naturally operate either 
as a motor or as a generator. Figure 7.40 illustrates the operation of a synchronous reluctance 
machine with a phasor diagram. There is no magnetizing current, and thus the respective flux 
linkage is lacking in the machine. The flux linkage components have to be created by the sta- 
tor currents if this generator is working direct on line with constant voltage and frequency. If 
not, there must be a set of capacitors brought to the terminals as noted in the section on the 
induction generator. 


7.2.3.6 Salient-Pole Synchronous Motor 


Figure 7.41a illustrates the phasor diagram of an overexcited salient-pole motor. The angle 
6’ between the emf FE, and the air-gap emf E,,, or the field winding flux linkage W, and the 
air-gap flux linkage W,, is the internal load angle. Correspondingly, the angle 5 between the 
emf £, and the emf £, or the field winding flux linkage W, and the stator flux linkage W. 
is the load angle. The higher the angles, the more torque the synchronous machine yields as 
long as the pull-out point is not exceeded. Here —jwL ml, 1s the voltage over the quadrature- 
axis reactance and —jwL mal, the voltage over the direct-axis reactance. /,Rs is the voltage 
over the resistance of the stator winding. The direct-axis armature flux reduces the relative 
length of the field winding flux. This is necessary to keep the voltage U! in proper proportion 
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Figure 7.41 (a) Overexcited salient-pole motor with, = 1, us = 1,l/ma = 1, lng = 0.65 and/,, = 0.1. 
The direct-axis armature flux considerably reduces the flux of the DC magnetizing. (b) Phasor diagram 
of an underexcited salient-pole motor. The direct-axis current here is also still slightly negative and 
reduces the flux linkage created by the field winding magnetizing 


with respect to the terminal voltage, since a strong network or a converter chiefly determines 
the terminal voltage U.. The voltage U”, defines the stator flux linkage. The currents of the 
machine have to adjust themselves so that they also produce the same stator flux linkage. 
According to the equivalent circuits of Figure 7.29 and the phasor diagrams, we can under- 
stand that, in the motor mode, the stator flux linkage is formed by integrating the voltage 
Y= { [Usa —I4gR, +] (Use — I,Rs)| dt and the currents have to adapt themselves to the 
flux linkage determined by the voltage so that exactly the same stator flux linkage is obtained 
as Ue — Tghiso al Ca aa Ip a FD) Lina Py Talis + (IL, - Ig) aris 

Figures 7.4la and b show that usually the armature flux opposes the effect of the 
magnetizing flux. This is valid for both over- and underexcited machines according to 
Definition II. 


7.24 No-Load Curve and Short-Circuit Test 


To determine the characteristics of a synchronous machine, an extensive series of tests has to 
be carried out. The methods are standardized (e.g. in the European standard IEC 60034-4). Of 
these methods, only the two simplest are discussed here. 

If a constant voltage source has a constant inductance, the corresponding impedance can 
be determined as the ratio of the voltage of the open circuit to the corresponding short-circuit 
current. This can be applied also to synchronous generators. When the inductance is a function 
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Figure 7.42 No-load curve of a synchronous machine and the short-circuit straight line. The figure 
also illustrates the air-gap straight line, which the no-load curve would follow if the permeability of iron 
were infinite. The machine can also be linearized with a straight line passing through point L corre- 
sponding to the rated voltage of the machine Uy. The figure also illustrates the behaviour characteristic 
of synchronous machines: the short-circuit current can be lower than the rated current in a permanent 
short circuit. This is due to the direct-axis synchronous inductance. A synchronous machine produces 
temporarily a high short-circuit current only at the initial state of short circuit. In no-load conditions, 
the field winding current /;) corresponds to the rated stator voltage (in a machine with infinite iron per- 
meability, the no-load field winding current should be replaced by /;,). If the stator is short-circuited, 
the short-circuit stator current is /,g at the same /p. In short circuit, the field winding current /;, cor- 
responds to the rated stator current. Based on the ratio of these two currents, the referring factor from 
stator to rotor is defined: g = I //,o. This referring factor is of particular importance in power electronic 
synchronous motor drives, where the field winding current takes part in the vector control 


of the no-load voltage, as is the case in the saturating iron circuit, a no-load curve in generating 
mode is required. The so-called unsaturated synchronous inductance is, however, constant, 
since it is determined by the air gap of the machine. 

To determine the no-load curve, the machine is rotated at rated speed, and the terminal 
voltage is measured as a function of field winding current. In the sustained short-circuit test, 
the machine is rotated at rated speed, the terminals are short-circuited, and the phase currents 
are measured as a function of field winding current. The results of these tests are illustrated in 
Figure 7.42. 

The machine is excited in these tests with a rotor field winding current /¢. As the machine 
rotates at constant speed, a no-load curve can be created for the machine running at no load. 
Typically, the curve saturates immediately after the rated voltage, since the iron parts of the 
magnetic circuit begin to saturate. However, the curve is linearized in two ways: the air-gap 
straight line gives only the effect of the air gap, whereas the straight line that passes through 
the point L includes also the effect of the iron linearized to this exact point. 
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Figure 7.43 Phasor diagram of a short-circuit nonsalient-pole generator at steady state. The flux link- 
age W, of the armature reaction nearly compensates for the flux linkage W; of the magnetizing current, 
leaving a low flux linkage W,, in the air gap, which creates a voltage that is consumed as an effect of 
J, in the stator resistance R, and in the leakage inductance L,,. Note that in the short-circuit test, the 
current linkages (as /; and J, are about the same size when referred to the stator side, as is the case 
here) of the stator and rotor are approximately equal but opposite. Thus, it is possible to approximate the 
referring factor of the rotor current with the short-circuit test 


The phasor diagram of a steady-state short circuit is illustrated in Figure 7.43. 
The unsaturated synchronous impedance is determined with the air-gap straight line. With 
the notation of Figure 7.42 we obtain 


Un 
a ae (7.181) 
 V3Ko 


where Uy is the rated line-to-line voltage of the machine. However, the most cost-effective 
solution is usually reached when the machine is saturated with its rated voltage. The corre- 
sponding synchronous impedance is 


Un 
Li = ; 
J 310 





(7.182) 


which corresponds to the impedance of a linearized machine (the straight line OL). To de- 
termine the synchronous inductance, the stator resistance is measured and the impedance is 
divided into its components 
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The short-circuit ratio (kx) is the ratio of the magnetizing current required to produce the 
rated voltage at the rated rotation speed />) to the magnetizing current that is required to 
produce the rated current in a short-circuit test. The same ratio is valid also for the stator 
currents /,g and /y. With the notation of Figure 7.42, we can write 


Ino __ ho 


— — 7.184 
= Ix ( ) 


The short-circuit test 1s regarded as an indicator of the physical size of the machine. If 
we double the air gap of the previous machine (Figure 7.43), and the influence of the iron 
in the magnetic voltage is neglected, a double-field-winding current /9 1s required compared 
with the previous no-load test. Correspondingly, the synchronous inductance Lg would be 
cut into half, and thus only half of the original flux linkage would be required to produce 
the short-circuit current corresponding to the rated current. Thus, the field winding current 
corresponding to this short-circuit current would have remained unaltered. The size of the 
field winding has to be increased to create a flux sufficient to produce the voltage. This in turn 
increases the size of the machine. 


7.2.5 Asynchronous Drive 


Among synchronous machines, synchronous motors in particular are usually equipped with a 
proper damper winding. Above all, a damper winding is necessary in a machine that is sup- 
plied from a network. The present vector-controlled motor drives, synchronous motor drives 
included, operate very well without a damper winding. In these drives, a damper winding 
can even be harmful, if the switching harmonics of the frequency converter heat the damper 
winding excessively. 

In a machine supplied from a network, the function of the damper winding 1s, in addition to 
keep the machine in synchronous running, to produce a sufficient starting torque. The motors 
are often of salient-pole type, and therefore the magnetic circuit and also the damper winding 
of the rotor are asymmetric. Next, the starting characteristics of a salient-pole machine will 
be briefly discussed. 

In an asynchronous drive, the saliency and the asymmetric cage winding together create 
a pulsating flux bound to the rotor itself. This pulsating flux can be described as a sum of 
positive- and negative-sequence flux components both bound up with the rotor. The electrical 
angular speed of the negative-sequence flux component w,, of a counter-rotating field depends 
on the slip s of the machine as 


ipo Od Os: (7.185) 


At synchronism (s = 0, 92:5. = 1), there is no pulsating field, hence no counter-rotating 
field at all in the rotor, and its speed, in principle, is the stator synchronous speed. When the 
slip s increases, for instance at s = 0.25 (s = 0.25, Q:pu = 0.75), @as = Ws 1 — 1h) = as /2 
with respect to the stator. Ats = 0.5 (s = 0.5, §2;,pu = 0.5), @ns = Ws (1 — 1) = O with respect 
to the stator. At s = 0.75 (s = 0.75, Qrpu = 0.25), Mas = @s (1 — 1.5) = —a@,/2 with respect 
to the stator. Hence, the rotation direction of the rotor counter-rotating field changes with 
respect to the stator at the slip s = 0.5. Simultaneously, the torque produced by the field 
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Figure 7.44 Asynchronous torque components of a synchronous motor at start-up and the total torque 
as a function of angular speed. 1, total torque; 2, asynchronous torque produced by the stator syn- 
chronously rotating flux component; 3, torque of the counter-rotating field of the rotor. The curves are 
plotted as a function of mechanical angle per unit frequency 


changes its direction. Figure 7.44 depicts the torque components of a salient-pole machine 
during start-up, and the generated total torque. 


7.2.5.1 Effect of Saliency 


Because of saliency, the inductances of the phase windings of a synchronous motor depend on 
the position of the rotor. If we compare the magnetizing inductance Lmq of a nonsalient-pole 
machine with the magnetizing inductance of a salient-pole machine, we may state that the 
direct- and quadrature-axis magnetizing inductances of a salient-pole machine are 


Lima = Kabms, (7.186) 


Ling = kgLms, (7.187) 


where kg © 0.85 and k, ~ 0.35 in typical machines. Thus, Schuisky (1950) shows that the 
current /,, produced by the counter-rotating field at the beginning of start-up is 


lag ( 7 kz) 4) 
— - ©. ae a or (7.188) 
Is (ka + kg) (Z, + 24) 
where 
Z\ = (RK, + jXso), (7.189) 
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If, in addition to the typical values of kg and kg, Z; = 3Z, at start-up, we obtain the ratio 
for the starting torques 


Ths Dns ; Z\ ol 
— = | — |] — ¥0.31°-— = 0.032. (7.191) 
I, ) Z; 3 


The torque of a counter-rotating field is so small that it can be neglected, at least at these 
starting values. At start-up, the field winding has to be short-circuited in order to avoid dam- 
agingly high voltage stresses in the winding. 


7.2.5.2 Asymmetric Cage Winding 


Since the machine is a salient-pole one and asymmetric, the cage winding is not symmet- 
ric either, but there are bars missing when compared with the cage winding of an induction 
machine. Further asymmetry is caused by the single-phase field winding, which is normally 
short-circuited during start-up to damp high overvoltages. 

The missing bars cause distortion in the linear current density of the cage winding. There 
is more current flowing in the bars closest to the pole edges, that is in the outermost bars, 
compared with the case of a symmetrical winding, Figure 7.45. 

In an ideal, imaginary winding, there would be 1/a more bars than in a real winding. Be- 
cause of this lack of bars, the rotor winding produces a lower fundamental than an ideal wind- 
ing. This can be taken into account by determining new, lower winding factors of the direct and 
quadrature axes for the rotor phases. The winding factor of an ideal winding is one, ky = 1. 
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Figure 7.45 Distortion of the linear current density of an asymmetric cage winding (a) at high frequen- 
cies (at the beginning of start-up) and (b) at low frequencies. The level of reference is the level of the 
linear current density of a symmetric winding. a describes the relative width of the pole shoe. Adapted 
from Schuisky (1950) 
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Schuisky (1950) determines the harmonic factors ¢q and ¢, for salient-pole cage windings. 
These factors describe the distributions of the currents of an asymmetric cage winding. With 
the harmonic factors, we may also define the new winding factors for the cage winding of the 
rotor in the direct and quadrature directions 


ky = JC. (7.192) 


Harmonic factors are not constant, for instance, with respect to frequency. Figure 7.46 
illustrates the behaviour of the harmonic factors as a function of relative pole width for two 
different frequency ranges. 

For synchronous motors, the leakage factor of a damper winding usually approaches the 
value 027 = Xpo/Xm = 0.05. The air-gap ratio dg ef/da.e¢ 18 a fictional value that is not di- 
rectly proportional to real air gaps. For normal synchronous machines (a = 0.7), this ratio 
is usually, for instance because of the saturation, of the scale dg ef/daer = 6. For common 
induction machines, we obtain dg ef/da,e¢¢ = 1 even if some of the rotor bars are omitted. 

During an asynchronous start-up, we may employ mainly the values of figures (a) and 
(b). For ordinary synchronous motors, we obtain €¢g = 0.9 and ¢, = 0.95 on average. Near 
synchronous running, the average values ¢ 4 = 0.45 and ¢, = 0.8 can be employed. 

The starting current and the torque can now be approximated by an equivalent direct and 
quadrature circuit. In the equivalent circuit of a synchronous machine, we have the magne- 
tizing inductance, the damper branch and the short-circuited field winding in parallel. Next, 
admittances are solved for the direct and quadrature-axis impedances connected in parallel. 
When calculating referred rotor quantities, we may employ the above harmonic factors that 
yield the winding factors of the rotor damping: 


Y Ep ates ed ge cae (7.193) 
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The corresponding impedances of parallel connections are 


I 
ns 7.195 
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Next, during start-up, we employ the average value of d- and q-axes 
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Z, 7.197 
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Figure 7.46 Harmonic factors as a function of relative pole width at various rotor frequencies. (a) 
The harmonic factor of the direct-axis current distribution for rotor frequencies above 5 Hz. The leakage 
factor 07 = Xpo/ Xm of the damper winding is the parameter. (b) The harmonic factor of the quadrature- 
axis Current distribution for rotor frequencies above 5 Hz. As the parameter we have the ratio dq ct/daer 
of the effective air gaps of direct and quadrature axes. (c) The harmonic factor of the direct-axis current 
distribution for rotor frequencies below 2 Hz. (d) The harmonic factor of the quadrature-axis current dis- 
tribution for rotor frequencies below 2 Hz. As the parameter, we have the effective air-gap ratio 39 ef /Sa et 


The stator impedance created by the resistance and the leakage inductance is written as 
Z,= Ret jXso- (7.198) 


The starting current is now approximately 


U 
Te Ses os Z+Z. (7.199) 
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and the corresponding starting torque is approximately 


_ plRe (Z,) nn cos gn 


Fy start “~~ 


(7.200) 


Ws 


We employ the rated efficiency 7n and the power factor cos @y in the equation. 


7.2.0 Asymmetric-Load-Caused Damper Currents 


According to Equation (2.15), the rated three-phase current /y of the stator creates a funda- 
mental current linkage 


x - Sean 
6S oi (7.201) 
™ p 


The fundamental component of the flux density caused by the armature reaction in the 
d-axis air gap is 


B= Og). (7.202) 
—Kcedo 
TU 





Here the effective d-axis air-gap length defined in Chapter 3 is used. Let us assume that there 
are two phases with a rated current, and one phase is currentless. We have a pulsating flux 
that may be described with positive- and negative-sequence components. In this case, the 
counter-rotating flux component amplitude is 50% of the positive-sequence amplitude 


Bae SOO Bak. (7.203) 


This flux density induces a voltage at double the supply frequency in the rotor damper bars. 
This voltage causes a current opposing the asymmetric armature reaction in the rotor damping. 
The peripheral speed v,, of the flux propagating in the opposite direction is 


Vans = 2+ 2+ TJs: (7.204) 


A flux propagating at this speed induces in a bar of length /p a voltage alternating at double 
the stator frequency, the RMS value of which is 


A 


= lpVnsBs.ng 


Uns = 7.205 
i ( ) 


The reactance of a single rotor bar at double the frequency is 


Xns,p = 272 fei LolpAp. (7.206) 
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The permeance factor of a round damper bar is 


by hh 
Ap = 0.47 + 0.066— + —, 
bi | Dy 


see Figure 4.10. The current of the damper bar is now 


A 


lDVns By ns 
C= (7.207) 
V2 (Rp + j272 foi lolpAp) 
The power created by the counter-rotating field in the damper bar is 
Pas = 1. Rp. (7.208) 


This power constantly heats the damper bars of a machine at asymmetric load, and therefore 
a sufficient heat transfer from the bars has to be ensured. 

Frequency converter supply is a demanding case also with respect to the damper bars of a 
synchronous machine. The amplitude ripple of the air-gap flux density at the switching fre- 
quency similarly induces currents of switching frequency in the damper bars. These currents 
may in some cases even damage the damper winding. Therefore, the use of damper winding 
in a frequency converter drive should be carefully considered. A frequency converter drive is 
able to control a synchronous machine even without damping. 


7.2./ Shift of Damper Bar Slotting from the Symmetry Axis of the Pole 


To reduce the slot harmonics in the generator voltages, and the disturbances in the motor start- 
ups, the damper bar slotting can be shifted by the following method of cancelling the slot 
harmonics. Figure 7.47 illustrates the shift x of a damper bar slotting of a single pole pair. 
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Figure 7.47 Shift of the damper bar slotting of the rotor in order to reduce slot harmonics and distur- 
bances during start-up. The pole pitch on the pole surface T,,, the diameter at which the damper bars are 
positioned, is Dp and the shift x 
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First, we investigate a factor c, which should approach zero. The factor is defined as a 
multiple of two geometrical factors k, and k, as 


SIN (PVys7t 7 
C=kp* ky = SUP) -sin {| vys = + po , (7.209) 
P SiN (Vys70) 2 Tpr 
where v,, 1S the ordinal number of stator slot harmonics 
Vee = 1 4 =1+k-2mq,=1+k-6¢.3 K= 41, 42, 20: (7.210) 
Pp 


In the shift of the damper bar slotting, we may present separate cases for integral and 
fractional slot windings of the stator: 


1. gs (of the stator winding) is an integer. Thus k, = 1 and therefore k, has to be zero. For the 
first slot harmonics k = 1| and 


Tt 
k, = sin (« +6q)—-+U+ 69.) “-n) | 
2 Tpr 
The ordinal number | + 6q, is odd and k, is zero if 


x 1 
(1 + 6q,;) — = -, 
Tpr 2 


from which 
‘ D 
x=—! ea —? | (7.211) 
2(1+ ©) (p x= Qs) 
Pp 
where 
m™D 
Tpr = oa (7.212) 
Pp 


2. qs 18 a fraction, the denominator of which is two. Again, ky = 1, and thus k, has to be zero. 
Now, | + 6g, is even and we can choose x = O for the shift. 

3. ds 18 a fraction, the denominator being four. Now, when & = +1 the ordinal number 1 + 
k6q, 1s a fractional number and k, = 0, and when k = +2 the ordinal number | = k6q, is 
an integer and k, 4 0. Thus the shift can be made by employing the second-order k = +2. 
The magnitude of the shift is selected such that k, = 0 


k ; QO, x T™Dp 
y=osn( | le 2— |) —n7}=0> x = —_—_: (7.213) 
P / Tr 2(p + 2Qs) 


Other fractions are not favoured. 
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Figure 7.48 V curve of a synchronous machine. The current axes and the power parameters are pre- 
sented in per unit values 


7.2.8 V Curve of a Synchronous Machine 


When a synchronous machine operates in a network at a constant voltage and frequency, the 
armature current is a function of field winding current. If the stator resistance is neglected, and 
we investigate a nonsalient-pole machine, we are able to construct V curves, when the stator 
current of the machine is illustrated as a function of field winding current. The solid curves 
of Figure 7.48 indicate the V curves of an unsaturated synchronous machine, when the syn- 
chronous inductance as a per unit value is /g 5, = 1.0. The dotted lines indicate constant cos g 
values. Usually, synchronous motors operate overexcited producing a magnetizing current for 
the induction motors operating parallel to them. A synchronous motor can also be employed 
as a synchronous capacitor, in which case the motor runs at no load and overexcited, which 
means the right side of the curve P = 0 is valid. This way, by controlling the field winding 
current, it is possible to construct a ‘stepless controllable capacitor’. 


7.2.9 Excitation Methods of a Synchronous Machine 


In principle, there are two ways to magnetize a separately excited machine (see also 
Table 7.8): 


1. The field winding current is conducted via slip rings to the rotor. The current is supplied 
either by a thyristor bridge or by a rotating exciting DC generator. The DC generator may 
be mounted on the same axis as the synchronous machine, and in that case the mechani- 
cal power needed for excitation is obtained from the turbine shaft. A disadvantage of this 
method is that the field winding current passes through both the commutator of the DC ma- 
chine and the slip rings of the AC machine, and therefore two sets of brushes are required. 
These brushes carry high currents and require constant maintenance. When the field wind- 
ing current is brought via slip rings to the rotor, and the excitation circuit is dimensioned 
to allow a considerable voltage reserve, we are able to construct a quite fast-responding 
excitation control despite the high inductance of the field winding. 
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2. By using brushless excitation. There are several different brushless excitation systems. 

Some of the main principles will be discussed here. 

(a) There are two or even three synchronous machines on a common shaft: (1) the main 

synchronous machine; (11) an outer pole synchronous generator having its field wind- 
ings in the stator and the armature on the rotor supplying the field winding current for 
the main machine. Machine (11) is excited either with a network supply or with a per- 
manent magnet generator rotating on the same shaft. A thyristor bridge is needed to 
control the current. A permanent magnet generator excitation system is totally inde- 
pendent of external exciting electric power if only the prime mover can rotate the main 
machine and the auxiliary machines. 
There is also a rotating diode bridge that rectifies the current supplied by the main 
excitation machine. This system is totally independent of auxiliary exciting electric 
power. Another and simpler version of this excitation system is the one in which the 
outer pole synchronous machine (11) has one permanent-magnet-excited pole pair which 
suffices to excite the main machine so that its voltage may be used to magnetize the 
excitation machine. 

(b) There is a rotationally symmetrical axial transformer at the end of the shaft having its 
magnetic circuit divided into a rotating and stationary part and a diode rectifier and 
being supplied with a stationary switched-mode AC power supply. 

(c) There are two rotating machines on a common shaft: (1) the main machine and (11) a 
wound-rotor induction generator. The field winding current is rectified by a rotating 
diode bridge. The stationary part of the wound-rotor induction generator is supplied by 
a controllable three-phase voltage. This method is applicable for converter-fed motors 
that have to produce full torque also at zero speed. In the control, a three-phase triac 
controller is often used. 


Figure 7.49 illustrates some brushless generator excitation constructions. In Figure 7.49a, 
an outer pole synchronous generator is mounted on the shaft of the synchronous machine. This 
machine gets its excitation from a network supply. The current produced by the generator is 
rectified by diodes rotating along the machine, Figure 7.49. A brushless synchronous machine 
is quite maintenance free. On the other hand, the slow control of the field winding current of 
the machine is a disadvantage of this construction. 

With regard to motors, a brushless magnetizing can be arranged also with a rotating-field 
winding in the magnetizing machine. This winding is supplied with a frequency converter 
when the main machine is not running. Now the main machine can be excited also at zero 
speed. 


7.2.10 Permanent Magnet Synchronous Machines 


What has been written above about synchronous machines is in many cases valid also for 
permanent magnet machines. For example, the phasor diagrams are similar except that in 
PMSMs, the magnets create a constant Wp» instead of controllable W~. The Wpyy induces an 
emf Epm instead of Ey. Permanent magnet excitation makes it possible to design very high- 
efficiency machines. As there are, in principle, no losses in the excitation, the efficiency should 
inherently be high. Unfortunately, permanent magnets are conductive, and hence Joule losses 
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Figure 7.49 Excitation of a brushless synchronous generator. (a) Two machines have been mounted on 
a common shaft. The machines are either the main machine and an outer pole synchronous generator for 
excitation, or the main machine and a wound-rotor induction generator for the main machine excitation. 
In addition to the field winding of the main machine, the armature winding of the outer pole synchronous 
machine or the rotating field winding of the induction machine has been mounted on the rotor to produce 
the required magnetizing power for the main machine. The outer pole generator excitation is obtained 
either from network or from a permanent magnet generator rotating on the same shaft: The excitation 
is controlled by a thyristor bridge. The wound-rotor induction motor configuration may also operate at 
zero speed, when the stator of the magnetizing is supplied, for example with a three-phase triac. (b) An 
axial flux transformer with an air gap supplies the excitation energy needed 


take place in them. The permanent magnet excitation cannot be changed, which gives some 
boundary conditions for machine design. As the magnets have a very low permeability, the 
inductances of permanent magnet machines become usually low. The synchronous inductance 
also has to be low, because the maximum torque of a PMSM is inversely proportional to the 
synchronous inductance. The load angle in Equation (7.179) is valid for a PMSM in the form 


UP Lgiwe 
P=3(—** gin 5 + U2, —~—* sin 28 J, (7.214) 
OsLg P 2osLglg 


where we write Epy instead of F-. If by the permanent-magnet-induced emf epyy = | and the 
supply voltage u, = 1, we have to select /; = 0.625 to achieve peak power Pmax and torque 
Tmax per unit value of 1.6, which is normally required by standards. In permanent magnet 
motors, the per unit epyy is typically selected to vary between 0.9 and 1, and in generators 
€pm = 1.1 is typically selected. The designer must remember that the remanence of magnets 
usually decreases as the temperature increases. 
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Figure 7.50 Rotors of permanent magnet machines. (a) Rotor-surface-mounted magnets, (b) magnets 
embedded in the surface, (c) pole shoe rotor, (d) tangentially embedded magnets, (e) radially embedded 
magnets, (f) two magnets per pole in the V position, (g) a synchronous reluctance rotor equipped with 
permanent magnets. Reproduced by permission of Tanja Hedberg, based on Morimoto, Sanada and 
Taniguchi (1994) 


Permanent magnet motors have gained popularity in low-speed, high-torque drives, 
which suit this machine type very well. The magnetizing inductance in Section 3.9 was 
found to be inversely proportional to the square of the pole pair number p, Ly = 
mD35 |1ol’ (Kwet Ns) / (71p75e). This makes multiple-pole low-speed induction motor charac- 
teristics poor, for instance, because the low magnetizing inductance causes a poor power 
factor for an induction machine. A PMSM does not suffer this because the magnetizing is 
arranged by permanent magnets. As the permanent magnets are very conductive, low-speed 
applications are easy also for rotor surface magnets because, at low speeds, the losses in the 
magnets remain low. In higher-speed applications, special care must be taken to avoid losses 
in permanent magnet material. 

The characteristics of a permanent magnet machine are determined from the rotor construc- 
tion. Figure 7.50 illustrates different permanent magnet rotor constructions. If the magnets are 
mounted on the rotor surface, the rotor is in principle nonsalient, since the relative permeabil- 
ity of neodymium-—iron—boron magnets, for instance, is approximately one (4, = 1.04—1.05; 
see Table 3.3). Magnets embedded in the rotor construction produce almost without exception 
a machine for which the quadrature-axis synchronous inductance is higher than the direct-axis 
synchronous inductance. Also, the pole shoe construction produces a similar inductance ratio. 
Such machines do produce some reluctance torque according to (7.214). 

Embedding the magnetic material completely inside the rotor structure wastes a significant 
proportion, typically a quarter, of the flux produced by the magnet. The flux is consumed in 
leakage components of the rotor, Figure 7.51. On the other hand, the embedded magnets are 
protected both mechanically and magnetically. In embedded mounting, we may employ two 
magnets per pole (Figure 7.50f), in which case it is possible to reach a rather high air-gap 
flux density in no-load conditions. If there is iron on the rotor surface of a permanent magnet 
machine, a considerable armature reaction occurs, somewhat weakening the characteristics of 
the machine, Figure 7.52. 
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Figure 7.51 Air-gap flux of a V-magnet machine and the leakage fluxes of the magnet. In the bottom 
illustration, the leakage flux is reduced by constructing a flux barrier of air. Reproduced by permission 
of Tanja Hedberg 





Figure 7.52 Quadrature armature reaction in a V-magnet machine. Reproduced by permission of Tanja 
Hedberg 
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Figure 7.53 Comparison of the pole constructions and no-load air-gap densities of (a) a V-magnet 
machine with variable air gap and (b) a surface-magnet machine with constant air gap. Reproduced by 
permission of Tanja Hedberg 


The permanent magnet material is best utilized in surface-magnet machines (Figure 7.50a). 
Because of the high magnetic circuit reluctance, the synchronous inductances are low and ma- 
chines of this type produce the proportionally highest pull-out torque. However, rotor surface 
magnets are liable to mechanical and magnetic stresses and also eddy current losses. In some 
cases, even the NdFeB magnets may be demagnetized. Figure 7.53 compares the air-gap den- 
sities of a V-magnet machine and a surface-magnet machine. Figure 7.53b also shows how 
the flux density is nearly constant in the area facing the magnet and zero elsewhere. Hence, 
the average flux of the permanent magnet machine may be calculated simply by using the rel- 
ative magnet width (apy = Wpm/Tp). Because of the rough flux plot, the figure does not reveal 
the surface-magnet leakage flux at all. Typically, however, about 5—10% of the flux of a sur- 
face magnet is lost in leakage in the magnet edge areas. 

In particular, in the case of a rotor surface-magnet machine, special attention has to be paid 
to minimizing the cogging torque. The relative width of a permanent magnet has a significant 
influence on the quality of the torque of the machine. The quality of the torque has been 
investigated for instance by Heikkilaé (2002), Kurronen (2003) and Salminen (2004). 

Permanent magnet machines are mostly applied in frequency converter drives, where no 
damping is necessary. A damper winding is, however, necessary in network drives. The ma- 
chine constructions of Figure 7.50c—f offer the best possibilities of embedding a damper wind- 
ing in the poles, but also a rotor surface-magnet machine may be equipped with a damper; 
however, to obtain enough conducting surface, some compromises have to be made. A thin 
aluminium plate for instance on top of the magnets is not enough, because, for example, 30% 
(see Chapter 2 for damper winding principles) of the stator copper amount has to be reached 
in the damper. 

If the machine E’py is high, a line start is not possible despite the damper construction. 
Hence, generators may not achieve a line start property. This is explained by the fact that as 
a permanent magnet machine starts as a motor rotating in a network supply, the permanent 
magnet flux linkage generates an asynchronous F'pyy, which is short-circuited via the network 
impedance. A high current and a high braking torque are created in this short-circuit process, 
but the asynchronous torque created by the damper winding is too weak to accelerate the 
generator to synchronous speed. Such a machine has to be synchronized to the network as a 
traditional synchronous generator. In motors, Epy may be lower (epy < 1) and a line start-up 
may be possible with a correctly designed damper winding. 
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Under certain circumstances, synchronous reluctance machines are equipped with auxiliary 
magnets, Figure 7.50g. In that case, the function of the magnets 1s to improve the power factor 
of the machine. 


7.2.11 Synchronous Reluctance Machines 


The synchronous reluctance machine (SyRM) is the simplest of synchronous machines. The 
operation of an SyRM is based on the difference between the inductances of the direct and 
quadrature axes. The power of an SyRM is obtained from the load angle equation; see also 
Equations (7.179) or (7.214) 








eet 
baad aU. ~ 
P = 3U2,———* sin 28 = —® Hd | sin 25, (7.215) 


We can see in (7.215) that the smaller the quadrature-axis inductance and the higher the 
direct-axis inductance, the higher the power and torque at a certain load angle. In practice, the 
limiting value for L, is the stator leakage inductance L,,; consequently, Lg > Lso. There- 
fore, it is the task of the designer to maximize the inductance ratio L/L, to achieve a good 
performance. 

In practice, a high-inductance-ratio machine may be driven only by a frequency converter 
irrespective of whether the rotor carries a damper winding or not. The high rotor saliency ratio 
means that the rotor will not start at its full speed in direct network drive but remains at half 
speed. This is due to the phenomenon discussed previously in conjunction with the asymmet- 
ric damper windings (cf. Figure 7.44). The rotor-bound counter-rotating field produces such 
a high torque at high saliency ratios that the rotor will not start. 

Figure 7.54 illustrates the rotors of an SyRM converted from the rotor of an induction 
motor. This manufacturing method produces a relatively low inductance ratio, a poor power 
factor and a poor efficiency. This kind of machine may, however, be operated in DOL 
applications. 


\ 





Figure 7.54 Early synchronous reluctance machines converted from the rotor of an induction machine. 
Inductance ratio L/L, is typically of the order 2-3. Reproduced by permission of Jorma Haataja 
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(a) (b) 


Figure 7.55 (a) Stator and rotor laminations. The rotor has been punched from a single sheet, and 
therefore, to keep the shape of the construction, several bridges have been left between the flux barriers 
and the flux guides. The bridges notably reduce the inductance ratio. With the presented structure, and 
by applying a small air gap, an inductance ratio of L4/L, = 10 may be reached. (b) Stator and rotor 
laminations of a two-pole synchronous reluctance machine with axially placed rotor laminations. The 
rotor consists of rectangular iron and aluminium laminations of different sizes. The iron sheets act as flux 
guides and the aluminium sheets as flux barriers. This type of rotor creates a very small quadrature-axis 
inductance, yet the direct-axis inductance may be large. Very large inductance ratios may be obtained. 
The construction, however, is difficult to manufacture and the rotor iron losses tend to be high. In the 
figure, aluminium and steel sheets are placed one after another. Instead of aluminium, stainless steel or 
some nonconducting composite can be used. A four-pole configuration is also possible but even more 
difficult to manufacture 


Previously, the tendency in the research on SyRMs was to create rotor constructions that 
would reach a high inductance ratio. Figure 7.55a illustrates the stator and rotor lamination 
of an SyRM, produced from round, thin electrical sheet laminations. The steel conducting 
the magnetic field is called a flux guide and the air between the flux guides is called a flux 
barrier. An optimum inductance ratio is reached when there are flux guides and flux barriers 
approximately in the ratio of 50:50. There must also be several flux guides and barriers per 
pole. If just one flux guide is used, we end up with an inductance ratio typical of traditional 
synchronous machines. In such a case, the flux guide forms a construction resembling the 
pole shoe construction. A wide pole shoe adjacent to the air gap guarantees a good route 
to quadrature flux, and this kind of construction produces an inductance ratio in the range 
of La/L,g = 2. At best, the construction illustrated in Figure 7.55a produces an inductance 
ratio in the range of La/L, = 10. If higher inductance ratios are desired, the rotor should be 
constructed by placing the laminates in the direction of the rotor shaft. Figure 7.55b illustrates 
a two-pole arrangement that reaches a very high inductance ratio. 

Figure 7.56 shows the phasor diagram of an synchronous reluctance motor. We can see that 
the lower the quadrature-axis synchronous inductance L, is, the lower the power angle 6 will 
be. On the other hand, the higher the direct-axis inductance, the lower the current needed to 
magnetize the d-axis, and the better the power factor of the machine. 
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Figure 7.56 Phasor diagram of a synchronous reluctance machine. In the figure, the per unit values 
are /4 = 2 and /, = 0.15, and therefore the inductance ratio is approximately 13 


Figure 7.57 illustrates the effect of the inductance ratio on the torque production capability 
of the machine and the current angle. As the figure shows, the synchronous reluctance motor 
never produces a very high pull-out torque. The current angle « is measured between the 
d-axis and the stator current. 

A high inductance ratio leads to a small current angle, and thus to a small load angle and a 
good power factor, Figure 7.58. 

Figure 7.59 depicts the behaviour of the power factor of the motor as a function of the 
shaft output power (motor power). The figure clearly indicates the importance of a high in- 
ductance ratio for obtaining good machine characteristics. In practice, an inductance ratio of 
20 is within the bounds of possibility. 
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Figure 7.57 Effect of the inductance ratio on the torque production capability of a synchronous reluc- 
tance machine and the current angle «. In the calculation, the rated current of the corresponding stator 
of an induction machine is employed. The values are calculated for a 30 kW, four-pole, 50 Hz machine. 
La/L, = 50 is indicated in the figure for academic interest. Reproduced by permission of Jorma Haataja 
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Figure 7.58 Power factor of a synchronous reluctance machine as a function of current angle and load 
angle at various inductance ratios. The values are calculated for a 30 kW, four-pole, 50 Hz machine. The 
impractical Lg/L, = 50 is indicated in the figure only for academic interest. Reproduced by permission 


of Jorma Haataja 
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Figure 7.59 Power factor of a synchronous reluctance machine as a function of shaft output power at 
rated speed. The values are calculated for a 30 kW, four-pole, 50 Hz machine. La/L, = 50 is indicated 
in the figure for academic interest. In practice, such an inductance ratio may not be reached. Reproduced 


by permission of Jorma Haataja 
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7.3 DC Machines 


Although in practice almost all electrical energy is produced and distributed by AC systems, 
a remarkable proportion of the electrical energy is consumed in the form of direct current. 
DC motors are still applicable to various industrial processes that demand precise control of 
speed and torque. DC drives offer a rotation speed control covering a wide speed range, a 
constant torque or a constant power control, rapid accelerations and decelerations, and good 
control properties in general. DC machines are, however, more expensive, more complicated 
and, because of the copper losses in the complicated armature reaction compensation winding 
arrangements, usually offer a lower efficiency than AC machines. In the era of frequency- 
converter-supplied AC drives, their importance has declined. The main practical problem of 
the DC machine is the commutator service, which makes the operation of a drive expensive 
in process industries. The commutator and the brushes require regular maintenance. A long 
manufacturing tradition offers, however, competitive prices at least over small power ranges 
and in low-power applications, such as auxiliary drives in automotives. 


7.3.1 Configuration of DC Machines 


Operation of a DC machine is based chiefly on the cooperation of two windings, namely a 
rotating armature winding and a stationary field winding. The armature winding is embedded 
in slots on the outer periphery of the electrical sheet core and, although the flux variations in 
the iron core of the field winding are not significant, the pole shoes are also made of electrical 
sheet. The pole shoes are fastened to the yoke that closes the magnetic circuit. 

In order to operate properly, several other windings are required as well in practical DC 
applications, as shown in Figure 7.60. The function of shunt and series windings in DC ma- 
chines is to produce the main magnetic field in the machine, or the main field. Therefore, 
these windings are together called field windings. The shunt winding E1—E2 is connected in 
parallel with the armature, whereas a separate field current is led to the separate field winding 
F1—-F2. The resistance of the windings El—E2 and F1—F2 is high because of the thin wire 
and a high number of coil turns. The series winding D1—D2 is connected in series with the 
armature Al—A2, and thus it magnetizes the machine with the load current. Because of the 
high armature current, there are few coil turns in the winding, and its cross-sectional area is 
large. The windings of a DC machine were discussed in Chapter 2. 

An alternating voltage is induced in the armature winding Al—A2. The induced AC voltage 
has to be rectified in the generator and, in the case of a motor, the supplying DC voltage has 
to be inverted to AC. The DC-to-AC inversion and the AC-to-DC rectification are carried out 
mechanically, together with brushes, by a commutator composed of copper strips. 

The function of the commutating pole winding B1-—B2 is to ensure nonsparking commuta- 
tion. In this function, the winding partly compensates the armature field created by the arma- 
ture current. The commutating pole winding is connected in series with the armature, but it is 
fixed on the stator on the geometrically neutral axis. 

The function of the compensation winding C1—C2 is to compensate for the effects of the 
armature reaction. Therefore, it 1s connected, as shown in Figure 7.60, in series with the 
armature winding, and embedded in the slots of the pole shoes. Similar to the other series 
windings, this winding is constructed of thick copper in order to achieve a low resistance. The 
number of coil turns is also kept low. 
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Figure 7.60 Terminal notations of the windings of a DC machine and the connection of the armature, 
commutating pole and the compensating windings. Al—A2, armature winding; B1—B2, commutating 
pole winding; C1—C2, compensating winding; F1—F2, separate field winding; E1—E2, shunt field wind- 
ing; D1—D2, series field winding 


7.3.2 Operation and Voltage of a DC Machine 


A DC generator converts mechanical energy into electrical energy. A power engine rotates 
the armature in the magnetic field generated by a field winding, and as a result an alternating 
voltage is induced in the armature winding. The voltage is now rectified by the commutator. 
An alternating voltage is induced in each coil turn of the armature winding. The commutator 
acts as a mechanical rectifier connecting the AC armature to the external DC circuit. 

The torque of the machine is produced when a force F is exerted on the rotor winding ac- 
cording to the Lorentz force. This torque-producing force is the cross-product of the current I 
and the flux density B: F =I x B. Ina full-pitch winding extending across a full pole pitch, 
when one coil side occurs at the middle of the pole N, the other coil side occurs at the adjacent 
pole S. Thus in a two-pole machine, the coil sides are located on opposite sides of the rotor. 
Now, if there are a number of 2p poles in the machine, the coil span is 27t/2p rad. In DC ma- 
chines, a completely homogeneous field distribution cannot be achieved, but the flux density 
varies, as illustrated in Figure 7.6la, over a distance of two pole pitches. Figure 7.61b illus- 
trates the voltage induced in a corresponding full-pitch winding, rectified by a commutator. 
The voltage is uniform with the flux density. Next, a full-pitch winding inserted in two slots 
is investigated. The number of coil turns is NV, and the winding positioned at 6 in Figure 7.6la 
is rotating at an electric angular speed w. 

The flux linkage of the armature over a distance of the differential angle 6 = dat is 


dW = NB (at) ds, (7.216) 
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(a) (b) 
Figure 7.61 (a) Flux density waveform over a distance of two pole pitches and (b) rectified voltage in 


no-load operation 


where dS = (D/2)/ dat; that is, the area of the path of the flux, when D is the diameter and 
/ is the length. The equation can now be written as 


_N DIB (at) dat 


dw (7.217) 
2 
The flux linkage is obtained by integration 
O+7t 
N Dl 
Y= > B (at) dat. (7.218) 
6 
Since the flux density is symmetrical (B(@ + 71) = —B(@)), it can be presented as a series 
of odd harmonics 
B (wt) = B, sin@wt + B3sin3at +---+ B, sinnot. (7.219) 
By substituting this in Equation (7.218) we obtain the result of the integration 
1 1 
WwW — NDI\{ B,cosdé + ae cos36 +---+—B, cosné }. (7.220) 
n 
The voltage induced in the coil is 
dw 
e-=——., (7.221) 
dt 
and by substituting (7.220) into the above equation we obtain 
e=aNDI/1(B,siné + B3sin36 +---+ B, sinné). (7.222) 


This shows that the voltage follows the curvature form of the flux density, when @ is constant. 
We obtain a rectified voltage as presented in Figure 7.61b. As there are several coils instead 
of a single coil in practical applications, being connected via a commutator, the coils together 
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Figure 7.62 Common voltage of two rotor coils located electrically at a distance of 71/2 


produce a practically rippleless voltage. Figure 7.62 depicts the curvature form of the voltage, 
created by two coils located at a distance of 71/2. 

Based on Figures 7.61 and 7.62, it is obvious that the relative amplitude of the voltage 
ripple of two coils is half the case of a single coil. Simultaneously, the frequency is doubled. 
When we increase the number of coils, we reach a rather even voltage. The voltage of several 
coils in series equals the number of coils multiplied by the average voltage of a single coil. 
The average voltage of a single coil is 


TU 
E= | e dat. (7.223) 
0 


ale 


By substituting (7.222) in (7.223) we obtain, based on (7.219), 


TU 
Bay | B (ot) Di dat, (7.224) 
ae 
0 
where D/ dwt = 2. dS, and thus 
TU 
— 2awN 
E= a | B (at) dS. (7.225) 
0 


The integral term in (7.225) yields the flux per pole ®,, and thus the voltage induced in the 
full-pitch coil is 


20N Py 
—— 


E= (7.226) 


Equation (7.226) is valid both for two-pole machines or for machines with multiple poles, 
bearing in mind that w is electric angular speed. If 7 [1/s] is the rotational speed, the mechan- 
ical angular speed {2 is 


{2 = 27n. (7.227) 
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When the number of poles is 2p, we obtain the electric angular speed 
w= pa. (7.228) 
In general, we obtain for the average voltage of a coil with N turns 
E =4pN@pn. (7.229) 


The previous discussion has concerned a single full-pitch coil, that is a coil that covers a 
single slot per pole, and is of the width 7 in electrical degrees. However, Equation (7.229) 
holds with sufficient accuracy also for nonfull-pitch windings common in DC machines. The 
coil span is usually more than two-thirds of the pole pitch, and the maximum flux density is 
nearly equal to the full-pitch winding. If now 


2a is the number of parallel current paths of the armature winding, 
p is the number of pole pairs, 

N, is the number of turns in the armature winding, 

n is the rotation speed and 

®, is the flux per pole, 


then the number of coil turns of the armature between the brushes is N,/2a and the induced 
armature voltage EF, is approximately (irrespective of the coil span) 


_ 4pNan®,p — 2pN82®p _ p Zz 6.2 7.230) 
eet ge EE ee es ee as, p 9 . 


Ey 
2a T2a a 27 


where z is the number of all armature conductors z = 2N,. Based on the above discussion, 
we may now present the simplified equations for the DC machine. The emf depends on the 
magnetic flux per pole, the rotation speed n and the machine-related constant kg 


E, = kpn®p. (7.231) 


The electric power P, of the armature of the machine is a product of the emf F, and the 
armature current /, 


P, = Ealy. (7.232) 


The torque corresponding to this power is 
T.=—. (7.233) 


When we substitute (7.231) and (7.232), we obtain 


_ kpn®pyl, 


Ee 6 


(7.234) 
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7.3.3 Armature Reaction of a DC Machine and Machine Design 


Although a detailed description of the design of a DC machine is beyond the scope of this 
material, some design principles are still worth mentioning. The methods presented previ- 
ously are applicable to the design of a DC machine with certain adjustments. One of the most 
important special features of a DC machine is the armature reaction and, in particular, its 
compensation. 

According to the IEC, the armature reaction is the current linkage set up by the currents in 
the armature winding or, in a wider sense, the resulting change in the air-gap flux. Since the 
brushes are on the quadrature axis, the armature current produces the armature reaction also 
in the quadrature direction; that is, transversal to the field-winding-generated flux. Figure 7.63 
depicts the armature reaction in the air gap of a noncompensated DC machine. 

As a result of the armature reaction, the air-gap flux density is distorted from the no-load 
value, and the flux density at the quadrature axes no longer remains zero. This is extremely 
harmful from the commutating point of view. To enhance the commutating procedure, the 
quadrature-axis flux density has to be brought to zero. Figure 7.64 illustrates the air-gap flux 
density behaviour in a noncompensated DC machine. 

The armature reaction has a remarkable influence on the current commutating and spe- 
cial attention has to be paid to the design of successful commutation. Commutation is most 
successful in machines in which the quadrature-axis flux density is brought to zero with a 
compensating and commutating pole winding. The operation of the compensating and the 
commutating pole windings is illustrated in Figure 7.65. 

The focus of the design of the magnetic circuit and the windings of the machine has to be 
on the dimensioning of the commutating poles, their windings and the compensating wind- 
ing. The machine is equipped with a turning brush rocker to ensure nonsparking commu- 
tation. Dimensioning of the compensating windings was discussed in brief in Section 2.15. 
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Figure 7.63 Armature reaction of a DC machine. The direct (d) and the quadrature (q) axes and the 
brushes (b) of the armature circuit are indicated in the figure. ©, is the armature current linkage and B, 
the corresponding air-gap flux component, differing by shape from ©, mainly in the q-axis area, where 
the air gap and hence the magnetic reluctance are very high 
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Figure 7.64 Resulting air-gap flux density as a sum of the field winding flux density and the armature 
reaction. As a result of the armature reaction, the flux densities at the quadrature axes are not zero. This 
is harmful for the commutation of the machine 


Since it is not possible to remove completely the quadrature-axis flux density, a commutating 
pole winding is employed in addition to the compensating winding. In low-power machines, 
the disadvantages of commutating are usually compensated only with a commutating pole 
winding. 

If we want to supply a DC series machine with an AC voltage supply (known as a universal 
motor), the commutating arrangements get even more complicated. As an exception to normal 
DC drive, we have to construct the entire magnetic circuit from laminated electrical sheet. 
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Figure 7.65 Operation of the compensating and the commutating pole windings. The armature reac- 
tion flux density B, is totally compensated by the compensating flux density B, and the commutating 
pole flux density B.p 
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These small applications are still employed in various high-speed consumer electronics such 
as drills, angle grinders, vacuum cleaners and the like. 


7.34 Commutation 


The current flowing in the armature winding is alternating current, whereas the current of the 
external circuit flowing through brushes is direct current. The commutator segment acts as 
an end point of the coil. When the commutator segment passes under a brush, the direction 
of current flow is always changed in the coil. The time interval required for this switching 
is known as the commutation period. Commutation is said to be linear when the current of 
the armature winding changes its polarity at constant speed, as shown in Figure 7.66. Linear 
commutation is the simplest way of to analyse commutation. Figure 7.66 illustrates the four 
steps of commutating. In the figure, the armature windings are presented simplified as coils 
connected to parallel commutator segments. There is a current / flowing per brush. When the 
commutator segment reaches the leading edge of the brush, the current of the coil is //2 and, 
correspondingly, when the segment is passing the trailing edge of the brush, the current of the 
coil has attained the value —//2. 





Figure 7.66 Phases of simplified linear commutation of an armature winding (indicated by an 
asterisk “) at the commutator and the current reversal during linear commutation in the armature wind- 
ing. f, is the commutation period in the armature winding 
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Figure 7.67 Current of an armature winding coil short-circuited by commutation: I, undercommuta- 
tion; II, linear commutation; LHI, ideal commutation where at f,, di/dt = 0; IV, overcommutation 


Commutation is a fairly complicated process, and in reality it is not a completely linear 
process. Resulting from the change of current direction, a voltage is created by the leakage 
fluxes of the armature winding in the coil that is short-circuited by the brush. This voltage 
must be compensated either by turning the brush rocker or by commutating pole windings, or 
the inversion of the current flow direction must be retarded, and undercommutation occurs. 
As a result, the current decreases at an accelerated rate towards the end of the commutation 
period. This in turn causes an increase in the current density at the trailing part of the brush. If 
the current reversal is not completed when the commutator segment leaves the brush, sparking 
occurs at the trailing end of the brush. An excessive sparking burns the brushes and destroys 
the surface of the commutator. If the brush rocker is turned too much, or the influence of the 
commutating poles is excessive, an overcommutation occurs, and the direction of the current 
flow changes too rapidly. In the current reversal, the opposite current may increase too high, 
and the current density at the leading part of the brush is increased. Figure 7.67 illustrates the 
changes in the short-circuit current of a coil at different states of commutation. 

In addition to the voltage induced in the short-circuited armature coil, the commutation 1s 
also affected by the contact with brushes. In general, commutation can be stated to take place 
in four steps. In commutation, a current flows in the commutator segment via point-like areas. 
When currentless, these areas are covered with a thin oxide layer. Therefore, when a brush 
comes into contact with the tip of a commutator segment, there is no current flowing in the 
first, so-called blocking phase, since there is quite a high blocking voltage up; between the 
brush and the commutator segment, Figure 7.68a. 

Only when the contact voltage between the brush and the segment exceeds the reverse 
voltage that sinks rapidly because of the simultaneously occurring contact points does the 
actual contact formation begin between the commutator segment and the brush. The contact 
points gradually turn conductive as the voltage strength of the oxide layer decreases. The 
process takes place before the brush completely covers the commutator segment. In this phase, 
to create a current, a raised voltage level is required contrary to the next, quasi-stationary 
phase. In this phase, the quasi-stationary characteristic curve u, = f (J/g) is valid (Figure 
7.68b) and gives the contact voltage as a function of current density J/g. The final phase of the 
commutation is characterized by rapid changes in current density, which the contact formation 
process cannot follow. In a borderline case, an excessive change in current density leads to 
a constant contact resistance, represented by a linear characteristic curve that approaches the 
dynamic characteristic curve of Figure 7.68b. The dynamic characteristic curve is valid when 
the change in current density is of the order dJg/dt > 10° A/cm’ s. 
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Figure 7.68 (a) Phases of commutation. The current 7 and the current density in the brush Jz. I, block- 
ing phase; II, contact formation; II, quasi-stationary phase; IV, end phase. In the voltage graph, the solid 
line u, depicts the real function of commutation voltage, and uy; is the blocking voltage of the oxide 
layer. The dotted line indicates the time function of the voltage corresponding to the quasi-stationary 
characteristic curve. (b) The characteristic curve of the brush contact, with the commutation voltage 
as a function of current density. The dynamic characteristic curve is approached during the high-speed 
change of the current density at the end phase of the commutation 


The final phase of the commutation depends on the possible sparking between the brushes 
and the commutator segments. Sparking occurs when the current at the end of commutation 
deviates from the current of the armature winding (over- or undercommutation), and the com- 
mutator segment in question shifts away from below the brush, in which case the commutation 
has to be completed via the air gap. An arc is struck between the commutator segment and the 
brush. The arc disappears when the current has reached the correct value. 

In general, brushes consist of carbon, graphite and organic materials. In low-voltage de- 
vices, such as in the 12 V starting motor of a car engine, the resistance between the brushes 
and the commutator has to be kept low. Therefore, carbon-coated graphite brushes are 
employed. 

A thin layer of copper oxide, covered with graphite, occurs on the surface of the commutator 
(patina). This layer affects the operating life of the brush and the wear of the commutator. 
Graphite acts as a lubricant, and the resistance of the layer is high enough to restrict the short- 
circuit current and to create resistance commutation. 


7.4 Doubly Salient Reluctance Machine 


A doubly salient reluctance machine is an electrical machine that operates with intelligently 
controlled power electronics. The machine is also called a switched reluctance machine 
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(SR machine) because it cannot operate without power electronic switches. The development 
of semiconductor power switches and digital technology has opened up new opportunities for 
controlled electric drives. The development of electric drives can be seen for instance in the 
increased application of frequency-converter-supplied induction machines among controlled 
electric drives. 

Although simpler induction motor alternatives have been found to replace DC machines, 
neither the dynamic performance nor the power density have improved with the controlled 
electric drives. In particular, with low rotation speeds or at standstill, both drive types have 
problems in producing satisfactory torques. This is clearly visible for instance in machine 
automation, where high torques are produced by hydraulic motors. A doubly salient, power- 
electronics-controlled reluctance machine may in some cases provide improvement in the 
torque production at low rotation speeds. 

A reluctance machine has already been employed for a long time in stepper motor drives, 
in which continuous, rippleless torque control has not been necessary. Only the development 
of power electronics and control systems has enabled the application of a reluctance machine 
in the power range of a few hundred kilowatts, while stepper motor applications have so far 
been limited to a few hundred watts at maximum. 

The basic construction of a switched reluctance motor was introduced as early as in 1838 
by Robert Davidson in Scotland, but the machine was not utilizable before the development of 
power electronics and suitable components. The motor construction and the theory of control 
were quite well reported by the end of the 1970s, and development has been continuous ever 
since, particularly in the field of control technology. 


7.4.1 Operating Principle of a Doubly Salient Reluctance Machine 


The English term for a switched reluctance motor originates from the fact that it always 
requires a controlled power source, that is an inverter. In the German literature, the term 
‘doubly salient reluctance machine’ occurs repeatedly (Reluktanzmaschine mit beidseitig aus- 
geprdgten Polen). The latter term describes the geometry of the machine well, as shown in 
Figure 7.69. 





Figure 7.69 A 6:4-pole (six stator poles and four rotor poles), three-phase, doubly salient reluctance 
machine and the semiconductor switches controlling a single phase of the machine. Rotor poles have 
just passed their unaligned position with respect to stator phase A and the poles (a) will be in the aligned 
position with the stator poles A—A when the rotor moves counterclockwise towards the excited phase 
A-A 
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The operating principle of a switched reluctance machine is based on the power effects of 
the magnetic circuit that tend to minimize the reluctance of the magnetic circuit. If current 
is led to phase A of the machine in Figure 7.69, the rotor tries to turn counterclockwise so 
that the reluctance of the magnetic circuit of phase A would reach the minimum and also the 
energy of the magnetic circuit would thus be minimized. 

When the energy minimum of phase B has been reached, the magnetic forces try to keep 
the rotor in a position in which the energy minimum of the magnetic circuit is preserved. 
Now the magnetic energy has to be removed from phase B to make the machine rotate again. 
Correspondingly, current supply is started to phase A at an instant when the poles of the rotor 
and the stator are about to overlap. By connecting the currents to different phases in turn at 
the correct instants and with suitable magnitudes, a high, almost smooth sum torque can be 
reached over a wide rotation speed range. Also, the loading of the rotor at zero speed is easier 
than with traditional electrical machines. 


7.4.2 Torque of an SR Machine 


The torque calculation of an SR machine is based on solving the flux diagram and the deter- 
mination of Maxwell’s stress tensor. If we have the W7 graphs of the machine, we can employ 
the principle of virtual work in the torque calculation, as discussed in Chapter 1. 

The calculation of the torque is problematic because of the dependence of the inductance 
of the magnetic circuit on both the rotor angle and the stator current. The dependence results 
from the excessive saturation of the magnetic circuit at certain rotor positions and with high 
stator currents, Figure 7.70. 
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Figure 7.70 Current of a 15 kW, 1500 min~! SR machine as a function of flux linkage, the rotor po- 
sition angle y being a parameter. When the poles are in the aligned position, the iron circuit makes the 
machine very nonlinear. When the poles are in the unaligned position, the large air gap makes the de- 
pendence quite linear. y = 7t corresponds to the aligned rotor position and y = 0 the unaligned position 
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The instantaneous electromagnetic torque 7. is the ratio of the change of mechanical en- 
ergy to the rotation angle. It can be written in the form 


AWinee .OW IOWem 
a ==] = 3 


Ts = 
° dy dy ay 








(7.235) 


The torque equation can be simplified by replacing the electromagnetic energy Wem with 
magnetic coenergy W’. The magnetic coenergy is determined as 


W' = f vai (7.236) 


0 


The geometric interpretation for magnetic energy and coenergy is the area between the 
magnetizing curve and the i-axis presented in an iW plane, Figure 1.15: 


Wem + W' =iW. C237) 
By deriving W’ with respect to the angle y, the derivative of the coenergy can be written as 


OW’ dW Wem 
len = —— =i— - , 
dy dy dy 





(7.238) 


By comparing the result with Equation (7.235) for the torque, we can see that the torque of a 
reluctance machine is equal to the change in the magnetic coenergy per angular change. 


7.4.3 Operation of an SR Machine 


The operation of an SR machine is governed in the linear region by the constant variation 
of the inductance as a function of the rotation angle of the machine. Furthermore, the ma- 
chine saturates at the pole edges, and therefore the definition of the inductances 1s difficult in 
different rotor positions and with different currents. Saturation is clearly visible for instance 
in the dependence between the flux linkage and the current, illustrated in Figures 7.70 and 
7.72. The higher the inductance difference between the aligned and unaligned positions, the 
higher the average torque of the machine. As stated previously, the instantaneous torque of 
the machine can be calculated from the change in coenergy as a function of rotation angle. 
In motoring action, the current of the machine is often kept constant with a switched-mode 
power supply, Figure 7.71. 

The energy supplied from the voltage source cannot be completely converted into mechan- 
ical work, but a part of it is returned to the current source at the end of each working stroke. 
Figure 7.72 illustrates the behaviour of the flux linkage and the current during a single stroke. 
The required energies are also indicated in the figure. The figure is constructed assuming that 
the rotation angular speed {2 of the reluctance machine remains constant. 

When the supply voltage Ug (converter DC link voltage) and the phase resistance are con- 
stant, the speed is constant and the resistive voltage drop remains low, there is a linear increase 
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Figure 7.71 Inductance of a saturating reluctance motor as a function of rotor angle with current as 
a parameter, and the current pulses of a motor drive and a generator drive, when the voltage of the 
intermediate circuit remains constant. In motor or generator drive, the phase is commutated with the 
angle y,. The total conduction angle of the supplying positive voltage pulse has a length of yp (Switch 
ON). The current of the motor does not quite reach zero before the aligned position is reached. Now a 
slight braking takes place as the machine shifts from the aligned position. In generating, the machine is 
excited at the aligned position and the current is commutated well before the unaligned position 


in flux linkage W as an integral of voltage Uy, after the switching of the voltage: 


v() = f Wa Riyar= = f Us Rd ay 


The increase in current 7 is also initially linear because the inductance L remains low and 
almost constant in the vicinity of the unaligned position. 

When the poles approach the aligned position, the inductance increases rapidly, and the 
resulting back emf restricts the current. This phase is illustrated as the period 0—C (Fig- 
ure 7.72a). With the rotor angle yc at point C, the phase in question is commutated. Now 
the energy brought into the system is Wy, + We. (the bright + shaded areas). Here W;, is the 
energy stored in the magnetic field and Wi 1s the energy converted into mechanical work 
when the transistor is conducting (see Figure 7.78a). In this phase, the mechanical work is 
approximately equal to the energy stored in the magnetic circuit. After the commutation, the 
polarity of the voltage is changed and the energy Wg is returned through the diode to the 
voltage source (see Figure 7.78c), and the remaining energy Wynq is the obtained mechanical 
work in the interval C—O, Figure 7.72b. During the complete working stroke, the mechanical 
work is thus Winec = Wmt + Wma and the energy returning to the voltage source is Wp = Wg. 
The complete working stroke is illustrated in Figure 7.72c. According to the example in the 
figure, the proportion of mechanical energy of the total energy is about 65%. The rest of the 
originally supplied energy is ‘reactive energy’ of the reluctance machine that is stored either 
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Figure 7.72 (a) Transistor conduction period, (b) diode conduction period (see also Figure 7.69, (c) 
energy conversion loop 


in the electric field of the capacitor of the intermediate circuit (DC link) or in the magnetic 
field of the magnetic circuit of the machine. 

Usually, an energy ratio J” is determined for an SR machine. This ratio expresses the energy 
that can be converted into mechanical energy during the energy conversion loop 


_ W mec _ Wnec 
W mec = Wr Wei 





(7.239) 


where Wimec + Wp is the apparent power delivered by the power electronic circuit. The energy 
ratio is to some degree a quantity analogous to power factor in AC machines. In the example 
of Figure 7.72 the energy ratio has a value of approximately J” = 0.65. 

The average torque of an SR machine can be determined when the number of strokes per 
revolution is known. In one revolution all poles N, of the rotor must be worked on by all stator 
phases, and therefore the number of strokes per revolution is mN,. The average electromag- 
netic torque over one revolution thus obtains the value 


mN, 
Tem av = >— Wmeec- (7.240) 
2 
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The input energy W,; supplied by the power electronics to the machine can be expressed as 
a fraction & of the product i.W% (W.,; = kWi,.), where W, is the value of the flux linkage at the 
instant of commutation and i, is the value of the current at that respective instant. If the flux 
linkage increases linearly during the flux formation period O-C as illustrated in Figure 7.72, 
then 


WV. = Ugy /2. (7.241) 


Here y is the angle during which the power bridge supplies power to the machine. We now 
obtain 


W mec _ KUaYVic 


Ve = 
el r Q 








(7.242) 


and since i, is the peak value of the current yielded by the power electronics, the required 
apparent power S,, processing ability of the output stage in an m-phase system is 


MWrec® — 2nTQ 
Tky  N,Uky’ 





Sm = MU gi, = (7.243) 


The product of the torque and angular speed corresponds to the air-gap power Ps, and the 
product N,y is constant, the maximum value of which is about 71/2 at the base rotation speed 
of the machine. The power-processing capability of the power bridge thus has to be 


_ APs 


ae 7.244 
kr em 


m 


The required power is therefore independent of the phase number and the number of poles, 
and it is inversely proportional to the energy conversion ratio J” and the fraction k. Both I" 
and k depend greatly on the static magnetizing curves of the machine, and on the curves of 
the aligned and unaligned position in particular. These curves, however, are in practice highly 
dependent on the pole number N,, which thus has a strong indirect effect on the dimensioning 
of the power stage of the machine. When the power processing capability of the power stage 
is compared with the shaft output power, we can determine, assuming that k = 0.7 and I” = 
0.6, that S,/Ps ~+ 10. This value is typical of SR motor drives. Inverter power stages of the 
same scale are required in induction motor drives also. 


7.4.4 Basic Terminology, Phase Number and Dimensioning 
of an SR Machine 


The geometry of SR motors is typically either symmetric or asymmetric. The stator and ro- 
tor poles of a regular machine are symmetric with respect to their centre lines, and the poles 
are located at even distances with respect to the peripheral angle. High-power machines are 
usually symmetrical. Asymmetrical rotors are employed mainly in single- and two-phase ma- 
chines to produce starting torque. 
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Figure 7.73 A three-phase 6:4 (A, = 30°, 6, = 32°) and a four-phase 8 : 6 doubly salient reluctance 
motor 


An absolute torque zone is defined for an SR machine, referring to the angle through which 
a single phase of the machine may produce torque. In a regular machine, the maximum angle 
is 7/N,. 

An effective torque zone refers to the angle through which the machine can produce an 
effective torque comparable with its rated torque. The effective torque zone corresponds in 
practice to a smaller one of the stator and rotor pole arcs. For instance, in Figure 7.73 6, = 
30° and 6, = 32°, and thus the effective torque zone equals the stator pole angle 6B, = 30°. 

The stroke angle ¢ of the machine is defined by the number of strokes during a full circle 


_ 27t _ 360° 
 mN, mN, 








(7.245) 


The absolute overlap ratio pa, is the ratio of the absolute torque zone and the stroke angle 


_ 7/N, —  T/Nr sm 
PA es  Onf(mN,) 2 





(7.246) 


In a symmetrical motor, this value has to be at least one in order to produce torque at all 
position angles of the rotor. In practice, the absolute overlap ratio has to be greater than one, 
since a single phase alone is not capable of producing smooth torque at the distance of the 
whole absolute torque zone. Therefore, the effective overlap ratio pg is defined as the ratio of 
the effective torque zone and the stroke angle 


= Sees, (7.247) 


For instance, in Figure 7.73, B, = 30°, ¢ = 360°/3 x 4 = 30° and thus we obtain pg = 
30°/30° = 1. At least the value of one has to be reached with the geometry of the machine in 
order to attain good starting torque with all rotor positions when only one phase is conducting. 
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In the construction of an efficient SR motor, usually the pole numbers presented in Figure 
7.73 are employed. The ratio of the stator and rotor pole numbers is thus either 6:4 or 8:6. 
These machines are three- or four-phase ones respectively. However, other topologies are also 
possible. An increase in the pole number improves the operational accuracy of the motor and 
the quality of the torque, but simultaneously the structure and control of the converter switches 
get more complicated. 

The poles of this motor type are typically long and narrow. As a result of the shape of the 
poles, the magnetic flux of the machine is smaller, and therefore more coil turns are required 
than in an AC motor operating at the same voltage. The rotor is usually long and thin in order 
to reduce the moment of inertia. The air gap should be as short as possible to reach a maximum 
average torque at small rotor volume. The length of the air gap is usually selected to be about 
0.5—1% of the rotor diameter. 

There are a few basic rules governing the selection of the number of poles and phases and 
the angles between the poles. The ratio of the rotor speed n and the base switching frequency 
can be determined when we assume that the poles connected to the same phase are at the 
opposite sides of the stator. Now, as the rotor pole passes the phase, a torque pulse is produced. 
The base frequency /; is thus 


fi =nN,, (7.248) 


where 7 is the rotation speed and WN, is the number of poles in the rotor. 

For a three-phase 6:4 motor, the stroke angle is ¢ = 30° and for a four-phase 8 : 6 motor 
€ = 15°. The number of poles in the stator is usually higher than in the rotor. The angles 
between the poles are determined by the mechanism producing the torque. The pair of the 
rotor and the stator poles to be magnetized always has to be partially overlapping in order to 
produce torque in all rotor positions. To ensure continuous, smooth torque without difficult 
profiling of the phase current, there should be at least four phases, Figure 7.74. 

The phase inductance difference, which alters with rotor position, should be maximized in 
order to produce torque at a wider range when the rotor rotates. When the rotor pole is in the 
position between the stator poles of two phases, the poles are not aligned, and therefore the 
inductance remains low. The rotor poles are usually made of equal width or slightly wider than 
the stator poles to leave enough room for the windings and to increase the inductance ratio. 
Figure 7.75 illustrates different alternatives for the stator and rotor pole arcs of the machine. 

In the motor of Figure 7.75a, there is plenty of room for the stator windings and also a 
high inductance ratio. Thus, the efficiency and the power density are high, whereas the torque 
ripple is higher than in cases b and c of Figure 7.75. Also, the starting torque of the motor 
is low. In the stator of the motor in Figure 7.75b, there is enough room for the coils, but the 
minimum inductance of the machine remains high in the unaligned position, since the poles 
are constantly aligned to some extent. In Figure 7.75c, the inductance of the motor is far too 
high in the unaligned position, and there is not enough room for the windings either. Miller 
(1993) presents the different alternatives for pole arcs in graphical form. In the graphical 
presentation, the feasible pole arcs are given in the form of a triangle ABC, Figure 7.76. 

An optimum value can be solved for the pole size. This optimum value yields the maximum 
inductance ratio and simultaneously the maximum average torque. In addition, several other 
factors affecting the operation of the machine have to be taken into account, such as the torque 
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Figure 7.74 Torque pulses produced by the phases of a three-, four- and five-phase reluctance machine 
with single pulse control. To achieve smooth torque, the phases of the machine have to be controlled in 
such a way that in the commutating phase, two phases together produce the total torque. With three- 
phase machines, to smooth the total torque, quite high currents have to be employed in the commutation 
area, since, as shown above, at the intersections of the torque curves of different phases the sum of the 
torques does not reach the level of the peak torque of single phases. In four- and five-phase machines, 
the production of smooth torque is easier than with the three-phase machine, due to the torque reserve 
at commutation 


ripple, starting torque and the effects of saturation, and therefore no general solution can be 
attained. 

Table 7.9 introduces various SR motor configurations for reluctance machines with 1—5 
phases. Although several other combinations are possible, the table presents only those com- 
binations most likely to be met in practice. 


7.4.5 Control Systems of an SR Motor 


SR motors always require an individual control system, the performance of which decides 
the overall characteristics of the machine drive. SR machines may not be operated directly on 


(a) (b) (Cc) 


Figure 7.75 Examples of different pole arc combinations for a three-phase machine with a topology 
of 6:4 with different values of 6, and 6, 
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Figure 7.76 Feasible pole arcs for the stator and rotor poles of an SR motor; (a) 6: 4 three-phase motor; 
(b) 8:6 four-phase motor. Angles of the triangles ABC correspond in principle to the combinations of 
Figures 7.75a, b and c. The pole arcs should lie within the triangular boundaries. Adapted from Miller 
(1993) 


line. That is why power electronic controllers are briefly discussed here. The control system 
comprises switched-mode converters and the control and measuring circuits controlling them. 
The torque of a reluctance motor does not depend on the direction of the phase current, and 
therefore unidirectional switches can be employed in the converter. An advantage of direct 
current is the reduction of hysteresis losses. 

In the circuits of Figure 7.77, the switches can be either power FETs (Field-Effect Tran- 
sistors), or IGBTs (Insulated-Gate Bipolar Transistors). The phases are independent of each 


Table 7.9 Selection of feasible pole numbers for reluctance machines with 1—5 phases. m is the phase 
number, N is the number of poles, jz is the number of pole pairs operating simultaneously per phase 
and ¢ is the stroke angle 


m N, N, [L oe Strokes/revolution 
1 2 2 1 180 a 
2 4 2 1 90 4b 
3 6 4 1 30 12 
3 6 8 1 15 24 
3 12 8 2 15 24 
3 18 12 3 10 36 
3 24 16 4 TO 48 
4 8 6 1 15 24 
4 16 12 2 1 48 
5 10 6 1 12 30 
5 10 8 1 9 40 
5 10 8 2 18 20 


“ Needs assistance for starting. 
> An asymmetric rotor is needed to create starting torque. 
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Figure 7.77 Converters operating a three- and four-phase SR motor. (a) Three-phase machine: each 
phase has a separate chopper leg comprising two switches, which can be controlled independent of the 
other phases. (b) In the control circuit of a four-phase machine, the transistor of the upper branch is 
shared by two phases. However, when the phases are selected appropriately, it is possible to control the 
machine in all the possible modes of Figure 7.78. When a transistor, located in the upper leg of a three- 
phase machine, is employed jointly for all three phases, the transistor of the upper leg has to be nearly 
always conducting, in which case some of the controllability is lost. In principle, the upper transistor 
controls the value of the current and the lower transistors guide the current to different phases 


other, unlike in AC inverters for instance. The chopper switch is well protected in fault situa- 
tions, since the phase winding of the motor is in series with both switches. The control circuit 
of the switches can be made far simpler when compared with an AC inverter. In the circuit 
of Figure 7.77b, fewer switches are required than in the circuit of Figure 7.77a without any 
significant decline in applicability. At high speeds, the energy of the magnetic field cannot be 
discharged fast enough with the circuit of Figure 7.77b, since the polarity of the voltage of the 
phase winding cannot be changed. Now a braking torque is created, and the losses increase 
rapidly. 

The inductance varies with rotor position and therefore, with a fixed switching frequency, 
also the current ripple changes. This can be prevented by applying variable switching fre- 
quency, in which case the switching frequency varies according to the angle between the rotor 
and the stator. The switching frequency is usually selected above 10 kHz, as in other motor 
drives, in order to reduce noise. With high power values, low switching frequencies are se- 
lected because of the slowness of large switches; therefore, large and slow motors are usually 
quite noisy. 

At low rotation speeds, the switches are usually controlled so that one transistor of the 
branch is employed for commutation and the other to control the current. At high rotation 
speeds, both transistors are constantly conductive, since the emf restricts the maximum value 
of the current, in which case the current curvature depends on the motor characteristics. 
Figure 7.78 illustrates the current flow during the conduction period. When the transistors 
are conducting, the current passes through them and the phase winding (7.78a). When the 
current reaches the upper limit, the upper chopping transistor is brought to a nonconducting 
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Figure 7.78 Application of power electronics to control the current of a single SR machine phase: (a) 
positive voltage, (b) zero voltage, (c) negative voltage in the coil 


state, the current of the winding passes through T2 and D2, and the voltage over the winding 
is close to zero (7.78b). At the commutation point, both transistors change state, the current 
transfers to the diodes, and the polarity of the voltage of the winding is changed (7.78c). This 
control method is called soft chopping. 

The second alternative is always to control both transistors simultaneously. When the tran- 
sistors are in the nonconducting state, the current flows through the diodes to the DC voltage 
source. In this method, the current ripple increases and simultaneously also the torque ripple 
and the noise increase. This hard chopping is used mainly in the braking of the rotor, that is in 
the generator drive. Nevertheless, some manufacturers constantly apply hard chopping in the 
control systems of their SR motors. 

For the proper operation of the motor, it is important that the pulse of the phase current 
occurs at an instant when the inductance 1s increasing and the opposite poles of the rotor ap- 
proach the stator poles of the respective phase. The timing of the current and the duration 
decide the torque, efficiency and other performance characteristics. There is no clear relation- 
ship between the phase current and the torque in a reluctance motor, as there is for instance in 
DC motors. Therefore, the production of a smooth torque requires highly intelligent control 
capable of detecting the rotor position and controlling the control as desired. 

To improve the reliability of the motor and to simplify the construction, the target has been 
to develop an indirect position control without any devices attached to the rotor (position 
sensorless control). It has been shown that the rotor position can be determined with sufficient 
precision by analysing the current and voltage curves of the motor. The varying inductance 
of the motor can be defined from these curves. Another, corresponding method is an active 
method in which the rotor angle is determined by supplying an instantaneous voltage pulse to 
a currentless phase. 


7.4.6 Future Scenarios for SR Machines 


Traditionally, reluctance machines have been controlled in the same way as stepper motors 
by supplying constant voltage and current pulses to the stator at a frequency defined by the 
rotor angle. This results in a considerable torque ripple, which has made reluctance machines 
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unsuitable for several applications. Recently, various control methods have been introduced to 
bring the torque ripple to the level of traditional electrical machines. The methods are based 
on the exact measurement of the reluctance machine to analyse the magnetic properties of the 
machine. The control utilizes these documented measurement results. Therefore, the control 
has to be customized for each machine type individually. 

The advantages of a reluctance machine when compared with traditional electric drives are 
for instance the following: 


¢ No winding is required in the rotor; the rotor construction is simple and easy to manufacture. 

e The moment of inertia of the rotor is low, a fact that improves the dynamics of a controlled 
electric drive. 

e The stator winding is easy to construct, and the losses of an end winding are lower than in 
a corresponding induction machine. 

¢ Most of the losses occur in the stator, and therefore cooling of the motor is easier, and a 
higher loadability is achieved. 

e The large free spaces in the rotor enable efficient ventilation throughout the machine. 

e The torque of the machine is independent of the direction of current, thus giving more 
degrees of freedom in the inverter and control solutions. 

e The machine can produce a very high torque also at small rotation speeds and with a steady 
rotor at low current. 

e The machine constant of an SR machine is higher than the machine constant of an induction 
motor. 

e The torque is independent of the direction of the phase current, and therefore, in certain 
applications, it is possible to reduce the number of power switch components. 

e In the event of a failure, the voltage of an open circuit and the short-circuit current are low. 

e In reluctance motor applications, the power electronic circuits do not have a shoot-through 
path, which facilitates the implementation of the control system. 

e Extremely high rotation speeds are possible. This, together with a high machine constant, 
makes the machine type interesting in aviation applications as a jet engine starter—generator. 


A disadvantage of an SR motor is the discontinuous torque that causes vibration in the con- 
figuration and also acoustic noise. Over a low-speed range, the torque ripple can be restricted 
to 5—10% or less, which is comparable to induction motor drives. Over a high-speed range, the 
restriction of the torque ripple is impossible in practice. This is not a problem thanks to me- 
chanical filtering. At present, the best drives produce a very low degree of torque ripple at low 
speeds. The fact is that the smoothest torque is required only at low speeds, when the loads 
are most vulnerable to the harmful effects of torque ripple. In small motors, the noise can be 
damped at high speeds by selecting a switching frequency above the range of audibility. 

In the torque control, the power is taken from the DC link in a pulsating manner, and 
therefore efficient filtering is necessary. In this sense, the drive does not differ considerably 
from the inverter drive of an induction motor. A small air gap advantageous to the operation 
of the motor increases the production costs. A small air gap is required to maximize the 
inductance ratio. 

Despite notable advantages, the reluctance motor has so far been restricted in its application 
by the problems in smooth torque production over a sufficiently wide rotation speed range. 
In order to solve these problems, the operating principle of an SR machine requires new 


Design Process and Properties of Rotating Electrical Machines 427 


inverter and control solutions. On the other hand, the present processor technology and power 
electronics allow control algorithms of complicated electric drives also. 

The design of an SR machine depends to a large extent on field calculation. In this calcula- 
tion process, the shape of the magnetic circuit of the machine and the inductances at different 
rotor positions are determined. This is manually a demanding task because of the local sat- 
uration at salient-pole tips, which is typical of the operation of an SR machine. Because of 
the saturation, it is difficult to employ an orthogonal field diagram. Therefore, field calcu- 
lation software is required in the design of an SR machine. The task becomes easier as the 
field solutions can usually be made at steady state excluding the problems caused by eddy 
currents. However, the use of an SR machine is so far so limited that no extensive calculation 
instructions can be found in the literature. 

Speed control has become more common in pump and blower drives, thus improving their 
efficiency. In drives of this kind, SR motors are not yet competitive with frequency-converter- 
driven induction motors, for instance, because of their complicated control. The torque of an 
SR motor is very high at low rotation speeds, and therefore the motor type may become more 
popular in applications in which a high starting torque is required. Permanent magnet AC 
motors, however, seem to be more popular even in this application area. 

The applicability of SR motors to electric tools has also been investigated. In these appli- 
cations, the size and the torque properties of reluctance motors are most beneficial. A dis- 
advantage of the universal current motor, which is commonly used at present, is wear of the 
mechanical commutator and electromagnetic disturbances caused by the commutation. These 
problems could be solved with an SR drive. Due to its durability and other favourable quali- 
ties, an SR motor is also a suitable power source for electric vehicles. 
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Insulation of Electrical Machines 


Here, an insulator refers to a nonconducting material or an insulating material with a very low 
conductivity. An insulation system comprises insulating materials and insulation distances. 
The main function of insulation is to separate components of different electric potentials or of 
different electric circuits. Further, insulators improve the strength of the winding structures; 
they also have to act as heat conductors between the winding and the surroundings, and they 
have to protect the winding from external stresses such as dirt, moisture and chemicals. 

In electrical machines, there are typically insulation distances of three types. First, a clear- 
ance in air is simply an air gap between the objects, the insulating strength of which is deter- 
mined by the distance between the objects, their shape and the state of the air. A clearance in 
air can be defined by either insulated or noninsulated surfaces. In certain cases, the medium 
of the insulation distance, which also simultaneously acts as a coolant, can be a gas other than 
air. In the case of a homogeneous electric field, the breakdown voltage depends on the width 
of the air gap according to the Paschen curve, Figure 8.1. 

The Paschen law essentially states that the breakdown characteristics of a gap are a function 
of the product of the gas pressure and the gap length. Figure 8.1 shows a special case with 
constant pressure. Air in an insulation construction is often prone to partial discharges. Partial 
discharges take place inside the insulation construction, especially in places where materials 
with different permittivities are connected in parallel. This takes place for instance in an insu- 
lation having air bubbles in the insulating resin. The dielectric strength of the air bubble is far 
smaller than the resin itself, and small partial discharges take place inside the air bubble. The 
sensitivity for partial discharges can be estimated using the Paschen curve. If there is 500 V 
over a 10 um air bubble (FE = 50 MV/m), partial discharges will take place. The insulation 
starts to deteriorate in these places and, finally, partial discharges may destroy the insulation 
if the materials selected do not tolerate partial discharges. Mica is used in high-voltage insu- 
lations since it tolerates partial discharges without deteriorating. The present-day switching 
power supplies may cause partial discharges also in low-voltage machines, especially in the 
first turn of the winding because of the nonuniform division of the fast-rising voltage in the 
winding. 

Second, an insulation distance created by solid insulation is chiefly composed of solid in- 
sulators, in which the electric field is not significantly oriented along the interfaces of the 
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Figure 8.1 Paschen curve illustrating the voltage strength of an insulation distance formed from a 
homogeneous air gap at a pressure of 101 kPa. / is the gap spacing between the electrodes 


insulators. In this case, the insulating strength is determined by the thickness of the insulation 
and by the relative permittivity of the insulating material. 

Third, a creepage distance is an insulation distance in which a bare live part is connected to 
a conductive or insulated component in another electric potential, such as the earthed frame 
of the machine. We have a creepage insulation distance also when a live part is only weakly 
insulated. Surface discharges may occur, or a flashover in the creepage distance, if the effective 
electric field has a component parallel to the surface in question. Typically, such a point occurs 
in an electrical machine on the surface of slot insulation just outside the iron core. 

An open creepage distance may gather dirt or moisture that may produce creepage currents 
and discharges on the surface of the insulation. In machines below 1000 V, the creepage cur- 
rents are chiefly a risk factor. With high voltages, surface discharges may also damage the 
insulation. The track resistance of a material describes the ability of the material to resist the 
formation of a carbonized track when a high voltage is applied to it. The track resistance of 
an insulating material is defined by the Comparative Tracking Index (CTI). As the track re- 
sistance is defined by the voltage (which will cause failure by tracking), the unit of CTT is the 
volt. The test method is defined for instance in the IEC 600112 standard. 

In an electric circuit, there always has to be insulation, which naturally takes up some 
room. This is a fact that has to be taken into account in the dimensioning of the magnetic 
circuit and the winding. Real insulation is always slightly conductive, and it can be damaged 
by electrical, thermal, mechanical or ambient stress, or by chemical attack. Ambient stresses 
include for instance humidity, abrasive particles in cooling air, dirt and radiation. An insulating 
material has to have a sufficient voltage resistance to avoid flashovers in the voltage test or 
when exposed for instance to overvoltages. The estimation of stresses to which the insulation 
may be exposed during its service life and the dimensioning of the insulation based on this 
analysis together are called insulation coordination. 

The conductivity of the insulation and the dielectric losses should remain low during op- 
eration. The insulation has to be thermally resistant to short-term overloads during operation 
and also to cumulative ageing caused by the stresses mentioned above. Although at present 
there are hundreds or even thousands of suitable alternatives for insulating materials, the most 
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common insulating materials in electrical machines are easily listed: mica, polyester films, 
aramid paper and epoxy or polyester resins. Insulation materials somewhat less common in 
electrical machines are materials made of polyester fibre (Dacron, Terylene, Diolen, Mylar, 
etc.), polyimide films (Kapton) and silicon resins employed in the impregnation. 


8.1 Insulation of Rotating Electrical Machines 


Insulation can be roughly divided into two main categories: groundwall and conductor insu- 
lation. The function of groundwall insulation is to separate those components that may not be 
in galvanic contact with each other; for example, groundwall insulation galvanically separates 
the coil from the iron core of the machine. Conductor insulation separates the wires and turns 
of acoil. Usually, standards are not as high for conductor insulation as they are for groundwall 
insulation, and therefore the former is usually notably thinner than the latter. Consequently, a 
conductor or turn-to-turn insulation is usually, and in small machines in particular, a varnish- 
ing on the wire. 
The main types of insulation are: 


e slot insulation and the slot closer; 

¢ phase-to-phase insulation in the slot and in the coil end; 
¢ pole winding insulation; 

e insulation of the connection leads and the terminals; 

¢ impregnating varnish and resin; and 

¢ surface varnish and protective paint. 


The outermost layer of the slot insulator has to have a good mechanical strength, since 
sharp edges may occur in the slot. A polyester film, for instance, is a suitable material for 
slot insulation. [f two insulating materials are employed in the slot, the inner layer is usually 
selected to be aramid paper since it has better thermal resistance and impregnation properties 
than polyester film. Aramid papers efficiently absorb the resin, and the resin is well fixed to 
the surface compared with polyester surfaces that are glossy and nonporous. In phase-to-phase 
spacings, flexible, cloth-like insulation materials are selected for the end windings. When a 
high voltage strength is required, mica is employed, and when a high mechanical strength is 
needed, thermoplastics reinforced with fibreglass are used. 

Mica is an inorganic natural substance occurring commonly in bedrock. Micas belong to 
the monoclinic system, and they are composed of thin flakes of silicate tetrahedra which are 
elastic and transparent. These silicate sheets are composed of interconnected six-membered 
rings, which form the typical pseudohexagonal symmetry structure of micas. 

For the past hundred years mica has been a significant component in the insulation of high- 
voltage machines, due chiefly to its excellent partial discharge strength. Chemically, mica is 
composed of potassium, aluminium silicate or some other closely related mineral. The crystals 
of mica comprise layers of thin flakes or sheets that can be easily separated from each other. 
This crystal structure enables the flakes to be split into thin strips that are flexible and thus 
suitable as an insulation material for electrical machines. 

The thermal endurance of mica is very high. (See also thermal classes presented in 
Table 8.1.) At the lowest, the mica qualities start to lose their crystal water at a tempera- 
ture of 500 °C, although some qualities endure even above 1100 °C. For electrical machines, 
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Table 8.1 Thermal classes of insulating materials. Adapted from standards IEC 60085, IEC 60034-1. 


Permitted average 


Permitted design winding temperature 
temperature rise/K, determined by 
Previous Hot spot when the ambient resistance 
Thermal class designation allowance/°C temperature is 40°C measurement/°C 
90 Y 90 
105 A 105 60 
120 E 120 75 
130 B 130 80 120 
55 F 155 100 140 
180 H 180 125 165 
200 200 
220 220 
250 250 


these values are more than adequate, since the highest permitted temperatures for the machine 
parts are usually about 200°C at the maximum. Mica has excellent chemical resistance; it is 
resistant to water, alkalis, various acids and common solvents. Only sulfuric acid and phos- 
phoric acid dissolve mica. However, mica does not resist oil, because oil penetrates between 
its flakes separating them from each other. 

The dielectric strength of mica is high, the dielectric losses are low and the surface re- 
sistance is high. Creepage currents do not damage mica, and it resists the effects of partial 
discharges far better than the best organic insulators. Therefore, mica is almost an indispens- 
able material in high-voltage electrical machines, in which there are always some partial dis- 
charges. Partial discharges are difficult to handle. Usually in machines with a rated voltage 
above 4kV, some partial discharges occur during operation. Mica tolerates this. It is, how- 
ever, possible that even in large low-voltage machines, there may be some partial discharges 
in the converter supply. This is because the steep-edged voltage pulses are not evenly dis- 
tributed in the winding turns, but may stress heavily the first turn of the winding. In such a 
case, the electric field strength may be large enough to cause partial discharges, and if there is 
no mica present the insulation will fail sooner or later. 

In the mica insulator, the flakes of mica are bound with a suitable binding agent. Further, 
some layers of a suitable auxiliary substance are required, such as glass fabric or polyester 
foil to improve the tensile strength of the insulation. Nowadays, mica is used mainly as 
a paper in the insulation of electrical machines. Mica paper is an insulator composed of 
extremely small flakes of mica and produced in the same way as paper, hence the name. 
Thus, despite the term ‘paper’, the material does not include any cellulose fibres. Natu- 
ral mica is crushed either mechanically or with heat into small flakes that are glued with 
resin into a flexible, paper-like material. The properties of mica insulators are presented 
in Table 8.2. 

Insulating films constitute a rather diverse group of insulators (Table 8.3). The films are 
usually duroplastics, the thermal resistance of which is restricted by the melting temperature 
and rapid ageing far below this temperature. 
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Table 8.2 Characteristics of mica insulators. Adapted from Paloniemi and Keskinen (1996) 


Characteristic Commutator Moulding Mica Glass— Epoxy glass mica 


micanite micanite folluum mica tape paper tape 
Mica content/% 95-98 80-90 40-50 40 45-55 
Binder content/% 2-5 10-20 25—40 18-22 35-45 
Content of the supporting — — 20 40 15 
material 
Compression 110-170 — — — — 
strength/N/mm2 
Tensile strength/N/mm2 — — 30-50 40-80 80-120 
Compression/% 2-6 —4 — — — 
Continuous operating temperature/°C, binder: 
Shellac F155? P? B130 B130 F155 
Alkyds, epoxy H180° H* F155 F155 
Silicone — — H180 H180 
Voltage strength/k V/mm 25 20 20 16-20 20-30 


(1 min, 50 Hz) 


“In the production process, mica flakes glide with respect to each other. When the binder has set, the 
compression is 4-8%. 

Tn the commutators of insulation class F machines. 

“In the commutators of insulation class H machines. 


Table 8.3. Characteristics of insulating foils. Adapted from Paloniemi and Keskinen (1996) 


Characteristic Unit Polyester PETP Polyimide Polysulphone PS 

Tensile strength N/mm2 140-160 180 90 

Elongation at break % i 70 25 

Modulus of elasticity N/mm2 3900 3000 2500 

Density g/cm3 1.38 1.42 1.37 

Continuous operation temperature °C 130 220 180 

Instantaneous thermal resistance °C 190 400 210 

Softening point ae 80-210 530 259 

Melting point °C 250 Does not melt 

Shrinkage at 150°C % 3 — — 

Burning Slow Does not burn Does not keep up 

burning 

Moisture absorbency % by weight 0.5 3 1.1 

Chemical strength Graded 0-4 

Acids 2 3 3 

Alkalis 1 0 3 

Organic solvents 4 4 1 

Specific resistivity Qcm 10° 10'8 5 x 10!6 

Voltage strength kV/mm 150 280 175 

Trade names Mylar Kapton Folacron 
Melinex PES 


Hostaphan 
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Figure 8.2. Mylar polyester construction. The material contains hydrogen (H), oxygen (O), carbon (C) 
and benzene hexagons (C,H¢). The encircled part is an ester. The ester group is prone to hydrolysis, 
hence the material does not tolerate heat and moisture simultaneously 


Polyester film is produced for various purposes at nominal thicknesses from 6um to 
0.4mm. PETP (polyethyleneterephthalate) membrane is a tough polyester film, which is 
used as such or as a laminated insulator as slot insulation and a phase coil insulation in 
small- and medium-size machines. Figure 8.2 illustrates the chemical composition of a Mylar 
polyester film. 

Aromatic polyamides, or aramid fibres (trade name Nomex), have better heat-resistance 
qualities than the previous ones, but they are not quite as ductile as PETP films. Therefore, 
aromatic polyamides are often used as laminated insulators together with PETP or polyimide 
films. Figure 8.3 illustrates the chemical composition of aramid fibres. 

Polyester film has the best mechanical strength of the insulating foils available; its yield 
limit and tensile strength approach the values of soft copper. Films are employed as such in 
the slot insulation of small machines, and in the slots of large machines, together with fibre 
insulation (aramid or polyester paper). The melting temperature of polyester film is approx. 
250°C. However, polyester has an inadequate resistivity to moisture at high temperatures. In 
such cases, aramid fibres are used alone. 

Polyimide film endures constant temperatures of even 220 °C, and its instantaneous thermal 
resistance is as high as 400°C. Further, the mechanical properties of the film are relatively 
good, and its breakdown voltage is high. It is not affected by organic solvents. The thick- 
nesses of the film vary usually between 0.01 and 0.12 mm. Polyimide insulation is rather ex- 
pensive, but as a thin insulator it leaves more space for instance for the windings, thus being 
an advantageous alternative in certain cases. Figure 8.4 illustrates the polyimide construction. 





fi 


Figure 8.3. Nomex aramid fibre chemical structure. The material contains hydrogen (H), oxygen (O), 
carbon (C), nitrogen (N) and benzene hexagons (C,H¢). This simple construction tolerates different 
stresses well, even heat and moisture simultaneously 


Insulation of Electrical Machines 435 


O-O} 


Figure 8.4 Kapton polyimide. The circled NC,O, functional groups are the imide groups. The material 
contains oxygen (QO), carbon (C), nitrogen (N) and benzene hexagons (C,H¢.). The imide groups are 
prone to hydrolysis, and the material does not tolerate heat and moisture simultaneously 





Insulation of conductors is the most demanding task in the insulation construction of an 
electrical machine, since the insulation is located closest to the hot copper wire and, moreover, 
it is the thinnest insulation component. Conductor insulation is often varnish-like thermoplas- 
tic. There are both crystalline and amorphous regions in the varnish. The crystallinity of the 
material improves thermal resistance, it forms an impermeable sealing against solvents, and, 
further, it improves the mechanical properties of the insulator. The amorphous property, on 
the other hand, makes the insulator flexible. The most common conductor varnishes used in 
electrical machines are ester—imides or amide—imides. Figure 8.5 shows the polyamide—imide 
polymer chain. They are thus related both to polyester and polyimide films. The highest per- 
mitted temperatures for ester—imides are of the order of 180—200 °C. 

Conductor insulation can be formed from two or more different types of varnish. Two 
different varnishes are employed in order to achieve better thermal resistance, better me- 
chanical properties and improved cost efficiency than with a single material. In practice, 
the varnish coating comprises several layers also in the case of a single varnishing mate- 
rial. In the coating, the bare conductor is heat treated and coated with varnish. Next, the 
solvent is vaporized by heating the wire in the oven, and the wire is coated with a new layer 
of varnish. The process is repeated 4-12 times. The wires are divided into three grades ac- 
cording to the thickness of the coating: ‘single’ (Grade 1), ‘double’ (Grade 2) and ‘triple’ 
(Grade 3). In reality, as previously mentioned, there are always several layers of varnish. 





n 


Figure 8.5 Polyamide—imide polymer. The material contains hydrogen (H), oxygen (QO), carbon (C), 
nitrogen (N) and benzene hexagons (C,H, ). The imide groups are prone to hydrolysis 
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Figure 8.6 Chemical structure of FEP fluoropolymer. The structure, which contains two carbons and 
four fluorines and repeats n times, is the chemical structure of a PTFE fluoropolymer 


Furthermore, the thickness of the varnishing of each grade is always proportional to the diam- 
eter of the wire. 

Polyimide films and aramid papers can also be used as conductor insulation. They are 
wrapped on a wire-like tape. They can be considered for special applications, but they are too 
expensive for common machines. For extremely harsh environments, fluoropolymer (Teflon) 
insulation can be used. It is extruded on the wire in the manufacturing process. Fluoropoly- 
mers offer good chemical resistivity and excellent resistivity to moisture even at high temper- 
atures. However, their breakdown voltage can be one-fourth of that of polyester-imides and 
polyamide—imides, which has to be taken into account when designing an insulation system. 
Figure 8.6 illustrates the chemical composition of Teflon. 

PEEK (polyether-etherketone) polymer is a very good conductor insulation material in de- 
manding environments. PEEK is reported to have an excellent resistance even to hydrolysis up 
to 250°C. PEEK is, unfortunately, not readily available. Figure 8.7 illustrates the composition 
of PEEK. 


8.2 Impregnation Varnishes and Resins 


The function of an impregnating varnish or resin is to reinforce mechanically the winding, 
to protect it from moisture, dirt and chemicals, and to improve its thermal conductivity. On 
the other hand, excessive varnishing decreases thermal conductivity, for instance in the coil 
ends. An impregnating varnish comprises a base component (linear polymers), monomer 
(a cross-linking agent), solvents and possible oils. Depending on the composition, the var- 
nishes are divided into oil-based and polyester coatings. The setting of oil-based varnishes 
requires oxygen, and therefore they should not be used in compact and thick windings. The 
electrical properties of oil-based varnishes are good, but their mechanical strength is rather 


OO 


Figure 8.7 Chemical structure of PEEK 
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Figure 8.8 Polyester resin composition. The material contains hydrogen (H), oxygen (O), carbon (C), 
benzene hexagons (CgH,) and reactive parts (R). The encircled parts are esters. The monomer binds 
itself to the reactive parts indicated by R when the material is cured to a thermoplastic 





poor. Polyester varnishes are nowadays the most common varnishing materials, Figure 8.8. 
They are either single- or two-component varnishes, the hardening of which usually requires 
heat treatment. In the curing process, the solvent is vaporized, monomer from one end at- 
taches to the reactive part of one base component and from the other end to the reactive 
part of the other base component. This is called cross-linking, because the polymer chain 
of the monomer sets perpendicular to the polymer chain of the base component. This way, 
a complex three-dimensional polymer structure is formed. A plastic created this way is a 
thermoplastic. 

In the impregnating varnishes, approximately half of the volume is an evaporable solvent, 
which is replaced by air when the varnish hardens. Therefore, alkyd- or polyester-based var- 
nishes including solvents have mostly been replaced by impregnating resins that are polyester 
or epoxy based; they do not contain solvents and are chemically hardening impregnants. In 
common machines, polyester resins are used, because they have a low price and are easy to 
handle. In a polyester resin, the base component and the monomer are quite similar substances 
in nature and viscosity, and mix easily. Moreover, it is possible to use convenient mixing ra- 
tios, such as one to one. Epoxy resins are very reliable and have the composition illustrated in 
Figure 8.9. 

A disadvantage of epoxy resins is their high price when compared with polyester resins. 
However, epoxy resins are usually employed in machines above 250 kW because of their 
good mechanical strength, adhesiveness and low shrinkability. In harsh environments, epoxy 
resins are favoured. They have good resistivity to chemicals, moisture and radiation. On 
the other hand, polyester resins have better resistivity to oils, such as transformer oil. In 





Figure 8.9 Chemical composition of basic epoxy resin. Epoxide functional groups are circled. These 
groups are characteristic for every epoxy, but the polymer chain in between them can vary 
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special cases, as in traction motors involving very high temperatures (over 200°C), sili- 
cone resins can be used. They offer excellent thermal properties, but have a poor mechanical 
strength. 

Surface varnish improves the surface quality of the insulation. Surface varnish forms an im- 
permeable coating that is easy to clean and that improves the track resistance of the insulation. 
Table 8.4 introduces the properties of insulation varnishes, resins and surface varnishes. 

The impregnation of the insulation has an influence on the track resistance of the insulation. 
Since the insulation is composed of several different components, one of the components is 
often an air gap. Air gaps may also be left in undesired places, for instance in a slot, when 
the impregnation has not been complete or there are bubbles in the varnish. This has to be 
taken into account in the dimensioning of the insulation and the selection of the impregnation 
method. The electric field strength EF in a single material of thickness d is 


U 
E=—. (8.1) 


The electric field density D through the insulation must be constant in a homogeneous 
insulation and equal throughout the insulation construction made of several layers: 


E-e=—D. (8.2) 


When two different insulation materials 1 and 2 (thicknesses d; and d>) are in series in the 
same outer field, we have the corresponding field strengths E and Ey and voltages U; and U2 
according to Equations (8.1) and (8.2): 


EF, & 


ae 8.3 
on (8.3) 
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When there is a voltage U = U; + U2 over the insulation, we may write for the voltages 
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Example 8.1: The thickness of insulation is 4mm and its permittivity ¢; = 5. Inside 
the insulation, there is a 0.25 mm air gap with ¢2 = 1. The voltage over the insulation is 
U = 12kV. How is the voltage divided between the insulation and the air gap, and how 
high is the field strength in the air gap? 


Solution: With Equations (8.5) and (8.6), we obtain the voltages U; = 9.14 and 


Uz = 2.86kV. The electric field strength in the air gap is Ey = 2.86kV/0.25mm = 
11.44kV/mm, which may exceed the breakthrough field strength. Even a small air gap 
in the insulation may cause partial discharges that may age the insulation. Even though 
the partial discharge in the air space remaining inside the insulation did not result in an 
immediate flashover in the complete insulation, it might, through local overheating and 
wear, rapidly cause a breakdown in the complete insulation construction. 





We may take two epoxy-coated polyester films as an example: they are relatively heat re- 
sistant when not in contact with air. The dielectric strength of this kind of construction can 
be even dozens of times higher compared with the voltage at which the air gap between the 
films starts to spark, thus wearing the coating and insulating foils. However, exceeding this 
inception voltage of sparking drastically cuts the service life of the insulation, whereas the 
breakdown voltage has almost no influence on the service life of the insulation. 

Therefore, nowadays such impregnation methods are selected that ensure adequate pene- 
tration of the impregnant and an impermeable construction. A possible method is provided 
for instance by vacuum pressure impregnation (VPI) technology. This method is employed at 
both low and high voltages in the temperature classes 155-220 (cf. Table 8.1). 

For operation under special conditions, the windings can be cast in plastic. An advantage 
of the method is that the winding becomes completely waterproof. Further, the mechanical 
strength of the coil is improved. A disadvantage is the high price of the insulation. The plastics 
used in the method are either polyester or epoxy plastics. The method is seldom used in 
industrial motor applications. 

Since chemicals are always released from the insulation during operation, it has to be en- 
sured that these chemicals are not harmful to other insulating materials. The dissolved oxygen 
molecules creating ozone in partial discharges also rapidly weaken several polymers. The im- 
pregnating varnish in particular has to be compatible with other insulators. The manufacturers 
recommend testing insulating material combinations to ensure compatibility. 


8.3 Dimensioning of an Insulation 


The mechanical, electrical and thermal stresses that the insulation is exposed to are contribut- 
ing factors to the dimensioning of an electrical machine. These stresses degrade the properties 
of the insulation. Further, in the selection of the insulating material, stresses caused by the 
operating conditions, such as accumulating dirt, chemicals, oils, moisture and radiation, have 
to be taken into account. 

The compression strength of the insulation is usually higher than the tensile strength, and 
therefore, in the design, we should aim at insulations that are exposed to compression rather 
than tension. For instance, fibreglass bindings can be employed to receive the tensile stresses 
exerted on the insulation (cf. binding of the rotor of a DC machine). The end windings are also 
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Figure 8.10 Lorentz force caused by the flux in the conductor in the slot on the periphery of the 
machine 


exposed to shearing stresses. Thus, the insulation has to be dimensioned according to these 
stresses. Although rigidity is also required of the insulation, under certain circumstances it 
has to be flexible too. Usually, and in low-voltage machines in particular, it suffices that the 
insulation adapts to the deformation caused by the thermal expansion of the copper wire. 

An insulation construction is often employed to support the winding. Therefore, the struc- 
ture has to withstand vibration and electrodynamic forces, such as starting and short-circuit 
currents. The more securely the coil end is supported, the higher the natural frequency gets. 
The target is to raise the natural frequency of the insulation construction to a level above the 
frequency range of the electrodynamic forces. The most important natural frequency to be 
avoided is the frequency that is double the supply frequency. This force is created as a re- 
sult of the magnetic flux and the winding current. The direction of this force is illustrated in 
Figure 8.10. 

In addition to the normal operating voltage, the insulation construction of an electrical ma- 
chine also has to withstand temporary overvoltages at operating frequency, switching over- 
voltages and exposed overvoltages. These short-term overvoltages have to be taken into ac- 
count particularly in the dimensioning of the air gap, since an insulation composed of solid 
insulators endures rather well the quite high temporary voltage stresses. In practice, a high- 
voltage insulation is usually designed with an effective field strength of 2-3kV/mm in the 
insulation. An approximate value for the minimum thickness of the insulation layer is ob- 
tained by applying Equation (8.1) 


d = U/E max; (8.7) 


where d is the thickness of the insulating material, U is the voltage over the insulation and 
Emax 1S the highest allowable field strength in the material concerned. 

If the insulation is composed of several layers, the thicknesses of these layers can be esti- 
mated from the following: 


d, a 
U = E\d; + End) = D (= sh =) . (8.8) 
€] éD 


According to the IEC standard for rotating electrical machines (IEC 60034), the voltage 
test should be carried out with an AC voltage at a frequency of 50 or 60 Hz. With low-voltage 
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three-phase motors, the test voltage for motors below 1 kW has to be 
Utess = 2UN + 500 V. (8.9) 
For motors above | kW, the test voltage has to be 
Utest = 2UN + 1000 V (but at least 1500 V), (8.10) 


where Uy is the rated line-to-line voltage and U;eg 1s the test voltage. The test period is 5 s for 
used motors, the power of which is less than or equal to 5 kW, and for new motors, | min. 

For DC machines, the insulation level is tested between the winding and the frame with 
a 50 Hz AC voltage of 1.5 kV, when the rated voltage is from 50 to 380 V, and 2.5kV when 
the rated voltage is from 380 to 1000 V. It is worth noting that if the test period is 1 min, the 
voltage must not exceed 50% of the test voltage. After this period, the test voltage can be 
raised to the peak voltage in 10s. 

High-voltage machines also have to withstand impulse waves. The impulse wave tolerance 
level should be at least 


Uy = 4Uy + 5kV. (8.11) 


Here U sj 1s the peak value of the impulse voltage. Due to the risk of failure, a new, complete 
machine is not tested with this voltage; however, separate coils can be tested in the laboratory. 

The impulse voltage is adjusted to have a rise time of 1.2 us and a duration of 50 us. 
Equation (8.11) yields the peak value for the overvoltage for high-voltage machines. This 
peak value is the basis for the dimensioning of the turn insulation. Further, in addition to 
the overvoltage strength, in the dimensioning of the insulation it has to be borne in mind 
that the electric field has an ageing effect on the construction. To ensure long-term durabil- 
ity, the partial discharge level of the insulation construction should remain as low as pos- 
sible. This can be tested by a tandéd measurement. The tandé value increases when the test 
voltage is raised, since the amount of partial discharges is increased. Therefore the slope 
of the tand voltage curve can be considered an indirect indicator of the partial discharge 
level. 

Insulating materials are classified according to their ability to resist high temperatures with- 
out failures. Table 8.1 shows the temperatures according to the IEC standard, and the previous, 
although still commonly used, thermal classes with letter codes. The hot-spot allowance gives 
the highest permitted temperature that the warmest part of the insulation may reach. The 
temperature rise allowance indicates the highest permitted temperature rise of the winding at 
rated load. 

The most common thermal class in electrical machines is 155 (F). The classes 130 (B) and 
180 (H) are also of common occurrence. 

The ageing of the insulation puts a limit on its long-term thermal resistance, that is on its 
temperature rise allowance. When evaluating the long-term thermal resistance of a single in- 
sulator, the concept of temperature index is employed. The temperature index is the maximum 
temperature at which the insulator can be operated to yield an average life of 20 000h, or 2.3 
years. This is a very short lifetime; in practice, the lifetime is longer than 2.3 years, because 
it is assumed in the preparation of the insulation classification standards that in reality the 
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winding temperature does not remain continuously at the allowed upper limit. It is assumed 
that the machine runs intermittently at partial load, the ambient temperature seldom reaches 
its upper allowed limit, and there is some nonoperating time, too. Manufacturers often design 
the temperature rise for instance for the class 130 (B), but then use an insulation system be- 
longing to the class 155 (F). This underclassification leads to a longer expected insulation life. 
It is also worth noting that the temperature index of the insulation belonging for instance to 
the class 155 has to be at least 155. When the thermal class of the insulation is determined, the 
temperature index is rounded down to the nearest thermal class. If a machine is running 24h 
a day all year round (a situation typical in power plants), the temperature rise of the machine 
windings should be designed below the permitted value given in Table 8.1. 

Short-term thermal resistance refers to thermal stresses, the duration of which is a few 
hours at maximum. During this stress, the insulator may melt, or bubbles may occur, or it 
may shrink or become charred. The insulation should not be damaged in any of these ways if 
the temperature is moderately exceeded in any situation under normal operating conditions. 
In Table 8.1, temperature rise refers to a permitted temperature rise in a winding at rated 
load. This temperature rise does not cause premature ageing of the insulator. An excessive 
temperature fluctuation may cause the development of brittleness and cracks in the insulator. 
It has to be borne in mind that when there are several ageing factors, such as temperature and 
moisture, at the same time, the critical temperature will be lower and must be approximated 
individually for each case. In certain operating situations, frost resistance may also decide the 
selection of the insulating material. 

Thermal ageing is commonly estimated by the Arrhenius equation for the reaction rate 


k=ne blk (8.12) 


where 77 is an experimental pre-exponential constant, F’, is the activation energy, R is the gas 
constant and T is the absolute temperature. 

Practical insulator constructions have shown that a temperature rise of 8—10K cuts the 
expected life expectancy in half. 


8.4 Electrical Reactions Ageing Insulation 


Partial discharge is an electrical breakdown in an air spacing, at least one side of which is 
confined to an insulator. Thus, a partial discharge does not immediately result in a breakdown 
of the complete insulation. The energy released in the partial discharge is relatively small, 
corresponding to the energy of a small capacitance discharged in this air spacing plus the 
discharging energy of a capacitance of the insulation section that is in series with this ca- 
pacitance. A single partial discharge is not harmful to the insulation. It can only break some 
bonds in the polymer structure of the insulator. When this activity continues, the air spacing 
will expand and unite with other air spacings. In this way, long channels, or trees, are formed 
inside the insulator. The walls of the trees are at least partly conducting. When the tree is long 
enough, reaching nearly all the way from the stator core to the conductor, a breakdown will 
occur. Consequently, repeated partial discharges may deteriorate the insulation and lead to a 
failure. Only mica tolerates continuous partial discharges, and therefore it is frequently used 
in high-voltage insulation. 


444 Design of Rotating Electrical Machines 


If there is a notably high creepage current flowing in the creepage distance, the insulation 
may gradually become damaged. As an influence of the current, the moist surface layer dries. 
Drying is unevenly distributed. When the creepage current disrupts, sparking occurs in the 
air in the vicinity of the insulator surface. In high-voltage machines, the voltage against the 
ground is so high that the breakdown strength of the air in the corner of the sheet stack may be 
exceeded, and the discharge occurring in the air spacing proceeds along the surface of the in- 
sulation until the field parallel to the surface becomes too low and the discharge extinguishes. 
Here, the discharge energy is far lower than in the sparking of creepage currents; however, 
repeated surface discharges may damage the insulation. 

When the voltage at the surface discharge exceeds the gliding discharge voltage limit, the 
energy of the discharges is suddenly increased and the discharge starts to glide along the 
surface of the insulation. The discharges may glide even a distance of dozens of centimetres, 
and as the voltage rises further, they eventually reach a weaker insulation at the end of the 
coil, or a noninsulated point, and a breakdown occurs. Both gliding discharges and surface 
discharges can be decreased for instance by employing a layer containing silicon carbide in 
the insulation. The conductivity of silicon carbide is highly dependent on the electric field, 
and it increases in proportion to the fifth power of the field strength. As a result, the field 
strength peaks are substantially balanced out on the surface of the insulation. 

Mathematical modelling of electrical ageing is a challenging task, since at least the dis- 
charge inception voltage creates a clear discontinuation point. Usually, ageing caused by elec- 
trical stress is described with a power equation that expresses the lifetime of the insulation, f, 
as a function of electric field strength EF, 


f=KkE- (8.13) 


in which case the breakdown period has been shown to follow approximately the Weibull 
exponential distribution. 

In reality, estimation of the lifetime of an insulation construction is always a statistical 
problem that requires a set of tests; even then, the influence of several simultaneous stresses 
has to be taken into account as well as possible. This is of particular significance when fast 
results are required in accelerated ageing tests. 


$8.5 Practical Insulation Constructions 


In practice, the most important factor influencing the structure of the insulation is the rated 
voltage of the machine. Based on the rated voltage, electrical machines can be divided into 
high-voltage and low-voltage machines. A low-voltage machine is a machine the rated volt- 
age of which is below 1 kV. In low-voltage machines, the voltage strength of the insulation is 
not usually a decisive design criterion. If the insulation construction is mechanically strong 
enough to endure the assembly, and the creepage currents of the insulation construction are 
in control, the voltage strength is sufficient enough. Nonsparking during operation has yet 
to be ensured, since the present, most common organic materials do not resist sparking. In 
high-voltage machines instead, the strength is a decisive factor in the design in the pres- 
ence of partial discharges. Next, some practical examples of insulation constructions will be 
discussed. 
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{Inner Slot Liner 


Outer Slot Liner 





Figure 8.11 Insulation of a stator slot of a low-voltage AC machine. A distance of 0.2—0.3 mm from 
the slot wall has to be reserved for the insulation. In other words, the slot insulation is finished before 
placing the coil in the slot. The coils are fed in the slots wire by wire or in groups of a few wires 


6.5.1 Slot Insulations of Low-Voltage Machines 


The slot insulation usually consists of two layers, namely an outer and an inner liner. Figure 
8.11 illustrates the positioning of the liners in the slot. The inner insulation forms a funnel- 
shaped guide that facilitates the wire assembly. The stator slot is finally closed at the slot 
opening with a slot key or a slot wedge. 

If the winding is constructed such that there will be more than one coil side in a single 
slot, an additional insulation (a slot separator) is required between the coil sides. This is not 
usually problematic in machines below 1 kV. The voltage between different coil sides is of 
the magnitude of the line-to-line voltage at maximum. Figure 8.12 illustrates a slot with two 
coil sides closed with a slot key. The insulation has to extend outside the slot at the ends. 
For instance, the overhang has to be 5mm at minimum when the rated voltage is 500 V at 
maximum. This overhang is important, since a local electric field maximum is created at the 
position where the slot ends, creating creepage currents. 

Nowadays there are durable materials available, the voltage strength of which is high 
enough (e.g. polyester films) and which can be used to construct a single-layer slot insula- 
tion. In that case, the coils are mounted in the slots with auxiliary guides or by employing 
extra-wide insulation films that lead the wires in the slot without damaging them. After the 
coils are mounted in the slot, the extra guides are removed or the wide insulation films cut and 
the slot is closed with a lid. 


6.5.2 Coil End Insulations of Low-Voltage Machines 


In the previous chapter, phase coil insulations in a slot were discussed. Also at the coil ends, 
the different phases have to be separated. Pieces of insulating cloth are employed as a phase 
coil insulator. The pieces are stuffed into place after assembly of the windings, the end wind- 
ings are tied with glass fibre bands, and finally the whole insulation system is hardened with 
an impregnant. 
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Figure 8.12 Key-closed slot of a double-layer winding arrangement. The winding is made of round 
enamelled wires. The winding is constructed by winding the wires on a coil former neglecting the order 
of the wires. When the coil is fed into the stator slots, the order of the wires may get mixed even further, 
and therefore the winding is called a random-wound winding. In the dimensioning of the cross-sectional 
area of the slot, it has to be borne in mind that the highest possible space factor kc, of the free space 
for a round wire winding is in practice, its wire insulators included, about 0.66 (cf. Equation 7.14; the 
theoretical limit is 71/4 = 0.785). Usually, the space factor varies between 0.6 and 0.66. Further, when 
the room required by the slot insulation is taken into account, we can see that less than half of the total 
area of the slot can be filled with actual wire copper. The insulation is thus of great significance in the 
determination of the resistive losses of the machine. In small machines, the proportion of resistive losses 
is relatively high, and therefore, when considering the efficiency of the machine, the slot filling deserves 
special attention 


In addition to the previously mentioned types of insulation, connection leads also have to 
be insulated at lead-ins by using an insulating sleeve of suitable thickness. Finally, before 
impregnation, the coils are tied with bands. Special attention has to be paid to the reliability 
of the fastening of the connection wires and leads to ensure that the winding cannot move and 
thus wear mechanically. 


6.5.3 Pole Winding Insulations 


In DC and synchronous machines, DC windings are employed. These windings are called pole 
windings or field windings. Concentrated windings are also used in fractional slot PMSMs. 
These windings are very similar to the field windings of DC or synchronous machines. The 
poles are often wound with preformed copper, which is typically of rectangular shape, al- 
though round-shaped coils are also employed. In both cases, varnishing is the most common 
insulation method. The insulated winding is assembled from inside around an iron core. Nor- 
mally, the dimensioning of the pole winding is not problematic, and therefore the thickness 
of the insulation does not set any limits on the construction. Commutating poles of DC ma- 
chines are wound separately, like the coils. First, a layer of insulation is assembled and then 
the winding is wound on it. 
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5.5.4 Low-Voltage Machine Impregnation 


Low-voltage machines can be impregnated with the dip and bake method by simply soaking 
the motor into the resin (dip) and then curing the resin in an oven (bake). This is a traditional 
method and has been in use since the early days of electrical machines. However, the method 
is still widely used because it is easy and cheap and requires no heavy or expensive facilities, 
such as vacuum pumps. Vacuum pressure impregnation (VPI) is used in special machines with 
a purpose-designed insulation, such as those to be driven by inverter drives. The method will 
be discussed in detail in the next section. For small machines, the trickle impregnation method 
can be applied. In this method, the stator is attached to a rotating, sloped bench. Current is 
applied to the windings to preheat them. The preheated resin is trickled onto the windings 
from the upper end of the machine, hence the name. Simultaneously, the bench begins to 
rotate slowly. The resin flows through the stator slots and fills them. When the resin begins 
to drop out from the lower end winding of the machine, it is turned upside down and the 
same procedure is repeated. When the desired impregnation is achieved, the resin 1s cured in 
an oven. 


6.5.5 Insulation of High-Voltage Machines 


In the insulation of high-voltage machines, partial discharges may prove a significant cause 
of the ageing of the insulation. High-voltage machines can be wound with round wire, when 
the rated voltage is 3kV or below. At voltages above this, prefabricated coils made of pre- 
formed copper are nearly always selected. Figure 8.13 illustrates a cross-section of a slot of 
a preformed copper winding, known as a form-wound winding. Usually, from 6kV onwards, 
there is also a conductive corona protection between the insulator and the stator stack in the 
slot. The function of this layer is to prevent sparking in the voids between the insulator and 
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Figure 8.13 Insulation construction of a stator slot in a high-voltage machine. The figure shows 
that the proportion of the insulation is notably higher than in the slot of the low-voltage machine in 
Figure 8.12. On the other hand, preformed copper has been employed in the slot, and therefore the space 
factor of the copper becomes relatively high 
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the sheet stack. Semi-conductive and conductive materials can also be employed as slot fill- 
ing. The most common insulating material of the coil in high-voltage machines is a mica tape 
wound in layers around the conductors. Due to its excellent partial discharge resistance and 
performance properties, mica has maintained its dominant position as the insulator in high- 
voltage machines for more than a century. In the insulation of high-voltage machines, the 
amount of voids in the impregnation has to be kept to a minimum. Therefore, only the VPI 
and resin-rich (RR) methods are usually applied. 

In the VPI method, the object to be impregnated is placed in a vacuum chamber, which 
is closed, and a vacuum is created to a pressure of typically about | millibar. Next, resin that 
has been pretreated (viscosity checked, curing agent added, cooled) and degassed in a separate 
container is pumped into the vacuum chamber through a heat exchanger where the resin is pre- 
heated to about 70°C until the object to be impregnated is completely covered with warmed- 
up resin. The preheating of the resin is very important, because it significantly decreases the 
viscosity, and thus the resin can more easily penetrate the slots and fill them completely. 

The vacuum is then released and the chamber is allowed to pressurize from 3 to 5 bar for 
a period of several hours. Finally, the resin is pumped through the heat exchanger back to the 
cool container. The cooling in the storage container is important to extend the lifetime of the 
unhardened resin. The object to be impregnated is then placed in the oven, where the resin 
is hardened. The VPI method is particularly well suited for preformed copper windings, the 
insulation thicknesses of which can be dimensioned precisely. Thus the thickness of the resin 
layers can also be controlled. 

In the RR method, almost all the selected insulators and other materials are preimpregnated. 
The binding agent is usually epoxy resin, which 1s in a precured state, in which the resin 
is solid but malleable, the insulator thus being easy to process. The coils are insulated with 
several turns of mica tape wrapped around the coil from end to end. This is the main insulation 
of the coil. Finally, the epoxy resin of the insulation is hardened at a high temperature (about 
160°C) and high pressure. Usually, insulation of this type meets the requirements of thermal 
class 155 (F). 

The VPI method differs from the RR method by the fact that in the former, the insulat- 
ing materials used are porous, and do not contain a considerable amount of binding agents. 
When the insulation is mounted in place, its air spacings are carefully impregnated with an 
impregnating resin. When applying the VPI method, with accurate dimensioning it is possible 
to decrease the amount of fillers required in the key fitting. The finished insulation is in every 
respect equal in quality irrespective of the selected method. 

As shown in Figure 8.13, in the RR method in particular, filler strips can be employed. 
One purpose of these strips is to ensure that the slot key evenly wedges the bar. Sometimes 
even flexible filler strips are selected to avoid loosening the coils. This loosening can also be 
avoided by applying a method in which the winding is aged by exposing it to mechanical force 
and heat. This method is called hot prewedging. It ensures a high and permanent compression 
force of the key fitting. 

The insulation of the end windings is constructed in the same way as in the slots, only 
without filler strips. A conductive material is not used, unlike in the slot section. Nevertheless, 
at the point where the stator stack ends, semiconductive coating materials can be employed on 
the surface of the conductor. The most common stress grading materials are a semiconductive 
silicon carbide tape or paint. 
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8.6 Condition Monitoring of Insulation 


The ageing process reduces the insulation capacity of the insulating materials. To ensure re- 
liable performance of an electrical machine, the insulation has to be monitored regularly to 
anticipate a possible loss in insulation capacity. The most common monitoring methods are 
the measurement of insulation resistance and the tand measurement; however, in large ma- 
chines, various on-line monitoring methods are common nowadays. 

The insulation resistance of a winding consists of a surface resistance and a volume re- 
sistance. Usually, the requirements for the volume resistance are relatively low in electrical 
machines, since in these machines, far higher dielectric losses can be tolerated than for in- 
stance in the case of capacitors. The values of the volume resistance do not usually depend on 
the ambient humidity, unless the insulation is hygroscopic. The insulation resistance of a new 
low-voltage machine is typically between 5000 and 10000 MQ. This corresponds to a spe- 
cific resistance of approximately 10'* Q m. However, a low-voltage machine is still in a quite 
acceptable condition when its insulation resistance has decreased to 1 MQ2, corresponding to a 
specific resistance of approximately 10!° Q m. With regard to dielectric losses, even a notably 
lower specific resistance, maybe about 10’ Qm, could be permitted. Hence, the ideal value of 
the insulation resistance is negligible in the dimensioning of the thickness of the insulation. 

Surface resistance is highly dependent on the accumulating dirt and moisture on the surface 
of the insulation. Dirt accumulates on the insulated surfaces that act as creepage distances. 
This dirt is often conductive, but also hygroscopic. The insulation resistance of a dirty and 
damp winding can drop below the above-mentioned level of 1M, thus endangering the 
durability of the winding. 

A creepage distance of electrical machine insulation is created for instance across the end 
of the slot insulation from the copper conductor to the stator stack. The effective length of the 
creepage distance exceeds its physical length because of the insulation of the conductors and 
the impregnation of the winding. Nevertheless, there may be occasional voids in the insulation 
and impregnation of the winding. The most critical creepage distances are open insulating 
distances, for instance on the commutator of a DC machine, which often gathers carbon dust 
during operation. 

The measurement of insulation resistance is the most common method in the condition 
monitoring of electrical machines. The measurement is carried out with a relatively low 
(500-1500 V) DC voltage. The method is quite easy and fast, and does not require any ex- 
pensive special equipment. However, no far-reaching conclusions on the internal state of the 
insulation can be drawn from these measurement results. Insulation resistance measurements 
can nevertheless be recommended particularly as a commissioning test and in routine condi- 
tion check-ups. Temperature has a significant influence on the results of insulation resistance 
measurements. Unlike the resistance of conductors, the resistance of insulating materials de- 
creases as the temperature rises. 

Surge comparison testing 1s applied in the monitoring of the integrity and voltage strength 
of a turn insulation. The surge comparison test instrument creates a closed oscillating circuit 
between the voltage source and the tested winding, resulting in an oscillating voltage between 
the coil ends. The test result is displayed on the instrument’s oscilloscope screen. If the two 
windings to be compared are identical, the reflected images are identical and appear as a 
single trace. With this test method, the interturn fault, earth-fault and impedance difference 
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Figure 8.14 (a) Different tan 6(U) curves: 1, an ideal curve; 2, a typical curve of a healthy insulation; 3, 
extra partial discharges; 4, the behaviour of aged insulation. (b) Measurement in steps of 0.2U\y, where 
Uy is the rated voltage of the machine. The slope is defined as A tan d6/(0.2Un). (c) The test result 
of a real machine with a healthy insulation corresponding to curve 2 in Figure 8.14a. Reproduced by 
permission of ABB Oy 


can be detected as a deviation of the frequency, amplitude and the damping period of the 
oscillation. 

The measurement of the dielectric loss factor (tan 6) of an insulator is an advantageous and 
common measuring method that is especially suitable for large machines. The tan6é curve is 
usually drawn as a function of voltage, the voltage being raised at least to the highest operating 
voltage of the machine. When evaluating the test results, special attention can be paid both to 
the magnitude of the tand value and to its increase as the voltage is increased. Figure 8.14a 
illustrates the shapes of a tan 6(U) curve with some examples. Curve 1 represents an ideal case. 
In practice, for a healthy insulator, tan 6 is almost constant as a function of voltage, as shown 
by curve 2. The shape of the curve also gives some information about the factors causing an 
increase in the value of tan dé. A tan dé curve such as curve 4 may indicate excessive ageing of 
the insulation. On the other hand, curve 3 illustrates a situation in which tan 6 values start to 
increase abruptly, when a certain voltage stress is reached. This is a sign of the occurrence 
of remarkable partial discharges in the insulation. Since the discharges are local, the actual 
partial discharge measurement is usually a far more sensitive indicator of partial discharges 
than the method described above. 

A tané value as such expresses the relative magnitude of dielectric losses. An excessive 
dielectric loss may result in local or complete overheating of the insulation. 
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Figure 8.15 Equivalent circuit of an insulation construction and calculation of the loss angle. An ideal 
insulation forms a capacitance. The dielectric losses of a practical insulation are seen as resistive current 
real power in the insulation. The ageing of the insulation is seen as increasing resistive current and hence 
increasing tan 6 


When carrying out tand measurements, it has to be borne in mind that the temperature of 
the insulation may influence the test results. In some cases, it may prove advisable to take the 
measurements at several temperatures. In many insulation constructions, A tand = 10%o is 
considered the highest permitted value. 

The measurement of the dielectric loss angle (6) is carried out as a bridge measurement. 
The objective of the method is to determine the ratio of dielectric losses to the capaci- 
tive reactive power in the insulation, Figure 8.15. The circuit for measuring is illustrated in 
Figure 8.16. 

Partial discharge measurement is applied to determine partial discharges occurring in the 
winding insulation. With these measurements, it is possible to anticipate insulation failures, 
their nature and approximate location. A notable advantage of the method is the applicability 
of the results in the evaluation of the insulation condition. Partial discharges are measured with 
special measuring equipment consisting of a transformer, a capacitor, a measuring impedance 
Z and a partial discharge measuring instrument, Figure 8.17. The measurement is carried out 
in phases against the stator frame and the other phases connected to it. Disturbances during the 
measurement have to be minimized by careful selection of the components of the measuring 
circuit and by selecting a measuring frequency that minimizes radio disturbances. 

As a result of measurement, we obtain the values of partial discharge as a function of 
voltage. Figure 8.18 illustrates two printouts, example (a) including the measurement results 
in all three phases, and example (b) including the values for partial discharge measured at 
three different frequencies. 


? 





Figure 8.16 tandé measurement circuit with Schering bridge. C, is a normal capacitor 
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Figure 8.17 Measuring circuit of partial discharge 
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Figure 8.18 Printout of the partial discharge measurement. pd is the partial discharge (typically in nC), 
the level of partial discharge. k,, ky and k; illustrate different windings in different insulation conditions, 
and f,, f2 and f3 different measuring frequencies. The pd values start to increase when the voltage is 
increasing. The lower the pd values, the better the insulation. The graph (c) illustrates the measure- 
ment result of a real healthy machine using a Haefely Trench Tettex partial discharge measurement 
unit. The measurement time is 2 minutes and the measurement voltage 8 kV, 50 Hz. The figure indicates 
the amount of partial discharges as a function of apparent charge in nC and temporal phase angle of 
the sinusoidal test voltage. Note that there are more partial discharges during the negative phase of the 
voltage. Note also that the H,(g, g) symbol on the vertical axis indicates the number of partial discharges 
having different amounts of electric charge (g in nC) and phase angle (g in degrees). Reproduced by per- 
mission of ABB Oy 
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8.7 Insulation in Frequency Converter Drives 


Frequency converter drives that are widely used nowadays set special requirements for the 
insulation constructions of electric motors. The voltage of a frequency converter includes 
a considerable number of harmonics that cause additional losses and temperature rise in the 
winding. As a result of this thermal rise, the maximum rated power cannot be constantly taken 
from a machine dimensioned for network operation, or, as an alternative, we have to accept 
accelerated thermal ageing of the construction. The current created by frequency converters 
that apply a high switching frequency is so sinusoidal that the efficiency of the machine is 
reduced by only about 1%, and in this sense the loadability of the machine is not weakened 
significantly in a frequency converter drive. When applying a very low switching frequency 
(<1 kHz), the rated power of the machine has typically to be decreased by about 5%. 

The voltage of a frequency converter consists of pulses, the peak value of which may deviate 
notably from the peak value of normal sinusoidal voltage. Further, the rate of voltage rise can 
be so high that the pulse behaves like a surge (impulse) wave in the winding, being nonlinearly 
distributed in the winding and causing a voltage increase by reflection. 

With frequencies notably higher than the normal operating frequency, the motor supply ca- 
ble can no longer be described by concentrated cable parameters, but distributed parameters 
have to be employed. Now the resistance, inductance, leakage conductance and the capaci- 
tance of the cable are considered to be evenly distributed along the total cable length. The 
inductance and the capacitance per unit length determine the characteristic impedance Zo 


individually for each cable 
Zo = - (8.14) 
C 


where c is the capacitance per unit of length and / is the inductance per unit of length. 

The structure and the insulation of the cable determine the magnitude of the characteristic 
impedance Zo, which is thus independent of the cable length. The value for the characteristic 
impedance of a cable is typically of the order of 100 82. The pulse velocity in the cable depends 
on the materials of the cable. The term ‘material’ refers here to the media surrounding the 
cable, not the conductor itself. The maximum velocity is the speed of light that can be reached 
in a vacuum. The pulse velocity v can be defined by the characteristic values of the cable 


as (8.15) 


y= —— 
Jue JIc 


The characteristic impedance of the machine always differs notably from the characteristic 
impedance of the cable, reflections thus being inevitable. An impulse wave propagates in a 
motor cable typically at a speed of 150 m/us. The propagation distance of a wave required by 
a perfect reflection, that is the critical cable length /,,, is thus 


[Vv 
= Be (8.16) 
where f¢, is the rise time of the voltage pulse and v is the propagation speed of the voltage 
pulse. 
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Assuming for a wave that v = 150 m/us and ¢, = 100ns (IGBT), the critical cable length 
becomes 7.5 m. 

The ratio of the reflected to the incoming pulse is described by a reflection factor o. This 
factor depends on the characteristic impedance Zg of the motor cable and the characteristic 
impedance Z of the motor (winding) experienced by the wave 


Zu — Zo 


Sa 8.17 
p Fea, (8.17) 


As shown by the equation, the value of the reflection factor varies over O < p < 1, when 
Zm = Zo. However, the calculation of the characteristic impedance of the motor is nearly 
impossible. Nevertheless, by measuring reflections in the poles of the machine, it is possible 
to estimate the scale of the characteristic impedance of the machine. Since Zy) = ///c, we 
may conclude that the characteristic impedance of the motor is high because of the high 
inductivity of the motor. 

The foundation of insulation design of electrical machines lies in the IEC 60034 standards 
that are based on long experience of insulation design. Further, when the stresses during op- 
eration of the machine, such as heat and operating conditions, are also taken into account, the 
insulation construction of the machine can be designed. Usually, in addition to mechanical 
and nonsparking requirements, it is not necessary to pay any special attention to the electrical 


Table 8.5 Characteristics of fibre insulators. Adapted from Paloniemi and Keskinen (1996) 


Characteristic Unit Cotton fibres Polyester fibres Glass fibres Aramid paper 

Tensile strength N/mm? 250-500 500-600 1000-2000 = 1250 

Elongation at break % 6-10 20-25 1.5 17 

Modulus of elasticity | N/mm? 5000 70 000 — 

Tear strength Moderate Good Good Good 

Continuous operating °C 1054 155 130-200" 210 
temperature 

Instantaneous thermal °C 150 190 > 600 300 
resistance 

Softening point i © — 210 670 Does not soften 

Melting point °C — 260 850 Does not melt 

Thermal conductivity W/m°C 0.07—-0.14 0.99 0.1 

Burning Burn Slow burning Do not burn Does not burn 

Moisture absorbance % by weight 10 0.4 — 7-9 

Chemical strength Graded 0-4 

Acids 1 2 4 3 

Alkalis 2 1 3 3 

Organic solvents 4 4 4 4 

Voltage strength kV/mm — — — 20° 
“Impregnated. 


’Depends on the impregnant. 
“1 min, 50 Hz test. 


Insulation of Electrical Machines 455 


security of the insulation construction of low-voltage machines. In high-voltage machines, 
however, it is usually necessary to design some protection to reduce partial discharges. 

The tendency seems to be that controlled drives are becoming increasingly popular among 
low-voltage machines. Now, as the supply cable is of considerable length, and the rated volt- 
age is for instance 690 V, the voltage of the machine may, as a result of the reflecting wave, 
increase so high that partial discharges occur in the winding between the turns belonging to 
the same coil. As the switches in power electronics become constantly faster, the pulse rise 
times get shorter. As a result, the compatibility of the drive, the cable and the machine gain 
further significance together with the proper 360° concentric conductor earthing of the cable. 
Furthermore, the cable has to be as short as possible. Utilization of various low-pass filters 
also becomes more common for reasons other than the limitations set by the insulation alone. 

In order to create a single partial discharge pulse, there must be several thousand fast voltage 
pulses, each having a rise time below 200 ns. Hence, there must be tens of thousands of pulses 
in 1 second. The number of pulses can be decreased with proper control of the machine; 
this is nevertheless not always possible. The designer of the machine also has some tools to 
reduce partial discharge activity. It is possible to select a partial-discharge-resistant conductor 
for the windings. These conductors include mica or some metal oxide, which can tolerate 
partial discharges. Also, additional insulation can be applied on different turns. Furthermore, 
the use of the VPI method considerably decreases the number of air spacings in the slot 
(Tables 8.2—8.5). 
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Heat Transfer 


Heat transfer always occurs when there is a temperature difference in a system. The tempera- 
ture difference evens out naturally as heat transfers from the higher temperature to the lower 
according to the second law of thermodynamics. 

In electrical machines, the design of heat transfer is of equal importance as the electro- 
magnetic design of the machine, because the temperature rise of the machine eventually de- 
termines the maximum output power with which the machine is allowed to be constantly 
loaded. As a matter of fact, accurate management of heat and fluid transfer in an electrical 
machine is a more difficult and complicated issue than the conventional electromagnetic de- 
sign of an electrical machine. However, as shown previously in this material, problems related 
to heat transfer can to some degree be avoided by utilizing empirical knowledge of the ma- 
chine constants available. When creating completely new constructions, empirical knowledge 
is not enough, and thorough modelling of the heat transfer is required. Finally, prototyping 
and measurements verify the successfulness of the design. 

The problem of temperature rise is twofold: first, in most motors, adequate heat removal 
is ensured by convection in air, conduction through the fastening surfaces of the machine 
and radiation to ambient. In machines with a high power density, direct cooling methods can 
also be applied. Sometimes even the winding of the machine is made of copper pipe, through 
which the coolant flows during operation of the machine. The heat transfer of electrical ma- 
chines can be analysed adequately with a fairly simple equation for heat and fluid transfer. 
The most important factor in thermal design is, however, the temperature of ambient fluid, as 
it determines the maximum temperature rise with the heat tolerance of the insulation. 

Second, in addition to the question of heat removal, the distribution of heat in different 
parts of the machine also has to be considered. This is a problem of heat diffusion, which is a 
complicated three-dimensional problem involving numerous elements such as the question of 
heat transfer from the conductors over the insulation to the stator frame. It should be borne in 
mind that the various empirical equations are to be employed with caution. The distribution of 
heat in the machine can be calculated when the distribution of losses in different parts of the 
machine and the heat removal power are exactly known. In transients, the heat is distributed 
completely differently than in the stationary state. For instance, it is possible to overload the 
motor considerably for a short period of time by storing the excess heat in the heat capacity 
of the machine. 
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The lifetime of insulation can be estimated by statistical methods only. However, over a 
wide temperature range, the lifetime shortens exponentially with the temperature rise © of 
the machine. A rise of 10K cuts the lifetime of the insulation by as much as 50%. The ma- 
chines may withstand temporary, often-repeated high temperatures depending on the duration 
and height of the temperature peak. A similar shortening of the lifetime applies also to the 
bearings of the motor, in which heat-resistant grease can be employed. In critical drives, oil 
mist lubrication can be used, in which case the oil is cooled elsewhere and then fed to the bear- 
ings. Even ball bearings can be used at elevated speeds if their effective cooling is ensured, 
for instance by oil lubrication. 

The temperature rise of the winding of an electrical machine increases the resistance of the 
winding. A temperature rise of 50 K above ambient (20 °C) increases the resistance by 20% 
and a temperature rise of 135K by 53%. If the current of the machine remains unchanged, 
the resistive losses increase accordingly. The average temperature of the winding is usually 
determined by the measurement of the resistance of the winding. At hot spots, the temperature 
may be 10-20 K above the average. 


9.1 Losses 


Power losses in electrical machines are composed of the following elements: 


e resistive losses in stator and rotor conductors; 
e iron losses in the magnetic circuit; 

e additional losses; 

¢ mechanical losses. 


Resistive losses in conductors are sometimes called Joule losses or copper losses, and there- 
fore the subscript Cu is used in the following for resistive losses. 

Figure 9.1 illustrates the power balance of a typical totally enclosed 4kW induction motor. 
Here 15% of the electrical energy is converted into heat at the rated power of the machine. 
The proportion of the resistive losses in this case is high: 77% of the total losses and 11.8% 
of the rated power. The proportion of iron losses remains low, 1.9% of the rated power, al- 
though the iron circuits are usually strictly dimensioned. Friction losses are also low, 1% of 
the rated power. The temperature rise of the machine in Figure 9.1 is dimensioned according 
to the thermal class 130 (B) and the insulation according to the class 155 (F) (see Table 8.1). 


9.1.1 Resistive Losses 


Resistive losses in a winding with m phases and current J are 
Pou = mI*Rac, (9.1) 
where Rac 1s the AC resistance of the phase winding. The AC resistance is 


IN Ls 
Rac = ke —., (9.2) 
oS 
where kp is the skin effect factor for the resistance equation (5.34), N the number of turns, 
l,, the average length of a turn, S, the cross-sectional area of the conductor and o the specific 
conductivity of the conductor. 
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P., 100 %, 4.7 kW 






Pout 85%, 4.0 kW 


253 


Figure 9.1 Sankey diagram of a 4kW two-pole induction motor. Pre, iron losses; Pcys, resistive losses 
of the stator; Pag, additional losses; Ps, air-gap power; Pcur, resistive losses of the rotor; Py, friction 
losses. The losses (700 W in total) have to be removed from the machine at an acceptable temperature 
difference to the ambient 


The mass of the conductors is 
Meu = PNlaySe, (9.3) 


where is the density of the conductor. 
Solving N/,, from Equation (9.3), substituting it into Equation (9.2) and substituting Equa- 
tion (9.2) into Equation (9.1) yields for the resistive losses 


Po = ml Rac = — SMe = — J Meu, (9.4) 
ao S? po 


Cc 


where J = //S, is the current density in conductors. 

In commutator and slip-ring machines, there are losses in brushes. The resistive losses in 
brushes are very small because the current density in brushes is low, about 0.1 A/mm’, but 
the contact voltage between brushes and commutator may produce significant losses. The 
contact voltage drop varies depending on the type of brushes, the applied brush pressure and 


Table 9.1 Additional losses as a percentage of input power in electrical machines 


Machine type Additional losses of input power 
Squirrel cage motor 0.3—2% (sometimes up to 5%) 
Slip-ring asynchronous machine 0.5% 

Salient-pole synchronous machine 0.1-0.2% 
Nonsalient-pole synchronous machine 0.05—0.15% 

DC machine without compensating winding 1% 


DC machine with compensating winding 0.5% 
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the brush current, being typically Ucontact = 0.5—-1.5 V for carbon and graphite brushes and 
U contact = 0.2—0.5 V for metalline brushes. The brush losses Pg with brush current /g per 
brush pair are 


Pp = 213 U contact: (9.5) 


9.1.2 Iron Losses 


Losses in the iron circuit have been discussed in Chapter 3. In practice, Equation (3.78) gives 
good enough results if we have experience with the correction coefficients needed in using 
Equation (3.78). The coefficients are given in Table 3.2, but depending on the construction 
and dimensioning of the machine, and the manufacturing system, the coefficients may differ 
from the values in Table 3.2. The coefficients are determined by statistical means by analysing 
the no-load tests of a large group of the same kinds of machines. 


9.1.5 Additional Losses 


Additional losses lump together all the electromagnetic losses which are not included in the 
resistive losses and iron losses calculated according to Sections 9.1.1 and 9.1.2. Additional 
losses in iron parts have already been discussed in Section 3.6.2. 

Additional losses are very difficult to calculate and measure. This is the reason why in the 
IEC standards the additional losses are assumed to be 0.5% of the input power in induction 
motors when the efficiency of the motor is calculated indirectly from the loss measurements. 
The resistive losses are calculated from the DC resistance of the winding in efficiency calcu- 
lations, so 0.5% of the input power includes the additional losses caused by the skin effect 
in conductors. The iron losses are determined from the no-load test, and consequently they 
include the additional losses at no load; therefore, the loss of 0.5% of the input power covers 
losses that the load current and its harmonics cause in windings, laminations, the frame and 
other constructed parts. Typical additional loss values in different machine types are presented 
in Table 9.1 (Lipo, 2007; Schuisky, 1960). 

Additional losses are proportional to the square of the load current and to the power of 1.5 
of the frequency, that is 


Peo p. (9.6) 


If additional losses are measured or known for one pair of the current and frequency, they 
can be determined for another pair of current and frequency using Equation (9.6). 


9.1.4 Mechanical Losses 


Mechanical losses are a consequence of bearing friction and windage. Bearing losses depend 
on the shaft speed, bearing type, properties of the lubricant and the load on the bearing. Bear- 
ing manufacturers give guidelines for calculating bearing losses. According to SKF (1994), 
bearing friction losses are 


Po, bearing = 0.5 $2 LF Dearing; (9.7) 
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where {2 is the angular frequency of the shaft supported by a bearing, ju the friction coefficient 
(typically 0.0010—0050), F' the bearing load and Dpearing the inner diameter of the bearing. 
Windage losses become more and more significant with increasing machine speed. These 
losses are a consequence of the friction between the rotating surfaces and the surrounding gas, 
usually air. The rotor can be modelled as a rotating cylinder in an enclosure. Saari (1995) gives 
an equation for the power associated with the resisting drag torque of the rotating cylinder: 


1 
Pa 35 kCutp 2° Del (9.8) 


where & is a roughness coefficient (for a smooth surface k = 1, usually k = 1—1.4), Cy the 
torque coefficient, o the density of the coolant, §2 the angular velocity, D, the rotor diameter 
and /, the rotor length. The torque coefficient Cy is determined by measurements. It depends 
on the Couette Reynolds number 


p&2D,6 


Res = , 
5 2 





(9.9) 


where p is the coolant density, D, the rotor diameter, 6 the air-gap length and yz the dynamic 
viscosity of the coolant. The torque coefficient is obtained as follows: 


os D, 0.3 

Cu = joe Res < 64, (9.10) 
€5 
(26/D,)”” 2 
UM 06 64 < Re; <5~x 10 ; (9.11) 
es” 
(25/D;)"" 2 4 
es” 
(25/D:) ag 
el: 


6 


The end surfaces of the rotor also create friction losses. These parts can be modelled as 
discs rotating in free space (assuming that there are no fan wings in short-circuit rings in 
high-speed machines). The power loss is, according to Saari (1995), 


1 
Pow2 = aq cM Pe (D? — D2), (9.14) 


where D, is the outer diameter of the rotor, D,; the shaft diameter and Cy, the torque coeffi- 
cient, which is now 


3.87 
Re?" 
0.146 
Reo?’ 


C= Re, <3 x 10°, (9.15) 





Cy = Re, > 3 x 10°. (9.16) 
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Re, is known as the tip Reynolds number 


p2D; 
Re: = , (9.17) 
Ay 





The windage losses caused by the rotating parts of the machine Poy are the sum of Equa- 
tions (9.8) and (9.14) 


Pi Pai oP gai (9.18) 


Besides bearing losses and windage losses of the rotating parts, ventilator loss also belongs 
to mechanical losses. The ventilator can be coupled to the shaft of the electrical machine or it 
can be driven by another motor, as is usual in speed-controlled drives. 

Schuisky (1960) gives an experimental equation for the sum of windage and ventilator 
losses: 


Py = kp DU, + 0.6t))v%, (9.19) 


where k, is an experimental factor (Table 9.2), D, the rotor diameter, /, the rotor length, tT, 
the pole pitch and v, the surface speed of the rotor. Equation (9.19) is valid for normal-speed 
machines. For high-speed machines, Equations (9.8) and (9.14) have to be used. 


9.2 Heat Removal 


The heat is removed by convection, conduction and radiation. Usually, the convection through 
air, liquid or steam is the most significant method of heat transfer. Forced convection 1s, in- 
evitably, the most efficient cooling method if we do not take direct water cooling into account. 
The cooling design for forced convective cooling is also straightforward: the designer has to 
ensure that a large enough amount of coolant flows through the machine. This means that the 
cooling channels have to be large enough. If a machine with open-circuit cooling is of IP class 
higher than IP 20, using heat exchangers to cool the coolant may close the coolant flow. 

If the motor is flange mounted, a notable amount of heat can be transferred through the 
flange of the machine to the device operated by the motor. The proportion of heat transfer by 
radiation is usually moderate, yet not completely insignificant. A black surface of the machine 
in particular promotes heat transfer by radiation. 


Table 9.2 Experimental factors for windage and bearing losses, Equation (9.19) 


Cooling method k/W s?/m* 
TEFC motors, small and medium-sized machines 15 
Open-circuit cooling, small and medium-sized machines 10 
Large machines 8 


Air-cooled turbogenerators 5 


Heat Transfer 463 


9.2.1 Conduction 


There are two mechanisms of heat transfer by conduction: first, heat can be transferred by 
molecular interaction, in which molecules at a higher energy level (at a higher temperature) 
release energy for adjacent molecules at a lower energy level via lattice vibration. Heat transfer 
of this kind is possible between solids, liquids and gases. 

The second means of conduction is heat transfer between free electrons. This is typical 
of liquids and pure metals in particular. The number of free electrons in alloys varies con- 
siderably, whereas in materials other than metals, the number of free electrons is small. The 
thermal conductivity of solids depends directly on the number of free electrons. Pure metals 
are the best heat conductors. Fourier’s law gives the heat flow transferred by conduction 


®,, = —ASVT, (9.20) 


where ®,, is the heat flow rate, A the thermal conductivity, S the heat transfer area and VT 
the temperature gradient. 

Thermal conductivity depends on the temperature; a typical property of metallic substances 
is that the thermal conductivity decreases as the temperature increases. On the other hand, an 
insulator’s capability to transfer heat increases as the temperature rises. 

The thermal conductivity of gases increases with increasing temperature and decreasing 
molecular weight. 

Usually, the thermal conductivity of nonmetallic liquids decreases as the temperature rises; 
however, the properties of water for example are different. The thermal conductivity of wa- 
ter is at its highest (688 W/K m) at about 410 K and 330kPa (saturated liquid). The thermal 
conductivity decreases from this point in both directions of temperature change. Glycerin 
and ethylene glycol are further exceptions, because their thermal conductivity increases as a 
function of temperature. 

Table 9.3 lists the heat transfer properties of some materials at room temperature. The 
equation for the conduction of heat is simplified if heat is flowing in one direction, in the 
direction of the x-coordinate. For an object with a cross-sectional area of S and a length /, 
Equation (9.20) takes the form 


dT e 
Oy = —AS— & -AS—. (9.21) 
dx l 


Here, © is the temperature difference across the object and A is the thermal conductivity of 
the material, which is often expressed as a function of temperature A(T). Often, materials are 
not isotropic but the conductivity varies in different directions. Materials are, however, usually 
considered isotropic in calculations. Materials with high electrical conductivity are, generally, 
also good thermal conductors. On the other hand, the insulators used in electrical machines 
are, unfortunately, usually poor thermal conductors. There are also exceptions in insulators, 
because metallic oxide layers are relatively good thermal conductors compared with plastics, 
but still good electrical insulators. Diamond is also an exception: It is an electrical insulator 
and a good thermal conductor. 
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Table 9.3. Heat transfer properties of some materials at room temperature (293 K) if not otherwise 


declared 


Material 


Air, stagnant 

Aluminium, pure 

Aluminium, electrotechnical 

Aluminium oxide, 96% 

Beryllium oxide, 99.5% 300 K 

Copper, electrotechnical 

Ethylene glycol 

Insulation of elec. machine, bonding 
epoxy 

Insulation of elec. machine, glass fibre 

Insulation of elec. machine, Kapton 

Insulation of elec. machine, mica 

Insulation of elec. machine, 
mica—synthetic resin 

Insulation of elec. machine, Nomex 

Insulation of elec. machine, Teflon 

Insulation of elec. machine, treating 
varnish 

Insulation of elec. machine, typical 
insulation system 

Iron, pure 

Iron, cast 

Mercury, 300 K 

Permanent magnet, ferrite 

Permanent magnet, NdFeB 

Permanent magnet, Sm—Co 

Plastics 

Silicon 300 K 

Steel, carbon steel 0.5% 

Steel, electrical sheet, in the direction 
of lamination 

Steel, electrical sheet, normal to 
lamination 

Steel, stainless 18/8 

Steel, structural 

Transformer oil 313 K (40°C) 

Water vapour, 400 K 

Water 293 K 


Thermal 
conductivity 


AIW/K m 


0.025 
231 
209 
29.4 
212 
394 
0.25 
0.64 


0.8—1.2 
0.12 

0.5—0.6 

0.20.3 


0.11 
0.2 
0.26 


0.2 


74.7 
40—46 
8540 
4.5 
8—9 
10 
0.1-0.3 
148 
45 
22-40 


0.6 


17 
35-45 
0.123 

24.6 
0.6 


Specific heat 
capacity 


c/kJ/kg K 


1 
0.899 
0.896 


1.03 
0.385 
2.38 


0.452 
0.5 
0.1404 


0.45 
0.37 


0.712 
0.465 


1.82 
2.06 
4.18 


Density 


pl kg/m? 


2700 
2700 


3000 
8960 
1117 


7897 
7300 
13.53 


7500 
8400 


12 300 
7800 
7700 


7900 


850 
O:552 
997.4 


Resistivity/ 
Qm-10~° 


2 
2.8 


M79 


9.6 
10 


120-160 
50-85 


14-18 
25-50 


10°-10'4 Qm 


25x 10?Qm 
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Equation (9.20) is analogous to the current density equation known in electrical engineering 


J=-—oVV (9.22) 
or in the one-dimensional case 
dV AV 


where J is the current density, S the current-conducting area, o the electric conductivity, VV 
the electric potential gradient, EF the electric field strength, / the current and / the length of the 
conductor. 

Analogous to the electric resistance, defined as the ratio of the potential difference to the 
current, we can define the thermal resistance Rj as a ratio of the temperature difference © to 
the heat flow rate Diy, 


Ry = — = —. (9.24) 


Example 9.1: Calculate the thermal resistance of a rectangular bar (Figure 9.2), the 
length of which is / = 0.2m, height h = 0.05m, width w = 0.03m and conductivity 
A = 17 W/Km (stainless steel). 


Figure 9.2. Proving an equation for a rectangular bar 


Solution: According to Equation (9.24), 
0.2 


= K 7.845 
Ahw 17-0.05-0.03W © W 


Rith,bar = 
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Example 9.2: Calculate the thermal resistance of a pipe in the radial direction (Figure 9.3). 
The length of the pipe is / = 0.2m, inner radius r; = 0.02 m, outer radius r2 = 0.025 m 
and conductivity 2 = 0.2 W/K m (plastics). 


“a 


Figure 9.3. Proving an equation for a pipe 


Solution: The heat transfer area S in Equation (9.24) now changes and the thermal resis- 


tance is the integral: 
( ) 1 (sa) 
nj — n {| —— 
K K 
Oe eo, 


V2 
il 
R = | ————_dr = = Ww 
th,cyl laa : 271A 27 -0.2-0.2 W W 
ry 





9.2.2 Radiation 


Next we consider radiation, the second form of heat transfer. Heat radiation is electromagnetic 
radiation, the wavelength of which lies in the range from 0.1 to 100 um. This wavelength 
range includes visible light, infrared radiation and the long wavelengths of ultraviolet radia- 
tion (0.1—0.4 um). In contrast to the other two heat exchange phenomena, radiation does not 
require a medium for heat exchange. When radiation meets an object, part of it is absorbed into 
the object, some of it is reflected back from the surface of the object and some may transmit 
through the object. The rate that a surface absorbs radiation energy is denoted by absorptivity 
B, the reflected energy by reflectivity 7 and the transmitted energy by transmissivity «. The 
sum of these is equal to one: 


Bintke=l. (9.27) 
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irradiation, E reflection irradiation reflection 


absorption 





(a) (b) 


Figure 9.4 (a) Illustration of an opaque surface; (b) illustration of a semi-transparent surface. The 
incoming irradiation intensity is E, given in W/m? 


A reflective surface (7 > 0) 1s called opaque, and if the radiation is partly transmitted 
(x > Q) through the material, the surface is called semi-transparent. Figure 9.4 illustrates 
semi-transparent and opaque surfaces. Semi-transparent surfaces are not used in electrical 
machines, hence in practice k = 0 and 


B+n=1. (9.28) 


Air consists principally of oxygen and nitrogen, which neither absorb nor emit radiation. 
Thus, the radiation from an electrical machine to its surroundings and inside the machine can 
be assumed to travel only between two surfaces. 

The heat flow density gj, of radiation is defined by the Stefan—Boltzmann equation 


$ 
din = —* = esp (T' —T?) (9.29) 


where 7; 1s the thermodynamic temperature of the radiating surface (1), 72 the thermodynamic 
temperature of the absorbing surface (2) and osp the Stefan—Boltzmann constant, 5.67 x 
10-* W/m? K*. etn, is the relative emissivity between the emitting and absorbing surfaces and 
depends on the characteristics of the surfaces and on the position of surfaces to each other. If 
all the radiation that a surface S; is emitting meets a surface S», €n, becomes 


—=—-+2(—-1), (9.30) 


Ethr thi So \&tn2 


where &jp; and &p2 are the emissivities of surfaces | and 2. 

The emissivity of a black object is ¢4, = 1. In reality, black objects do not exist, but the 
best objects reach an emissivity of €y, = 0.98, the emissivity of a black-painted object being 
approximately €,, = 0.9 and the relative emissivity between a grey-painted electrical machine 
and its surroundings &p; = 0.85. 

The concept of a black body is rather complex. The ‘colour’ of a body cannot be deter- 
mined visually, because most of the heat radiation does not fall within the visible light range. 
An ideal black body is defined, irrespective of the wavelength, as a perfect absorber or emit- 
ter, whereas its opposite, an ideal white body, is a total reflector. The blackness of a body 
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is determined by emissivity, which depends on the temperature, radiation direction and the 
wavelength of the radiation. Emissivity is the ratio of body radiation to black-body radiation 
at equal temperatures. It expresses how close to a black body the body (material) is. To facil- 
itate the evaluation of a body’s emissivity, a total hemispherical emissivity is used; it is the 
average emissivity of a surface over all directions and wavelengths. 

Next, grey and diffuse surfaces are defined to simplify the observation of radiation heat 
exchange. A grey surface is a surface, the emissivity and absorptivity of which are independent 
of radiation wavelength. A diffuse surface is a surface, the radiation properties of which are 
independent of the direction of radiation. In reality, fully direction-independent surfaces do not 
exist, but emissivity can be assumed to be fairly constant if the angle of radiation deviates less 
than 40° from the plane normal for conductors, and less than 70° for insulators. In practice, 
emissivities are usually given in the direction normal to the surface. 

In analogy to conduction, the thermal resistance of radiation is defined as 








T,; — To T,; — To 1 
Rn = = ee ee ; (9.31) 
Pin EthrOSB (T; = T, ) S aS 
where 
fas (9.32) 
A, = Ep},-OsRp ——— 
r thrUYSB 7, = ie 


is the heat transfer coefficient of radiation. It depends strongly on the temperatures of the 
emitting and absorbing surfaces. The temperature difference between the outer surface of an 
electrical machine and the surroundings is usually about 40 K and the ambient temperature 
20°C (293 K). These temperatures and a relative emissivity €t,, = 0.85 yield 


a, =6W/m’ K. (9.33) 


The thermal resistance of radiation gives a linearization to radiation heat transfer that is 
similar to convection heat transfer. This makes it possible to compare radiation and convection 
heat transfer efficiency. 


Example 9.3: How much heat does an object with a relative emissivity of 0.85 radiate to 
the ambient if (a) the temperature of the object is 100°C and the ambient temperature is 
50°C, (b) the temperature of the object is 50 °C and the ambient temperature is 20 °C? 


Solution: The heat flow densities are 


Pin _—8 
(a) @n = — = 0.85 - 5.67 - 10 


Ww 
474 es 
Sg Ra R40. 


W 
(b) gin = 0.85 - 5.67 - 10-* (323" K* — 293* K*) = 169 —. 
m 


m2 K4 


These yield radiation heat transfer coefficients for (a) 8.16W/m’K and (b) 6.65 
W/m? K. 
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Table 9.4 Emissivities of some materials used 
in electrical machines 


Material Emissivity 
Polished aluminium 0.04 
Polished copper 0.025 
Mild steel 0.2-0.3 
Cast iron 0.3 
Stainless steel 0.5—0.6 
Black paint 0.9-0.95 
Aluminium paint 0.5 


Heat transfer by radiation is of considerable significance in the total heat transfer of an 
electrical machine if, besides radiation, there is only natural convection without any fan in the 
system. Table 9.4 lists the emissivities of some materials in typical electrical machines. 


Example 9.4: Consider two concentric spheres in a vacuum. The radii of the spheres 
are R; and R, (R; < R,). The temperatures of the surfaces of the spheres are T; and To. 
The distance between the spheres is small compared with the radii (Ry — Rj < Rj). (a) 
Calculate the radiated heat flow rate from the inner sphere outwards. (b) A third spherical 
surface is inserted between the two sphere surfaces, so that there are now three concentric 
spheres. What is the heat flow rate radiated from the innermost sphere surface outwards? 


Solution: According to Equation (9.29), 


(a) Pina = &tnrospS (T;* — T;'), where S = =7R> and R is the average of the radii. 


(b) Let the temperature of the middle sphere surface be T,,. The radiated power is 


Pin, = EtrOspS (T,, — T;’) = emrospS (To — T3), 


1 m 


from which we can solve 


Laat, ii 


Substituting 7“ into the equation for ®,,,, we get 


1 1 1 
Pin,b = EthrOspS (1; = (Te + r*)) = 5 Eth SBS (7 a 5 Piha. 


We can see that the third sphere halves the heat flow rate from the inner sphere outwards; 
that is, the thermal resistance between the inner and outer spheres is in case (b) two times 
the resistance in case (a). 
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9.2.5 Convection 


Heat is always transferred simultaneously by conduction and convection. Convection is de- 
fined as the heat transfer between a region of higher temperature (here, a solid surface) and 
a region of cooler temperature (a coolant) that takes place as a consequence of motion of the 
cooling fluid relative to the solid surface. (At the molecular level, this means that the warmer 
molecules displace the cooler fluid molecules.) 

Knowledge of the boundary layers is essential in the analysis of the heat and mass transfer 
between the solid surface and the coolant flowing by the surface. In convection heat transfer, 
there are three boundary layers, defined as the velocity, thermal and concentration boundary 
layer. 

Let us consider the case represented in Figure 9.5. The stream of air meets a plane. The 
velocity of the stream is zero on the surface of the plane, and inside the boundary layer the 
speed increases to the speed in free space. The thickness of the velocity boundary layer 6, is 
defined as the height from the surface where the speed of the stream is 0.99 times the speed 
in free space. Above this limit, the shear stresses and velocity gradient are negligible. 

The temperature of the plane 7, is assumed to be higher than the temperature of the stream 
of air. Close to the surface, the heat transfers by conduction through the thermal boundary 
layer. The temperature profile is similar to the velocity profile. The thickness of the thermal 
boundary layer dy is defined as the height from the surface where the ratio of the difference of 
the surface and boundary layer temperatures, 7, and 7, respectively, to the difference between 
the surface and the ambient temperature 7, is 0.99. 

The concentration boundary layer occurs when a binary mixture of species flows across a 
surface (convection mass transfer, e.g. water vapour in an air stream). The thickness of the 
concentration boundary layer 6, is defined at the height where the ratio of the difference of 
the surface and boundary layer molar concentrations to the difference between the surface and 
ambient molar concentrations is 0.99. The form of the concentration boundary layer is similar 
to the form of the velocity and thermal boundary layers (evaporation at a liquid surface and 
sublimation at a solid surface, respectively). 





Figure 9.5 Development of the velocity and thermal boundary layers; 6,(x) and 67(x) are the thick- 
nesses of the layers 
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The three important expressions in the boundary layer theorems are surface friction, con- 
vection heat transfer and convection mass transfer, which are crystallized into three important 
parameters: friction coefficient C’ and the convection heat and mass transfer coefficients a 
and dp. 

To facilitate the calculation process and minimize the number of parameters to be solved, 
certain dimensionless parameters have been generated. Of the numerous such parameters 
available in the literature, the three most important ones when calculating heat transfer from 
solid surfaces to the coolant are the Nusselt number Nu, the Reynolds number Re and the 
Prandtl number Pr. 

Convection heat transfer coefficient @ can be expressed with the dimensionless Nusselt 
number Nu as 


Niji (9.34) 


where L is the characteristic surface length and A is the thermal conductivity of the coolant. 
The Nusselt number describes the effectiveness of convection heat transfer compared with 
conduction heat transfer. 

The ratio between inertia and viscous forces is described by the Reynolds number Re and 
can be described by the equation 


vL 
Re=—, (9.35) 


where v is the speed of the coolant on the surface, L is the characteristic length of the surface 
and v is the kinematic viscosity of the coolant. The value of the Reynolds number at which 
the flow becomes turbulent is called the critical Reynolds number Re,,i. For flat surfaces Regt 
is 5 x 10° and for a tube flow it is 2300. For tubes, the characteristic length is described by 
the equation 


L=—, (9.36) 


where S is the area of the tube cross-section and /, is the wetted perimeter of the tube. 

The third dimensionless number is the Prandtl number, which describes the relation be- 
tween momentum and thermal diffusivity. In other words, it describes the thickness ratio of 
velocity and the thermal boundary layers. The Prandtl number is described by the equation 


Col 


Pr= ; 
A 


(9.37) 


where cp is the specific heat capacity, jz the dynamic viscosity and A the thermal conductivity 
of the coolant. When Pr is low (<1), the heat transfer of thermal diffusivity is large compared 
with the heat transfer rate gained with the fluid speed, and when Pr is unity, it means that the 
thermal and velocity boundary layers are equal. The Pr numbers for gases and air are between 
0.7 and 1, and for water between | and 13, depending on the temperature and pressure. 
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For gases, the velocity and thermal boundary layers are of the same order of magnitude. 
Between the velocity and thermal boundary layers, the following equation is valid: 


Sp = 5,Pr'”?. (9.38) 


Because Pr is close to one for gases, d7 * 4. 

Fanning friction coefficient Cy is useful in internal flow calculations when defining pump or 
fan power requirements, but it is valid for fully developed laminar flow only. When calculating 
a fully developed turbulent flow (which is usually the case), it is preferable to use empirical 
results for surface friction. Friction factors for a wide range of Reynolds numbers are found 
for example in the Moody diagram (Moody, 1944), which is valid for circular tubes. 

The pressure drop Ap in a tube can be calculated from the equation 


pum 
Ap = fSEL, (9.39) 


where f is the dimensionless Moody friction factor, o is the density of fluid, L is the tube 
length, D is the tube diameter and u,, is the mean fluid velocity in the tube, which can be 
calculated from the required mass flow rate. 

From the pressure drop, the power P required to sustain an internal flow is obtained from 
the equation 


P= Apo”. (9.40) 
0 


where gm is the mass flow rate in the tube. 

As mentioned above, the convection heat transfer always takes place in the direction of a 
lower temperature. Convection can be divided into forced and natural convection. In forced 
convection, external instruments such as pumps or blowers assist the flow of coolant. Natu- 
ral convection is caused by density variations resulting from temperature differences: as the 
coolant is heated, it changes its density, and the local changes in density in the coolant—solid 
interface result in buoyancy forces that cause currents in the coolant. Newton’s law of cooling 
defines the heat flow density gj, created by convection 


Pin 
dth = a = nO (9.41) 


and hence the thermal resistance of convection is 


fo jel gee 
Oy hn S 





(9.42) 


Here a is the heat transfer coefficient. The value of the heat transfer coefficient depends 
for instance on the viscosity of the coolant, the thermal conductivity, specific heat capac- 
ity and flow velocity of the medium. Traditionally, the heat transfer coefficient has been de- 
fined by various empirical correlations. In the calculation of an electrical machine, for natural 
convection in the air around a horizontally mounted, unfinned cylindrical motor of diameter 
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D [m] with ambient temperature close to room temperature, Miller (1993) employs a correla- 
tion depending on the temperature difference © [K] between the cylinder and the surroundings 


O 0.25 Ww 
1.32 ( — —— |. A3 
n-2(2)" [2 v0 


Example 9.5: What is the heat transfer coefficient and heat flow density between a cylin- 
der and the ambient, if the temperature of the cylinder is 50 °C above the ambient and the 
diameter is 0.1 m? 


Solution: For the heat transfer coefficient of natural convection, Equation (9.43) gives the 
value 


@\5r w 50 \925 w W 
Opn ¥ 1.32) — = 1.32 | — = 6,24—_., 
D m2 K 0.1 m2 K mK 


Natural convection is thus of the same order as heat transfer by radiation. The density of 
the heat flow is 


din = MnO = 6.24-50 W/m? = 312 W/m’. 





Forced convection increases the convective heat transfer coefficient even 5-6-fold depend- 
ing on the air velocity. The increase in heat transfer coefficient is approximately proportional 
to the square root of the air velocity v (Miller, 1993) 


3 89)" ud (9.44) 
Ahn ~ od. — | ——|. ‘ 
1|m2K 


Here / is the length of the frame of the machine in metres and the speed v is given in m/s. 


Example 9.6: What is the heat transfer coefficient on the surface of a cylinder of 0.1m 
length if the speed of coolant is 4 m/s? 


Solution: According to Equation (9.44), 


3.89)" Ma 3.89,/ 7 _ 246 
Ain & 3. = — 3, —_ = 24.6, 
2 i | m2K 0.1 m2K m2 K 


This coefficient is about fourfold when compared with the previous value of natural 
convection. 





For a typical radial flux electrical machine, there are three significant convection coeffi- 
cients related to the frame, air gap and coil ends. The first can be approximated for example 
by Miller’s equations, but the other two are more complex cases, the coil ends in particular. 
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The convection coefficient for an annulus depends on the air-gap length, rotation speed of 
the rotor, the length of the rotor and the kinematic viscosity of the streaming fluid. The Taylor 
equation can be used to determine the flow type and the convection heat transfer coefficient 
in the annulus. The validity of the Taylor equation is, however, somewhat restricted, and the 
annular flow in the tangential direction is usually referred to as Taylor—Couette flow or Taylor 
vortex flow. It differs from the flow between two parallel plates (one moving) by the toroidal 
vortices that appear as a result of tangential forces. These eddies influence the heat transfer 
characteristics of the air gap. The Taylor vortices are described by the Taylor number Ta, 
which describes the ratio of viscous forces to the centrifugal forces 


2 Q? r 5° 
Ta = (9.45) 
[LL 
where {2 is the angular velocity of the rotor, o the mass density of the fluid, uw the dynamic 
viscosity of the fluid and r,, the average of the stator and rotor radii. The radial air-gap length 
6 and the rotor radius are taken into account by a modified Taylor number 


Ta 
Tan = —, (9.46) 
Fe 
where Ff’, is the geometrical factor defined by 
a! | 2 — : 
PF, = SS Ee (9.47) 
2rm — 2.3046 6 
1697 | 0.0056 + 0.0571 | ———————_ |] — — 
2m — 6 DF i 


In practice, the air-gap length is so small compared with the rotor radius that F’, is close to 
unity and Ta, ~ Ta. 
According to Becker and Kaye (1962), the Nusselt number is 


Nu = 2 for Ta, < 1700 (aminar flow) 
Nu = 0.128Ta°°°’ ~~ for 1700 < Tam < 10+ (9.48) 
Nu = 0.409Ta?.**! for =-10* < Tam < 10’ 


which can be used to determine the heat transfer coefficient from the rotor to the air gap and 
from the stator to the air gap (one air-gap surface) by the equation 


NuA 
= a (9.49) 


where A is the thermal conductivity of air. 

The roughness of the surfaces affects the heat transfer in two ways. It enlarges the cooling 
area and increases turbulence. Gardiner and Sabersky (1978) and Rao and Sastri (1984) have 
studied the effect of roughness of the stator and rotor air-gap surfaces. According to these two 
studies, a rough rotor has a heat transfer coefficient 40 to 70% higher than a smooth rotor. 
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Stator end winding 





Rotor fan blade 


Figure 9.6 End winding space of a squirrel cage induction motor and the air circulation in the space 


The convection heat transfer coefficient in the coil ends is the most difficult to approximate 
because the flow field is too complex to model. The cooling method of the electrical machine 
also affects the convection heat transfer coefficient of the coil ends, as does the type of wind- 
ing. The end winding space of a squirrel cage induction motor is illustrated in Figure 9.6. The 
end winding space can be divided into two parts: the space between the end winding and the 
rotor and the space between the end winding and the frame. In the space between the rotor 
and the end winding, the rotation speed of the rotor determines the heat transfer coefficient. 
The geometry corresponds to that of the air gap, and Equations (9.45)—(9.49) can be used to 
calculate the heat transfer coefficient on the surface of the stator winding. 

In the space between the end winding and the frame, the speed of the air stream is far 
smaller than in the space between the rotor and the end winding. The flow may be assumed to 
be laminar. This means that natural convection occurs in that space, and also radiation has to 
be taken into account. 

Usually, the heat transfer between two interconnected objects is described by the junction 
thermal resistance. The heat transfer across the gap between the joint surfaces depends on 
the finish of the surfaces. The heat transfer coefficient a, between two metal surfaces with 
a roughness of 30 um is approximately 1100 W/m’ K, a value corresponding to a thermal 
resistance of 9.1 K/W in an area of 1. cm’. In the case of ground surfaces (a roughness of 
1 um), the thermal transmittance is doubled and thus the thermal resistance can be halved. 
The same result can be reached by adding heat transfer lubricant to the joint of the rough 
surfaces to fill in the voids. 

The equivalent thermal resistance of joint surfaces can also be modelled by equivalent air- 
gap conduction. Imagine that between the surfaces there is a small air gap because of surface 
roughness. The resistance of the equivalent air gap between the surfaces can then be calculated 
by using Equation (9.24). The equivalent air-gap length and contact heat transfer coefficients 
are presented in Table 9.5. 

In electrical machines, the thermal resistances of joint surfaces are the most significant 
insecurity factor. The most important thermal resistances of joint surfaces in this respect are 
those between the conductors and the slot insulation, the slot insulation and the stator or rotor 
stack, and the stator stack and the stator frame. Determination of these thermal resistances may 
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Table 9.5 Equivalent joint air-gap lengths and contact heat transfer coefficients 


Joint equivalent air-gap Contact heat transfer 
Joint type length/mm coefficient/W/m? K 
Stator winding to stator core 0.10—0.30 80-250 
Frame (aluminium) to stator core 0.03—0.04 650-870 
Frame (cast iron) to stator core 0.05—0.08 350-550 
Rotor bar to rotor core 0.01—0.06 430-2600 


prove difficult without measurements. However, these contact thermal resistances determine 
chiefly the heat transfer of the machine and therefore, in order to be able to calculate the heat 
transfer of the machine, certain empirical values of contact thermal resistances have to be 
known. 

If rated torque is required at a low rotation speed, a shaft-mounted blower may not be 
able to produce sufficient forced convection on the motor outer surface to cool the motor. In 
DC motors and speed-controlled AC motors, an additional cooling fan is employed, because 
these motors are often operated for a long period with a high torque at a low rotation speed. 
Since in DC machines most of the heat is generated in the rotor, a good internal cooling flow 
is required. 


9.3 Thermal Equivalent Circuit 
9.3.1 Analogy between Electrical and Thermal Quantities 


The heat-removal calculation only tells us whether enough heat can be removed from the ma- 
chine surface in the stationary state. Further, the calculation guides the selection of the cooling 
method. However, when considering the operation of the machine, it is essential to define the 
internal temperature distribution, which is regulated by the flux densities, frequencies and 
current densities in the machine parts. 

To determine the internal temperature distribution, a thermal equivalent circuit is used for 
modelling the heat transfer of the machine. The heat flow is analogous to electric current 
flow, as we saw in the previous chapter. Table 9.6 shows the analogous thermal and electrical 
quantities. Resistive losses, iron losses, windage losses and friction losses are represented by 


Table 9.6 Analogous thermal and electrical quantities 


Thermal flow Symbol Unit Electric flow Symbol Unit 
Quantity of heat Orn J Electric charge O C 

Heat flow rate Din W Electric current I A 

Heat flow density Oth W/m? Current density J A/m? 
Temperature T K Electric potential V V 
Temperature rise oO K Voltage U V 

Thermal conductivity A W/m K Electric conductivity O S/m = A/Vm 
Thermal resistance Riu K/W Electric resistance R Q= V/A 
Thermal conductance Gin W/K Electric conductance G S = A/V 
Heat capacity Cth J/K Capacitance C F=C/V 
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individual heat flow sources. The thermal resistances of iron cores, insulation, the frame and 
SO on are given as resistances. 

The heat capacity is analogous to the electric capacitance, as shown below. 

The electric charge Q stored in a capacitor is 


O =CAV =CU, (9.50) 


where C is the capacitance of the capacitor and U the voltage over the capacitor. 
The quantity of heat Q,, stored in a body is 


On = mc, (9.51) 


where m is the mass of the body, c, the specific heat capacity and © the temperature rise 
caused by the heat Qjp. 
Comparing Equation (9.50) with Equation (9.51), we find that the heat capacity 


Ch = MCp (9.52) 


is analogous to the capacitance C. 


9.3.2 Average Thermal Conductivity of a Winding 


The windings of electrical equipment are thermally inhomogeneous; in the winding, heat 
flows through a conductor with very good heat-conducting properties, but also through a 
poorly heat-conducting insulation. Usually, we need to know the average temperature of the 
winding. In this case, the winding may be replaced with a homogeneous material having the 
same thermal resistance as the real inhomogeneous winding. 

As an example, let us consider the winding represented in Figure 9.7a. Heat is assumed to 
flow only in the x-direction. As the thermal conductivity of copper is about a thousand times as 
high as the thermal conductivity of the insulation, we may assume that the thermal resistance 
of copper is zero. Our task is to determine the resistance (yes) of the two parallel-connected 
insulation pieces A and B (Figure 9.7b). The resistance of A per unit length is 


b’ 


i 1d (9.53) 


where A; is the thermal conductivity of the insulation. The resistance of B per unit length is 


bj 


ah (9.54) 





rR = 


The parallel connection yields 


b’ b’ 
'res = = Si —$ a ee SS en (9.55) 


a (> i +] di (= +65 
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(Cc) 


Figure 9.7. Winding made of rectangular conductors (figures a and b) is replaced with a homogeneous 
material (figure c) having the same outer dimensions (b’ and h’) as the real conductor with insulation and 
the same thermal resistance in the x-direction as the real inhomogeneous conductor consisting of copper 
and insulation 


The resultant resistance r;e, Should be equal to the resistance of the homogeneous body having 
the thickness b’, width h’ and thermal conductivity A, (Figure 9.7c): 








b’ b 
Tres = ay = 7” (9.56) 
Ai +0; 
bj 
from which we obtain for the average thermal conductivity 
bh 4; 
Ae = Ai (7 + | , (9.57) 


With the same procedure, we may determine the average thermal conductivity of the wind- 
ing shown in Figure 9.8a where extra insulation is placed between the winding layers: 


h(b'+ 8a) 6; 
i= | EE HT (9.58) 


If we have a round wire winding (Figure 9.8b), and the spaces between the wires are filled 
with impregnation resin, the average thermal conductivity is 


d 34; 
AV ~ 1 — are . 5 
A a(S +3) (9.59) 
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Figure 9.8 (a) Winding of rectangular wires and with extra insulation between the layers. (b) An im- 
pregnated round wire winding 


9.3.3 Thermal Equivalent Circuit of an Electrical Machine 


A thermal equivalent circuit of a typical electrical machine is shown in Figure 9.9. For sim- 
plicity, it is assumed that the heat flows in the stacks only in the radial direction because the 
thermal conductivity in the axial direction is notably lower than in the radial direction. Further, 
it is assumed that the heat flows from the slots to the teeth but not directly to the yoke. This is 
reasonable because slots are normally deep and narrow, whereupon the heat flow from a slot to 
the yoke is small. There are 21 nodes in total in the equivalent circuit. Nodes, where the losses 
of the machine are supplied, are indicated by a circle and the node number inside the circle. 
The circuit is connected to the cooling flow through the nodes from 18 to 21. Descriptions of 
the individual parameters will be given below. 

The modelling of a winding with rectangular-shaped conductors in a slot is studied first 
(Figure 9.10). Between the copper and the tooth, there is the main wall insulation and the 
wire insulation. The temperature of copper is assumed constant in every cross-section of the 
winding, but it varies in the axial direction. In the tooth, the temperature 1s assumed constant 
in the axial direction. Resistive losses are distributed uniformly in the winding. 

The winding and the tooth are presented in a simplified form in Figure 9.1 1a. The ther- 
mal equivalent circuit with distributed constants is presented in Figure 9.11b. The winding is 
divided into small sections of length dx. Resistive losses Pc, divided by the core length / is 


Pp = Po/l. (9.60) 
The thermal resistance R between the points a and b divided by the core length is 


r = R/1=1/(AqScu), (9.61) 


where Acy is the thermal conductivity and Sc, the total cross-sectional area of the conductors 
in a slot. 

The thermal conductance G (the inverse of the thermal resistance) from the conductors to 
the tooth per unit core length is 


g=G/l. (9.62) 
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Figure 9.9 Thermal equivalent circuit of a typical electrical machine 


The conductance G includes the insulation resistance and the contact resistance between the 
insulation and the tooth. The inverse of G, using the symbols presented in Figure 9.10, is 


1 6 1 (i, 1 1 1 0.63) 
G Ahl anhl \A. an] hel  kyhl’ 


where A; is the thermal conductivity of insulation and a; the heat transfer coefficient between 
the insulation and the tooth. The term kj, 


Kin = 1/(6)/Ai + 1/on) (9.64) 


is called the overall heat transfer coefficient. Now, we obtain for the conductance per unit 
length 


g = kuls. (9.65) 
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Figure 9.10 Cut-away drawing of a winding with rectangular conductors in a slot 


The equivalent circuit with lumped constants is presented in Figure 9.11c. The circuit gives 
the temperature rises of points a and b and also the average temperature rise ©, of the winding 
part located in the slots, between points a and b. The total losses Pc, in the slots are supplied 
to the node presenting the average temperature. 

Next, the components of the equivalent circuit Figure 9.11c are determined. First, we 
have to solve the temperature distribution in the circuit with the distributed constants in 
Figure 9.11b, of which a part at distance x from point a (the origin) is presented in 
Figure 9.12. 

In Figure 9.12, at point A at distance x from the origin, the temperature rise is © and the 
x-direction heat flow in copper ®jp,. The heat generated at A is p dx. The heat flow through the 
insulation is © g dx. At point B at distance dx from A, the temperature rise and heat flow are 


0 Orn 0 Pin 


O + dx and @®,+ 
x 








as indicated in Figure 9.12. Now we apply the following rule to node A: the sum of incoming 
heat flows in a node is equal to the sum of leaving heat flows. Thus, we obtain 


IPin 
@y,+ gO dx = pdx+ @pn+ aye 
x 


and after reduction 





IPin 
Ox 


IO 
(e+ ar] 
Ox 


Oa: (9.66) 


The temperature rise of node B 
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Figure 9.11 (a) Simplified presentation of Figure 9.10; (b) its thermal equivalent circuit presented with 
distributed constants; and (c) the circuit presented with lumped constants 


is equal to the temperature difference between nodes B and A plus the temperature rise of 
node A, that is 


00 
O+ — = Pyr dx + O, 
x 


and after reduction 


00 
oe el Dipl. (9.67) 
Ox 
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Figure 9.12 Deriving the differential equation for the heat flow in a winding 


By differentiating Equation (9.66) with respect to x we obtain 


0° Din 00 


Ox? ei 





and substituting Equation (9.67) for d@ /dx 





0° @ 
= reDy = 0. (9.68) 
Ox? 
Equation (9.68) has a solution of the form 
Din = Cyev"s* + Coe v8, (9.69) 


where C, and C> are integration constants. According to Equation (9.66), the temperature is 
1 
Oa (Ci vrgev™ ~ Cy JrgeVe 4 Pp) | (9.70) 
§ 


The integration constants are determined in accordance with two boundary conditions 


4384 Design of Rotating Electrical Machines 


and 


Y= 0, 
Pin = Ptha- 


Substituting the boundary conditions into Equations (9.69) and (9.70), we obtain 





1 
Ci=- (ti he 50, = E ) ’ (9.71) 
2 Vr JT 2 
1 |g p 
C =<. @D a > —A, = ° 9.72 
ZG ( th ; + +) (9.72) 


Substituting these for C; and C2 in Equations (9.69) and (9.70) and simplifying yields 


Py = Pyacosh (./rgx) + O a) sinh (/rgx) — inh (Jrgx), (9.73) 


QO = P| sinh (/rgx) + ©,cosh (/rgx) + ‘ [1 — cosh (/rgx) | (9.74) 


The average temperature is 


Oay = 


a ee 


/ 
1 - sinh(,/r g/) Plea sinh(,/r g/) 
pve r=7{- [cosh(,/rg/) — 1]®i24, ———— ia @,+ c ae |} 
(9.75) 


Taking into account the definitions of p,7r and g, that is Equations (9.60), (9.61) and (9.62), 
we obtain 


Ory 





 G 


inh /RG Poy inh/ RG 
~ (cosh RG - 1) ®na + == On + - (ae). (9.76) 


Now, we can determine the components of the equivalent circuit with lumped constants by 
calculating the temperature rise and heat flow at point b (Figure 9.1 1c) from Equations (9.73) 
and (9.74) and from the equivalent circuit Figure 9.11c. The results have to be identically 
equal. Equations (9.73) and (9.74) yield with x = / 





Dip = Pipacosh(VW RG) + emu] Sinn RG) — asin RG), (9.77) 








RG RG)}. 








(9.78) 





IR 
Oy = Dina ey RG+0 


Heat Transfer 485 


From the equivalent circuit of Figure 9.11c we obtain 


O, = —DinaRo + (Pind — Pina) (Ri + Ro) + Pouko, (9.79) 
Oy = DinvRo + (Gind — Piha) (Ri + Ro) + Pou. (9.80) 


From Equations (9.79) and (9.80) we can solve 


Bin Os (: + we) Sh OR, (9.81) 
R, +R R, +k R, +k 
Oy = DinaRo (2 + rE) + 0, (: + mE) = Be SON (9.82) 
R, +R. R,+ Ro Ri + Ro 


Equation (9.77) yields the same result for ® yp as Equation (9.81) if the coefficients of Dina 
are equal and the coefficients of ©, are equal. In addition, the coefficients of Pc, have to be 
equal. The same thing applies for Equations (9.78) and (9.82) . These conditions yield 





Ro 
1 + ——— = coshv RG, 9.83 
Ri + Ro ( 
Ro R . 
Ro | 2 + ——— ] =,/ =sinhv RG, 9.84 
(2+eo >) yg sinhv (9.84) 
1 G 
——— = ,/—sinhv RG, 9.85 
Ree VR eee 
fy gai RG (9.86) 
So Sin. : 3 
Ri +R. JSRG 
Dividing (9.86) by (9.85) yields 
1 
Ro = G (9.87) 


Substituting (9.87) for Rz in (9.86) yields 


1 ~ RG 
R, = = | —-—— - 1]. (9.88) 
G \ sinh/RG 
The value of R; is negative. Now, Equations (9.83) and (9.84) yield 
[R inh RG R /R 
Ro = pj ee ee — tanh ——_. (9.89) 
G cosh/RG + 1 G 2 


Finally, we have to make sure that we get the average temperature of Equation (9.76) also 
from the equivalent circuit with the resistances (9.87), (9.88) and (9.89): 


Oa = Ro (PDinb — Pina) + R2 Pu. 
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By substituting ®jpp from Equation (9.81) with Ro, R; and R2, we obtain after simplification 


R» ae R» @. +R R» 
OR, +R tha Ri +R a * By ts Re 


1 inh/RG Pex inh./ RG 
i (coshVRG _ 1) Cede Oe i 
G /RG G / RG 


Ow =R Pou 





which is the same as Equation (9.76), that is the analytical solution. 

In the thermal circuit of Figure 9.9, the part of the stator winding that is located in the slots 
is represented by the resistances R,g, Rsg and Ryo and node 7. The node represents the average 
temperature rise, and the resistive losses in the slots are supplied to this node. The resistance 
Ryo 18 calculated from Equation (9.87), Rsg from Equation (9.88) and R,9 from Equation 
(9.89), where R is the thermal resistance of the conductors in the slots and G the conductance 
between the conductors and teeth. 

The end winding can also be represented by the equivalent circuit of Figure 9.11c. In the 
end winding, the highest or lowest temperature is in the middle of the coil overhang, and 
thus the heat flow ®ipq 1s zero if terminal b is connected to the winding in the slots. We can 
now omit the resistance Ro at terminal a. Then, the left-hand-side end winding in Figure 9.9 
can be represented by resistances Ryj9, Rs12, Rs14 and R,;5 and node 5. The resistance R,19 
has the form of Ro in Equation (9.89), Riz is a small negative resistance of the form of R, 
in Equation (9.88) and the sum R,;4 + R,15 has the form of R» in Equation (9.87); that is, 
R314 + Rgt5 18 the resistance from the winding end conductors to the winding end space. The 
resistance R,14 1s the resistance from the conductors to the surface of the winding end and Rg15 
is the convection resistance from the winding end surface to the end winding space. On the 
right-hand side, the winding end is represented in the same way by the resistances R,11, R513, 
Rs;4 and Rs;6 and node 6. Nodes 5 and 6 give the average temperature rises in the winding 
ends, and the resistive losses of the winding ends are supplied to nodes 5 and 6. 

The teeth are represented in Figure 9.9 by the resistances R,4, Rss and Ryo and node 4, where 
the iron losses in the teeth are supplied. The resistance R,4 has the form of Ro in Equation 
(9.89), Rs5 1S a Small negative resistance of the form of R; in Equation (9.88), and Rye is the 
common resistance with the winding. The resistance R in Equations (9.88) and (9.89) is now 
the resistance of the teeth from the tip of the tooth to the root. 

Due to symmetry, heat is flowing in the yoke only in the radial direction. This means that 
the resistance R» in the equivalent circuit of Figure 9.1 1c (the conductance G in Figure 9.1 1b) 
is missing. The equivalent circuit now has the form of Figure 9.13. 


Dina Ro Ro inp 
a b 
Ry 
P 
av 
O 
a = , 


Figure 9.13 Equivalent circuit in a case in which the resistance R> (the inverse of the conductance G) 
of Figure 9.11 is missing (e.g. because of symmetry, the heat flow is only radial) 
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The resistances Ro and R; can be derived in a similar way as in the general case presented 
in Figure 9.11. The result is 
R 
Ro = —, (9.90) 
2 
R 
6 


ki =-—, (9.91) 


where RF is the thermal resistance between points a and b in Figure 9.13 and P is the total loss 
produced in the body. 

The yoke is represented in Figure 9.9 by the resistances R,» and R,3 and node 1. Node 1 
gives the average temperature rise of the yoke, and the iron losses of the yoke are supplied 
to node 1. The resistance R,2 is calculated from Equation (9.90) and the resistance R,3 from 
Equation (9.91). The resistance R is the thermal resistance of the yoke from the slot bottom 
to the outer surface of the yoke. 

The resistance R,; in the equivalent circuit of Figure 9.9 is the convection and radiation 
resistance from the outer surface of the yoke to the surroundings or to the coolant. 

The equivalent circuit in Figure 9.11c was derived for rectangular-shaped conductors, as- 
suming that the temperature is constant in the cross-section of the winding. If we have a 
round wire winding (Figure 9.14), the temperature in a cross-section cannot be assumed to be 
constant. Assuming that heat flows from the winding only into the tooth in Figure 9.14, the 
equivalent circuit has the form of Figure 9.13, which is valid for unidirectional heat flow in 
a body where losses are distributed uniformly over the body. Due to the symmetry, the maxi- 
mum temperature is on the centre line of the slot, and heat does not flow over the centre line. 
We may cancel the right-hand-side Ro resistance in Figure 9.14a, so the equivalent circuit has 
the form of Figure 9.14b. The resistance R; in Figure 9.14b includes the resistance of the slot 
insulation and the contact resistance between the insulation and the tooth. The resistances Ro 
and R, are calculated from Equations (9.90) and (9.91). Their sum R, (Figure 9.14c) is 








Re=RyotRi=s a oe (9.92) 
Se) Se | |! «CO CG 
R, Ro i dts 
—o >, —$§_—_ a —__O 
Ry 
Pou b aan 
(b) (c) 





Figure 9.14 Thermal equivalent circuit of a round wire winding 
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where R is the thermal resistance from the centre line of the slot to the slot insulation, b and 
h, the slot dimensions shown in Figure 9.14, / the stack length and /A,, the average thermal 
conductivity of the winding (Equation 9.59). 

If the winding is a round wire winding, the resistance R,6 in the equivalent circuit of 
Figure 9.9 is 


Ro= ReP RE 


The resistance R,,4 is calculated accordingly in the end windings. 

The equivalent circuit of the rotor in Figure 9.9 is a mirror image of the stator circuit. 
The thermal resistances of the rotor are calculated as the stator resistances but using rotor 
parameters. 


9.3.4 Modelling of Coolant Flow 


The simplest way to model the coolant flow is to assume the coolant temperature to be constant 
and equal to its mean value. That gives adequate results if the temperature rise of the coolant 
is small, as it normally is in totally enclosed fan-cooled (TEFC) motors. If the temperature 
rise of the coolant is high, as in motors having open-circuit cooling, the constant temperature 
approximation alone does not suffice. We can estimate the temperature rise of the coolant 
in different parts of the motor. After solving the thermal network, we know the heat flow 
distribution and we can recalculate the temperature rise of the coolant, correct our estimation, 
and solve the network again to obtain a more accurate result. 

The most accurate way to consider the coolant flow is to handle the heat flow equations 
and the coolant flow equations at the same time. The system equations of thermal networks 
with passive components are linear and the system matrix is symmetrical. This results in the 
property of reciprocity: the temperature rise of any part A per watt in a part B is the same as 
the temperature rise of the part B per watt in the part A. The equations describing the tem- 
perature rises of the coolant in different motor parts are also linear, but they do not have the 
properties of symmetry and reciprocity. This is the reason why the coolant flow cannot be 
modelled by passive thermal components. 

The coolant flow can be modelled by heat-flow-controlled temperature sources in the ther- 
mal network. General circuit analysis programs such as Spice, Saber or Aplac can be used 
to analyse thermal networks with heat-flow-controlled sources. The heat-flow-controlled tem- 
perature source is described by a current-controlled voltage source in the program. If the 
network is small, it can also be solved manually. 


9.3.4.1 Method of Analysis 


Let us examine the cooling of the stator of an open motor (Figure 9.15). The coolant flow g 
enters one of the end winding regions. The losses P.y; absorbed from the end winding and 
the friction losses P,; in the end winding region warm up the coolant. The temperature rise is 


Pewi + Pot 
PCpd 


Oi end = = 2Rq(Pewi + Pot), (9.93) 
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Figure 9.15 Temperature rise of the coolant in an open-circuit machine 


where p is the density and cp the specific heat capacity of the coolant, g the coolant flow and 
the term 


_ 1 
20Cpq 





Rg (9.94) 


R, has the dimension of the thermal resistance [K/W]. It is assumed that the mass flow pg 
does not depend on the temperature of the coolant. 

The temperature rise of node 1 (@,) in Figure 9.15 can be assumed to be the average 
temperature rise in the end winding region. According to Equation (9.93), we get 


= Od 


0; 5 





a Rg(Pew1 a? Po1). (9.95) 


The losses P,, absorbed from the stator yoke warm up the coolant by the amount of 





Pys 
2 end _ OQ end = : (9.96) 
PCpd 


Substituting ©; enq from Equation (9.93) and using the term (9.94) we get 
© end = 2Rq(Pewi 5 Pot) + 2RqPys. (9.97) 


The temperature rise of node 2 (©) in Figure 9.15 is the average temperature rise of the 
coolant over the stator yoke: 


Ot end + Oren 
@, = tee = 2Rq (Powt + Po1) + RqPys: (9.98) 
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Figure 9.16 Interpretation of the coolant as heat-flow-controlled temperature sources ©), © and ©; 


Analogously, we get for node 3: 
O3 —_ 2Rg( Pew! — Pot) + 2RqPys + Rg(Pew2 a P52). (9.99) 


Equations (9.95), (9.98) and (9.99) can be interpreted as heat-flow-controlled temperature 
sources; for instance, for the source 2 there are two controlling heat flows, Pew: + Po: and 
P,;. The thermal network in Figure 9.16 matches Equations (9.95), (9.98) and (9.99). 

The rule for writing the temperature source equations is formulated as follows: 


Rule 1: The temperature source connected between a coolant flow node and earth is equal 
to the sum of two products. The first is 2R, multiplied by the losses absorbed by the coolant 
before the coolant flow node and the second is Rg multiplied by the losses absorbed in the 
coolant flow node under consideration. 


According to Figure 9.15, the temperature rises © and ©; can also be written in the form 


OY n OQ n —@O0 n C) n 
@,=0,+ pee a 2 end Or 2 end 
2 2 2 (9.100) 


= 0, + Rg(Pewt + Poi) + RaPys = O1 + Or, 


0 end —_ OC, end 0 end —_ O> end O3 end 0; end 
O; = Oy + ee Ee =O + 
3 = O 5 5 ° 2 (9.101) 


= @2+ RgPys ss Rg(Pew2 7 Po2) = @2 + O23, 
where the heat-flow-controlled temperature sources are 


O12 = Rg(Pewi + Poi + Pys), (9.102) 
O23 = Rg(Pys + Pew2 + Po2). (9.103) 
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Figure 9.17 Interpretation of the coolant as heat-flow-controlled temperature sources ©, © ;2 and © 3 


The equivalent network satisfying Equations (9.95), (9.100) and (9.101) is shown in 
Figure 9.17. The rule for writing the temperature source equations is now: 


Rule 2: The temperature source between two coolant flow nodes m and n is equal to the 
sum of losses absorbed by the coolant in the nodes m and n multiplied by Rg. 


Example 9.7: Form the coolant flow part of the thermal network for a totally enclosed 
fan-cooled induction motor, in which there is also an inner coolant flow (Figure 9.18). 
The outer and inner coolant flows are g, and g;. The friction losses in the winding end 
regions and in the outer fan are Poi, Po2 and Po3, respectively. The losses transferred 
from the nondrive end winding region and from the stator core to the outer coolant flow 
are P62 and P,3. The losses transferred from the drive end winding region to the ambient 
are P4o. It is assumed that the outer coolant flow does not cool the bearing shield in the 
drive end. The losses from the stator and rotor core to the inner coolant flow are P,5 and 
P,7. The losses from the stator and rotor end windings to the inner coolant flow are Pews6, 


Pewsd, P oye F eoads 











Figure 9.18 TEFC motor with outer and inner coolant cycles 
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Solution: The thermal network of the coolant flow is shown in Figure 9.19. The re- 
sistances R62 and Ryo are the thermal resistances over the bearing shields. The coolant 
flow is modelled according to Rule 2 and Figure 9.17. The heat-flow-controlled sources 
are 


Oo1 = RgoPp3 

O12 = Rgo( Pp3 + Pe2) 

23 = Rgo( Pe2 + Ps3) 

O45 = Rgi(Po2 + Pewra + Pewsa — Pao + Pos) 
O56 = Rgi(Pss + Pot + Pewrs + Pewso — Por) 
O67 = Rgi(Po1 + Pewre + Pewse — Poo + Pr7) 








where 
R. — 1 
= 2PCpo 
1 
Rai — e 
2PCpqi 


Note the correct signs of the heat flows in the equations for @45, O56 and ©67. The heat 
flows Po62 and Pyo have a negative sign because they flow in a direction opposite to the 
other heat flows in nodes 4 and 6 (Figure 9.19). 





Figure 9.19 Thermal network of the coolant flow for the TEFC motor presented in Figure 9.18 


Note also that the equivalent circuit representing the inner coolant flow is not a closed 
loop but an open loop, because a voltage source between nodes 7 and 4 would short-circuit 
the circuit representing the inner coolant flow, and the heat flow would be infinite. If we 
write the heat-flow-controlled temperature source between nodes 7 and 4 according to 
Rule 2, we find that the source is a linear combination of the temperature sources @45, 
©>s56 and ©67. We may use any node of the coolant flow as a starting point; in Figure 9.19, 
node 4 has been chosen. The end point is the last node in the coolant cycle before the cycle 
closes, node 7. 
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Figure 9.20 Thermal circuit of the stator of an open-circuit cooling machine 


9.3.5 Solution of Equivalent Circuit 


Let us examine the solution of an equivalent circuit. To decrease the number of equations, 
only the stator circuit of Figure 9.9 is considered. The example circuit is presented in 
Figure 9.20. There are 11 nodes in the circuit. The line connecting the nodes 9, 10 and 11 
indicates the circulation of the cooling air. 

The nodal point method known from circuit theory is used in solving the circuit. The circuit 
equations written in matrix form are 


Gi2 =49 0 0 0 0 0 0 0 0 0 
=G1.9 Gi2+623 +6210 =G623 0 0 0 0 0 O° = 76 0 
0 —G23 G23 +G34 —G34 0 0 0 0 0 0 0 
0 0 =G3-4 G3.4+ G47 0 0 —G47 0 0 0 0 
0 0 0 0 G53 +G59 0 0 —G5.8 —G5,9 0 0 
0 0 0 0 0 Gog + G61 0 —G68 0 0 mig 14 
0 0 0 —G47 0 0 G47+G7.8 —G7.8 0 0 0 
0 0 0 0 —G5.8 —G63 =G78 G53+Geg+G73 0 0 0 
0 0 0 0 —G59 0 0 0 G59 0 0 
0 —G210 0 0 0 0 0 0 0 G210 0 
l 0 0 0 0 0 =@6 11 0 0 0 0 G6.11 | 
O71 Prey 
Or 0 
03 0 
O4 Pred 
Os Pouw 
el cee Healt gece ths (9.104) 
O7 Pou 
Og 0 
Og — 5,9 
O10 e716 
L O11 l =e Ai 


The conductance G,, ,, refers to the conductance between nodes n and m. For instance, 


1 1 
Gi2 = —, Go3 = ———_. ..... 
iD R; 2,3 Ro +R, 
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On the diagonal of the matrix in (9.104) there is the sum of the conductances, which are 
connected to the node under consideration. Everywhere else, there are the conductances be- 
tween the nodes with a minus sign. For instance, the three conductances G12, G2,3 and G2, 10 
are connected to node 2 and their sum G12 + G23 + G2,19 is on the diagonal. On the same 
row, —G,,2 is in the first column, —G>2,3 in the third column and —G»> j9 in the tenth column. 
Between the other nodes, node 2 does not have a connection, and these elements are zero in 
the matrix. 

Equation (9.104) can be written in short form as 


_[ P |_[fP]_f 
Os) y= ay, Rae (9.105) 


where 


P Fey 
0) 
0) 
[P] = . (9.106) 
Cuw 
P Cuw 


P. Cuu 
0 


Ps 9 
[P.] = | Po10 |. (9.107) 
Po11 


In Equation (9.105) there are eleven unknown temperature rises and three unknown heat 
flows ®59, ®219 and Me; or [P_], thus we need three more equations. These are obtained 
from the temperature rise of the coolant. According to Equations (9.95), (9.98) and (9.99), the 
temperature rises in nodes 9, 10 and 11 are 


Oy = R,(Ps5,9 + Pot), (9.108) 
O10 = 2Rq(Ps.9 + Poi) + RgP2,10, (9.109) 
Oi, = 2Rg(P5,.9 + Por) + 2RgP2,10 + Rg(Po,11 + Po), (9.110) 


where Po; and Pp are the friction losses in the end winding spaces and R, the thermal 
resistance (9.94). In matrix form 


Oy R, 0 0 59 RgPot 
O19 | = 2Rg Rg O}|.- P> 10 + 2RqPo1 ; (9.111) 
Or, 2Rg 2R, Ral | Pou OReP ai REPS 
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or in short 
[O.] = [Re] - [Pe] + [Ool. (9.112) 
The unknown heat flows are solved from Equation (9.112) 
[®.] = [Re]! -[O-] — [Re]-* - [Oo]. (9.113) 


Substituting Equation (9.113) for [®.] in Equation (9.105) we obtain 


P 0 
[G] -[@] = i. ~ ae Gace ce 3 (9.114) 
and further 
0 0 _ | [PI [O] 


from which the solutions for the temperature rises in 11 nodes are obtained 


O- 0 TV)" tal 
— , 11 
= [161+ 19 wel] Life _— 


9.3.6 Cooling Flow Rate 


The required cooling flow rate can be solved from the equation 
Prot = pCpq®, (9.117) 
where P;ot is the sum of losses in the machine, p the density, cp the specific heat capacity of 


the cooling fluid, g the volume flow rate and © the permitted temperature rise of the coolant. 
The required volume flow rate of the coolant is, according to Equation (9.117), 








P. 
q = oa (9.118) 
PCp 
For air p = 1.146kg/m? (35 °C), cp = 1.0 kJ/kg K and 
Prot m° 
q = 0.865 =| (9.119) 
Os 


where P,,¢ 18 given in kW and @ in K. For instance, for 0 + 15K 


m° 
S 
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Appendix B 


Table B.1 = Technical data: DAMID, DAMID PE and DASOL according to IEC 60317-0-1. 


Reproduced by permission of AB Dahréntrad 


Diameter/ 
mm 


Rated 


0.200 
0.212 
0.224 
0.236 
0.250 
0.265 
0.280 
0.300 
0.315 
0.335 
0.355 
0.375 
0.400 
0.425 
0.450 
0.475 
0.500 
0.530 
0.560 
0.600 
0.630 
0.650 
0.670 
0.710 


Grade 1/mm 
Min. Max. outer 
resin diameter 
0.014 0.226 
0.015 0.240 
0.015 0.252 
0.017 0.267 
0.017 0.281 
0.018 0.297 
0.018 0.312 
0.019 0.334 
0.019 0.349 
0.020 0.372 
0.020 0.392 
0.021 0.414 
0.021 0.439 
0.022 0.466 
0.022 0.491 
0.024 0.519 
0.024 0.544 
0.025 0.576 
0.025 0.606 
0.027 0.649 
0.027 0.679 
0.028 0.702 
0.028 0.722 
0.028 0.762 
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Grade 2/mm 
Min. Max. outer 
resin diameter 
0.027 0.239 
0.029 0.254 
0.029 0.266 
0.032 0.283 
0.032 0.297 
0.033 0.314 
0.033 0.329 
0.035 0.352 
0.035 0.367 
0.038 0.391 
0.038 0.411 
0.040 0.434 
0.040 0.459 
0.042 0.488 
0.042 0.513 
0.045 0.541 
0.045 0.566 
0.047 0.600 
0.047 0.630 
0.050 0.674 
0.050 0.704 
0.053 0.729 
0.053 0.749 
0.053 0.789 


Filling/ 
(conductors/cm”) 
Grade 1 Grade 2 
2201 2012 
1996 1784 
1813 1623 
1615 1434 
1455 1303 
1303 1165 
1180 1060 
1059 927 
943 852 
830 752 
748 679 
669 608 
594 544 
528 481 
477 434 
426 391 
387 357 
346 318 
312 289 
or 292 
247 230 
232 215 
219 204 
197 183 
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Length/m/kg 


3354 
2990 
2682 
2419 
2188 
1949 
1750 
1524 
1385 
1224 
1093 
979 
862 
765 
683 
613 
553 
493 
442 
385 
350 
328 
309 
276 


Grade 1 Grade 2 


3247 
2900 
2600 
2354 
2137 
1906 
1713 
1493 
1358 
1200 
1072 
961 
846 
748 
670 
602 
544 
484 
435 
379 
345 
324 
305 
273 
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Table B.1 = (Continued) 


Diameter/ 
mm 


Rated 


0.750 
0.800 
0.850 
0.900 
0.950 
1000 
1060 
1120 
1180 
1250 
1320 
1400 
1500 
1600 
1700 
1800 
1900 
2000 
2120 
2240 
2360 
2500 
2650 
2800 
3000 
3150 
3350 
3550 
3750 
4000 
4250 
4500 
4750 
5000 


Grade 1/mm 
Min. Max. outer 
resin diameter 
0.030 0.805 
0.030 0.855 
0.032 0.909 
0.032 0.959 
0.034 1012 
0.034 1062 
0.034 1124 
0.034 1184 
0.035 1246 
0.035 1316 
0.036 1388 
0.036 1468 
0.038 1570 
0.038 1670 
0.039 1772 
0.039 1872 
0.040 1974 
0.040 2074 
0.041 2196 
0.041 2316 
0.042 2438 
0.042 2578 
0.043 2730 
0.043 2880 
0.045 3083 
0.045 3233 
0.046 3435 
0.046 3635 
0.047 3838 
0.047 4088 
0.049 4341 
0.049 4591 
0.050 4843 
0.050 5093 


Grade 2/mm 
Min. Max. outer 
resin diameter 
0.056 0.834 
0.065 0.884 
0.060 0.939 
0.060 0.989 
0.063 1044 
0.063 1094 
0.065 1157 
0.065 1217 
0.067 1279 
0.067 1349 
0.069 1422 
0.069 1502 
0.071 1606 
0.071 1706 
0.073 1809 
0.073 1909 
0.075 2012 
0.075 2AM 
0.077 2235 
0.077 2355 
0.079 2478 
0.079 2618 
0.081 DIGL 
0.081 2922 
0.084 3126 
0.084 3276 
0.086 3479 
0.086 3679 
0.089 3883 
0.089 4133 
0.092 4387 
0.092 4637 
0.094 4891 
0.094 5141 
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Filling/ 
(conductors/cm”) 
Grade 1 Grade 2 
176 164 
155 146 
137 128 
124 116 
110 104 
100 95 
89 84 
80 76 
13 69 
65 62 
59 56 
52 50 
45 43 
40 38 
36 34 
32 30 
29 21 
26 aD 
23 22 
20 19 
19 18 
16 16 
15 14 
13 13 
11 11 
10 10 
9 9 
8 8 
t 7 
6 6 
5 5 
5 5 
4 4 
4 4 


Grade 1 


247 
218 
193 
172 
154 
140 
124 
111 
100 
90 
80 
72 
62 


Length/m/kg 


Grade 2 


244 
215 
19] 
170 
153 
138 
123 
110 
100 
89 
80 
71 
62 
54 
48 
43 
39 
35 
31 
28 
25 
22 
20 
18 
16 
14 
13 
112 
10.0 
8.8 
7.8 
7.0 
6.3 
a. 


Index 


Absolute overlap ratio, 420 
Absorptivity, 466, 468 
AC-to-DC rectification, 404 
Admittance, 389 
Ageing 
electrical, 444 
thermal, 443 
Ageing of insulation, 442 
Aho, T., 147 
Air gap, 15, 159, 164, 297, 430 
length 
equivalent air-gap, 476 
length, 474, 476 
effective air-gap, 169 
Air-gap diameter, 301 
Air-gap flux, 16, 225 
Air-gap flux density, 91, 282 
Air-gap flux distribution, 145 
Air-gap flux linkage, 360 
Air-cooled machine, 295 
AINiCo magnet, 200, 201. See also 
permanent magnet 
Amide-imide, 435 
Amorphousity, 435 
Ampere’s law, 3, 5, 58, 153, 156, 
205, 256, 366, 367 
Anisotropic, 6, 190, 202 
Anisotropy, 204 
Aplac (circuit analysis), 488 
Apparent power, 281, 285, 
418 
Aramid fibre, 434 
Aramid paper, 431 
Arkkio’s method, 34 
Armature current, 287, 308, 404 


Armature reaction, 47, 145, 153, 166, 298, 
303, 358, 371, 409. See also armature 
current linkage 

Armature yoke, 15 

Arrhenius equation, 443 

Asynchronous generator, 352 

Asynchronous machine, 170, 177, 283, 358 

Auinger, H., 351 


Balancing connector, 140. See also equalizer 
bar 
Barkhausen jump, 185. See also magnetic 
material 
Barkhausen noise, 185. See also magnetic 
material 
Base value, 40 
Becker, K. M., 474 
BH curve, 16, 159, 175, 186 
Black body, 467 
Bloch wall, 183 
Boundary layer, 470 
concentration, 470 
thermal, 470, 472 
velocity, 470, 472 
Braided conductor, 151 
Breakdown strength, 444 
Breakdown voltage, 429, 440 
Breakthrough field strength, 440 
Brush, 48, 128, 137, 394, 404, 409, 459 
Brush rocker, 412 
Brushless synchronous generator, 396 


Capacitance, 357 
electric, 477 
of insulation, 443 
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Capacitive load, 373 
Capacitor, 370, 451 
Carter factor, 160, 369 
Carter, RF W., 160 
Characteristic length of surface, 471 
Circulating current, 261 
Clearance in air, 429 
Coenergy, 29, 31, 416 
Coercive force, 5, 202 
Coercivity, 187, 189, 200 
Coil, 50, 370, 382 
Coil group, 50, 109 
Coil span, 54, 73, 229, 247, 405 
average, 256 
Coil turn, 306 
Commutating pole, 146, 283, 405, 446 
Commutation, 411, 413 
Commutation period, 411 
Commutator, 394, 404, 405 
Commutator machine, 47, 122, 127, 193 
Comparative Tracking Index (CTT), 430 
Condition monitoring, 449 
Conductance 
electric, 476 
thermal, 476, 479 
Conduction, 462, 463 
Conductivity, 6, 255, 429 
electric, 465 
thermal, 463, 471, 477, 480 
Conductor height, 258, 262 
critical, 265 
reduced, 259, 264 
Conductor transposition, 266 
Conservation of charge, 2 
Contact heat transfer coefficient, 475 
Continuous running duty, 346 
Continuous-operation periodic duty, 347 
with electric braking, 348 
with related load/speed changes, 348 
Convection, 462, 470 
heat transfer coefficient, 471 
Coolant, 487 
flow rate, 495 
Cooling, 189, 282, 462 
open-circuit, 492 
Cooling flow rate, 495 


Index 


Corona protection, 447 
Couette Reynolds number, 461 
Coulomb’s condition, 9 
Coulomb’s Virtual Work method, 32 
Counterrotating field, 362, 386, 387 
Creepage current, 430, 432, 444 
Creepage distance, 430, 444, 449 
Critical angular speed, 296 
Critical conductor height, 266 
Cross-linking agent, 436 
Crystallinity, 435 
Curie temperature, 204 
Current density, 1, 256, 271, 293, 308, 412, 
465 
armature linear, 145 
linear, 316, 388 
linear, 23, 143, 293, 326 
Current linkage, 5, 153, 158, 180, 209 
armature, 47, 145, 409 
asynchronous machine, 315 
cage winding, 320 
commutator armature, 144 
commutator winding, 142 
cosinusoidal distribution, 52 
direct component, 144 
harmonic stator, 366 
pole winding, 312 
quadrature component, 144 
rotor bar, 325 
salient-pole winding, 51 
sinusoidal, 301 
slot winding, 81 
stator, 360 
symmetrical three-phase, 359 
three-phase winding, 58 
Current linkage harmonic, 315 
Current ripple, 425 


Dacron®, 431 

Damper bar, 362 

Damping, 361 

Davidson, R., 414 

DC link, 426 

DC machine, 15, 156, 283 
Demagnetization curve, 207 
Density, 464 


Index 


Depth of penetration, 258 

Dielectric loss, 450 

Dielectric loss factor, 450 

Dielectric strength, 429, 432, 440 

Diolen®, 431 

Dip and bake method, 447 

Direct-on-line (DOL), 400 

Dirichlet’s boundary condition, 11, 12, 21 

Displacement current, 5 

Dissipation power, 47, 194, 312 

Distribution factor, 66, 90 

Double-salient reluctance machine, 50, 157, 
291, 413, 414 

Double-salient reluctance motor, 420 

Drain, 6 

Duty cycle, 281, 347 

Duty type, 346 


Eddy current, 3, 10, 147, 187, 275, 
362 
Effective torque zone, 420 
Efficiency, 307, 312, 343, 421, 427 
of totally enclosed four-pole induction 
motors, 352 
Efficiency class, 352 
Electric capacitance, 477 
Electric charge, 10, 477 
Electric charge density, 1 
Electric field density, 438 
Electrical stress, 440 
Electromotive force (emf), 16, 43, 63, 153, 
250, 285, 302, 322, 377 
stator, 376 
Emissivity, 468 
relative, 467 
EN 10106, standard, 192 
Enclosure class, 281, 343, 346 
Energy conversion, 225 
Energy conversion loop, 418 
Energy conversion ratio, 419 
Energy density, 28, 185 
Energy product, 202, 204, 205 
Epoxy resin, 437, 448 
Equalizer bar, 140. See also balancing 
connector 
Equivalent air-gap length, 476 
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Equivalent circuit, 363 
of a three-phase asynchronous motor, 335 
of a conductor, 274 
of a slot, 275 
of a synchronous machine, 363 
of an asynchronous machine, 327 
of an end winding, 486 
of an insulation construction, 451 
of capacitor motor main and auxiliary 
windings, 356 
of transients, 364 
thermal, 476 
Ester-imide, 435 
Euler’s number, 326. See also Napier’s 
constant 
Excitation, 394 
brushless, 395 


Fanning friction coefficient, 472 
Faraday’s induction law, 3, 63, 168, 230, 
257, 303. See also induction law 
FEP fluoropolymer, 436 
Ferraris rotor, 147 
Ferrite magnet, 201. See also permanent 
magnet 
Ferromagnetic metal, 187 
Fibre insulator, 454 
Field 
electric, 1, 3, 429 
magnetic, 1, 47, 226 
Field diagram, 24, 161, 165 
orthogonal, 18, 19, 20, 21, 164, 171, 427 
Field Effect Transistor (FET), 423 
Field strength, 309, 310, 311, 366 
air-gap, 317 
effective, 441 
electric, 1, 10, 432, 438 
magnetic, 1, 3, 153, 256, 286 
tangential, 367 
Field winding current, 370, 394 
Finite Element Analysis (FEA), 365 
Flange mounting, 343 
Fluoropolymer, 436 
Flux 
electric, 3 
magnetic, 3, 154, 421 
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Flux barrier, 401 
Flux density, 15, 163, 283, 294 
air-gap, 302 
air-gap magnetic, 51 
apparent, 174 
electric, 1, 6 
magnetic, 1, 153, 159, 165, 275, 318, 360 
remanence, 187 
saturation, 187 
Flux density distribution, 63 
sinusoidal, 301 
Flux diagram, 18, 158 
Flux guide, 401 
Flux leakage, 225, 361 
air-gap, 229, 230 
Flux linkage, 4, 168 
air-gap, 169, 225, 285, 303 
Flux tube, 17 
Fourier’s law, 463 
Friction coefficient, 472 
Fundamental component 
of stator current linkage, 367 
Fundamental harmonic 
of linear current density, 316 
Fundamental wave, 315 


Galvanic contact, 431 
Gardiner, S., 474 
Gauss’s law, 3, 7 
Generator 

asynchronous machine, 351 
Generator logic, 43, 376, 382 
Geometrical factor, 474 
Gliding discharge voltage limit, 444 
Goss texture, 191 


Haataja, J., 352 
Haefely Trench Tettex partial discharge 
measurement unit, 452 
Hamata, V., 163 
Hard chopping, 425 
Harmonic factor, 389, 390 
Heat 
capacity, 477 
contact heat transfer coefficient, 475 


Index 


diffusion, 457 
flow, 483 
flow density, 467, 472, 476 
flow rate, 463 
heat-flow-controlled temperature source, 
488, 490, 491 
quantity of heat, 476 
specific heat capacity, 471, 477 
transfer, 457 
transfer area, 463 
transfer coefficient, 468, 472, 474 
transfer properties, 464 
Heck, C., 189 
Heikkila, T., 399 
Heller, B., 163 
Hot pre-wedging, 448 
Hot-spot allowance, 442 
Huppunen, J., 147 
Hysteresis loop, 189 


IC class, 346 

IEC 600112, 430 

IEC 60034, 441 

IEC 60034-1, 315, 432 

IEC 60034-4, 383 

IEC 60034-5, 346 

IEC 60034-6, 346 

IEC 60034-7, 343 

IEC 60034-8, 343 

IEC 60050-411, 47 

IEC 60085, 432 

IEC code, 344 

Impedance, 366 
AC, 271, 272 
cage winding, 320 
characteristic, 453 
measuring, 451 
negative-sequence, 353 
phase, 321, 322 
positive-sequence, 353 
rated, 40 
rotor, 320, 368 
synchronous, 385 

Impregnating resin, 431, 439 

Impregnating varnish, 431, 436, 437 


Index 


Impulse voltage, 442 
Inception voltage, 440 
Indifference point, 24 
Inductance, 4, 168, 278. See also leakage 
inductance 
air-gap, 230 
direct-axis subtransient, 365 
direct-axis synchronous, 360, 397 
direct-axis transient, 364 
leakage, 216, 227, 359 
magnetizing, 154, 221, 252, 285, 387 
mutual, 36, 217, 226 
phase, 321 
qudrature-axis subtransient, 365 
saturating reluctance machine, 417 
self-inductance, 36, 216, 226 
skew, 252 
stator, 359 
stator magnetizing, 336 
subtransient, 362 
synchronous, 361 
transient, 225, 363 
winding, 226 
Inductance ratio, 400, 402 
Induction law, 3. See also Faraday’s 
induction law 
Induction motor, 15, 288, 302 
Inductive load, 373 
Insulated-Gate Bipolar (IGB) transistor, 
423 
Insulating film, 432 
Insulating foil, 433 
Insulating material, 429 
Insulating resin, 429 
Insulating strength, 429 
Insulating varnish, 439 
Insulation, 429, 457 
conductor, 431, 435 
groundwall, 431 
lifetime, 458 
phase coil, 434 
phase-to-phase, 431 
pole winding, 431 
Slot, 431, 434 
Insulation capacity, 449 
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Insulation coordination, 430 

Insulation distance, 429 

Insulation resistance, 449 

Insulator, 429 

Intermittent periodic duty, 347 
with electric braking, 347 
with starting, 347 

IP class, 462 

Isotropic, 6, 202 


Kapton polyimide, 435 
Kapton®, 431 

Kaye, J., 474 

Key fitting, 220 
Key-closed slot, 446 
Kirchhoff’s 1° law, 321 
Kupfmiiller, K., 259 
Kurronen, P., 399 


Law of energy conversion, 26 
Lawrenson, P.J., 291 
Leakage factor, 207, 232, 233, 389, 390 
Leakage flux, 225, 227, 256 
end winding, 227 
pole, 227 
slot, 225, 227 
tooth tip, 227 
Leakage inductance, 267, 322, 349. See also 
inductance 
air-gap, 230 
end winding, 230, 246 
Skew, 230 
slot, 230, 234, 247 
tooth tip, 230, 245 
Lenz’s law, 276 
Levi, E., 249 
Lindstr6m-Dahlander connection, 
126 
Linear polymer, 436 
Liner 
slot insulation, 445 
Lipo, T. A., 259, 460 
Litz wire, 266 
Load angle, 402, 403 
Load angle equation, 375 
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Loadability, 426 
electrical, 293 
magnetic, 294 
mechanical, 291 
Lorentz force, 1, 320, 405, 441 
Lorentz force equation, 318 
Lorentz law, 68 
Loss 
additional, 458, 460 
bearing, 460, 462 
copper, 458 
dielectric, 430, 432, 449, 451 
eddy current, 193, 197, 261, 297 
electromagnetic, 460 
end winding, 426 
friction, 313, 327, 328, 346, 461, 476, 488 
hysteresis, 193, 194, 423 
iron, 192, 294, 307, 311, 327, 401, 458, 
476 
mechanical, 458, 460 
resistive, 255, 293, 308, 313, 327, 343, 
354, 458, 476, 479, 486 
surface, 199 
ventilator, 462 
windage, 313, 328, 461, 462, 476 
Loss angle, 451 


Magnetic circuit, 153, 226, 283, 312, 327, 
358, 375, 404, 430 

Magnetic energy, 185, 194, 235 
Magnetic equipotential surface, 18 
Magnetic force, 28 
Magnetic material, 183 
Magnetic potential difference, 154, 305 
Magnetic voltage, 156, 250, 309, 311 
Magnetizing, 312 
Magnetizing current method, 34 
Magnetizing inductance, 349 

direct, 359 

quadrature, 359 
Magnetomotive force (mmf), 159 
Main dimension, 282, 302 
Mass density of fluid, 474 
Mass flow rate, 472 
Mass transfer coefficient, 471 
Matsch, L. D., 355 


Index 


Maxwell 
displacement current, 5 
equation, 1, 2 
stress tensor, 33 
Maxwell, J. C., 5 
Mechanical strength 
insulation, 431 
Mechanical stress, 291, 440 
Mica, 429, 431 
Mica insulator, 433 
Mica paper, 432 
Mica tape, 448 
Miller, T. J. E., 472 
Monomer, 436 
Moody diagram, 472 
Moody friction factor, 472 
Moody, L. F., 472 
Morgan, J. D., 355 
Motor logic, 43, 376, 379 
Motor supply cable, 453 
Mylar polyester, 434 
Mylar®, 431 


Napier’s constant, 326. See also Euler’s 
number 

NdFeB magnet, 399. See also permanent 
magnet 

Neodymium iron boron magnet, 397. See 
also NdFeB magnet, permanent 
magnet 

Neodymium magnet, 202. See also 
permanent magnet 

Nerg, J., 33 

Neumann’s boundary condition, 11, 12 

Newton’s law of cooling, 472 

Niemela, M., 349 

No-load curve, 384 

Nomex®, 434 

Nonsalient pole machine, 15, 169, 358, 362 

Nonsalient pole synchronous machine, 159, 
283, 308 

Normal system, 97 

Nusselt number, 471, 474 


Ohm’s law, 255 
Open-circuit cooling, 488, 492 


Index 


Overexcitation, 370 
Overhang, 445 


Partial discharge, 429, 443, 447, 450 
Partial discharge measurement, 451, 452 
Partial discharge strength, 431 
Paschen curve, 429, 430 
Paschen law, 429 
Per unit value, 40 
Permanent magnet, 153, 183, 200, 285, 
312, 358 
Permanent magnet excitation, 395 
Permanent magnet machine, 154, 395, 397 
Permanent magnet synchronous generator, 
302 
Permanent magnet synchronous machine, 
303 
Permanent magnet synchronous machine 
(PMSM), 358 
Permeability, 6, 191, 235, 256 
Permeance, 4, 18, 161, 166 
magnetic, 38, 235 
magnetic circuit, 336 
mutual, 37 
Permeance factor, 235, 369, 392 
slot, 237, 238 
Permeance harmonics, 193 
Permittivity, 6, 429 
Phase voltage, 360 
Phasor diagram, 372 
current, 321 
of a nonsalient pole synchronous 
generator, 378 
of a nonsalient pole synchronous motor, 
380 
of a steady-state short-circuit nonsalient 
pole generator, 385 
of a steady-state, salient-pole generator, 
374 
of a synchronous generator, 378 
of a synchronous reluctance machine, 402 
of currents in a conductor, 271 
of subconductor currents, 279 
Phasor diagram of a capacitor 
of a capacitor motor, 357 
Pitch factor, 66, 90, 322 
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Poisson’s ratio, 291 
Polarization, 10 
Polarization curve, 207 
Pole body, 15, 50, 164, 177 
Pole shoe, 15, 165, 199, 362, 380, 388, 404 
Pole-Amplitude-Modulation (PAM), 127 
Polyamide-imide, 435 
Polyester film, 431, 434 
Polyester resin, 431, 437 
Polyether-etherketone (PEEK), 436 
Polyethyleneterephthalate (PETP), 434 
Polyimide film, 431, 434 
Poly-phase induction machine, 155 
Position sensorless control, 425 
Power balance 
of an induction motor, 458 
Power factor, 281, 283, 287, 302, 307, 350, 
402 
of totally enclosed induction motors, 351 
synchronous reluctance machine, 403 
Poynting’s vector, 369 
Prandtl number, 471 
Protective paint, 431 
PTFE fluoropolymer, 436 
Pull-out torque, 348 


Radial flux electrical machine, 473 
Radiation, 462, 466 
electromagnetic, 466 
heat transfer coefficient, 469 
Rao, K., 474 
Rated output power, 313 
Reactance, 41, 226 
magnetizing, 42, 353, 361 
RECo magnet, 202. See also permanent 
magnet 
Reduced contactor height, 258 
Reduced system, 97 
Reflection factor, 454 
Reflectivity, 466 
Relative value, 41 
Reluctance, 4, 154, 304 
Reluctivity, 11 
Remanence, 352 
Remanence flux density, 154 
Resin Rich (RR) method, 448 
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Resistance, 25, 255, 321, 322 
AC, 259, 458 
DC, 259, 333, 460 
DC, field winding, 365 
electric, 476 
junction thermal resistance, 475 
phase, 323 
thermal, 477 
thermal resistance of convection, 472 
thermal resistance of radiation, 468 
winding, 458 
Resistance factor, 259, 260, 264 
Resistivity, 188, 197, 269, 464 
Reynolds number, 471 
critical, 471 
tip, 462 
Richter, R., 199, 237, 238, 259, 370 
RMS value, 283, 285, 303 
Roebel bar, 151, 266, 267 
Rotating-field machine, 182 
Rotor bar, 334 
Rotor field winding current, 358 
Rotor stack, 475 
Rotor teeth, 181, 304 
Rotor yoke, 15, 154, 177, 181, 283, 311 


Saari, J., 461 

Saber (circuit analysis), 488 

Sabersky, R., 474 

Saliency, 154, 387 

Salient-pole machine, 14, 358, 362 

Salient-pole synchronous machine, 156, 
283, 359 

Salminen, P., 399 

Sankey diagram, 459 

Sastri, V., 474 

Saturation, 147, 179, 238, 304, 416, 
427 

Saturation factor, 305 

Saturation magnetization, 185 

Saturation polarization, 185 

Schering bridge, 451 

Schuisky, W., 387, 389, 462 

Shaded-pole motor, 358 

Shearing stress, 441 

Short-time duty, 347 
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Short-circuit ring, 220, 249, 322, 323, 358, 
362, 461 
Short pitching, 73 
Silicone resin, 431 
Skewing, 220, 228, 339, 362 
Skewing factor, 66, 250, 322 
Skin effect, 3, 151, 225, 256, 266, 267, 271, 
334 
stator winding, 287 
Skin effect factor, 458 
Slip, 147, 193, 243, 322, 328, 386 
fundamental, 368 
Slip ring, 48, 147, 394 
Slip-ring machine, 329 
Slot, 237, 334, 404, 479 
Slot angle, 53, 250 
Slot closer, 431 
Slot filling, 448 
Slot key, 445 
Slot number 
cage winding, 340 
Slot pitch, 53, 158, 252, 285, 302, 377 
rotor, 362 
stator, 340 
Slot separator, 445 
Solid rotor, 295, 298 
Solid-rotor construction, 366 
Solution of a thermal equivalent circuit, 
493 
nodal point method, 493 
Solvent, 436 
Source, 6 
Source current, 10 
Space factor, 308 
Sparking, 444 
Specific heat capacity, 464 
Spice (circuit analysis), 488 
Squirrel cage induction motor, 323, 
475 
Squirrel cage rotor, 48 
Stack, 219. See also stator stack 
Stamping, 348 
Stator slot, 158, 164, 282, 447 
Stator slot insulation, 445 
Stator stack, 250, 256, 282, 447, 475 
Stator teeth, 181, 309 


Index 


Stator yoke, 154, 177, 181, 283, 309, 311, 
489 
Stefan-Boltzmann constant, 467 
Stefan-Boltzmann equation, 467 
Stoke’s theorem, 12 
Stoll, R., 259 
Stress tensor, 33 
Stroke angle, 420 
Subconductor, 259, 260, 261 
Surahammars Bruk, 192, 195 
Surge (impulse) wave, 453 
Surge comparison testing, 449 
Switched reluctance (SR) machine, 15 
Switched reluctance machine (SR machine), 
414, 415 
Switching overvoltage, 441 
Symmetry condition, 99 
Synchronous inductance 
direct-axis, 363. See also Inductance 
quadrature-axis, 363. See also 
Inductance 
Synchronous machine, 15, 358 
permanent magnet, 358 
separately excited, 358 
Synchronous reluctance machine, 154, 
155 
Synchronous reluctance machine (SyRM), 
358, 400 


Tangential stress, 23, 33, 283, 284, 301. 
See also Maxwell 

tanéd curve, 450 

tand measurement, 442, 449, 451 

tand measurement circuit, 451 

tand value, 450 

Taylor number, 474 

modified, 474 

Taylor vortex flow, 474. See also 
Taylor-Couette flow 

Taylor-Couette flow, 474 

Teeth, 128, 486 

Teflon, 436 

Temperature gradient, 463 

Temperature index, 442 

Temperature rise, 291, 312, 320, 347, 442, 
457, 481 
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Temperature rise allowance, 442 
Tensile strength, 440 
Terminal voltage, 330, 352, 377 
fundamental, 303 
stator, 376 
Terylene®, 431 
Thermal class, 442, 458 
Thermal conductivity, 463 
Thermal equilibrium, 348 
Thermal equivalent circuit 
of a winding, 479 
of an electrical machine, 479 
solution of, 493 
Thermal network, 488 
of coolant flow, 490 
Thermal resistance, 282, 293, 431, 434, 442, 
443, 465 
of convection, 472 
of junction, 475 
of radiation, 468 
per unit length, 477 
Thermal stress, 440, 443 
Thermoplastic, 431, 435 
Time constant, 365 
Time-harmonic field strength vector 
amplitude, 367 
Tooth, 15, 173, 283 
Torque, 1, 30, 34, 50, 157, 284, 301, 312, 
319, 476 
asynchronous, 387 
braking, 399 
cogging, 399 
drag, 461 
electromagnetic, 329, 416 
pull-out, 330, 399, 402 
reluctance, 361, 376 
SR machine, 415 
starting, 147, 331, 386, 388, 391 
synchronous, 338 
Torque coefficient, 461 
Torque production, 34, 147, 156, 171, 284, 
303, 402. See also torque. 
asynchronous machine, 315 
Torque ripple, 425 
Totally enclosed fan-cooled induction motor 
(TEFC), 491 
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Track resistance, 430, 438 
Transmissivity, 466 
Trickle Impregnation, 447 


Underexcitation, 370 


V curve, 394 


Vacuum Pressure Impregnation (VPI), 440, 


447 
Varnish 
alkyd-based, 437 
oil-based, 436 
polyester, 437 
polyester-based, 437 
surface, 438 
Ventilating duct, 171, 172 
Virtual work, 25, 159 
Viscosity 
dynamic, 461, 471 
kinematic, 471 
Vogt, K., 259 
Voltage phasor diagram, 63, 80 
Voltage strength, 430, 431, 444, 449 


Weibull exponential distribution, 444 
Weiss domain, 183 
White body, 467 
Wiart, A., 296 
winding 
random-wound, 446 
Winding 
armature, 47, 127, 153, 273, 302, 309, 
362, 396, 404, 405 
base, 102, 182 


cage, 148, 232, 308, 309, 321, 362, 369, 


386 
cage, asymmetric, 388 
chorded. See also short-pitch winding 
coil, 228 
commutating, 47 
commutating pole, 404, 410 
commutator, 48, 122, 128, 129 
compensating, 47, 145, 405, 409, 410 
concentrated, 446 
concentrated pole, 14 
concentric, 54, 92 
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Dahlander, 127 
damper, 150, 362, 366, 386 
diamond, 54, 71, 73, 92. See also lap 
winding 
double-layer, 98, 137, 239 
double-layer fractional slot, 106 
drum armature, 137 
end, 228, 264, 486 
excitation, 312 
field, 14, 47, 153, 396, 404, 405, 446 
fractional slot, 55, 72, 92, 93, 182, 393 
frog-leg, 138 
full-pitch, 66, 73, 74, 228, 338, 405 
integral slot, 55, 72, 93, 182 
integral slot stator, 340 
lap, 129, 131, 132, 136. See also diamond 
winding 
magnetizing, 15, 23, 47, 153, 170, 308, 
343 
phase, 48, 54, 285, 303, 306, 360 
pole, 446 
poly-phase, 84, 154, 301 
poly-phase slot, 54 
rotating-field, 47 
rotor, 248 
salient-pole, 48 
short-pitch. See also chorded winding 
short-pitched double-layer, 338 
shunt, 404 
single-layer, 98 
single-layer fractional slot, 106 
single-layer stator, 71 
slot, 48, 179, 228, 255, 301, 308, 366 
stator, 154, 232, 248, 353, 360, 366, 421, 
486 
two-plane, 53 
wave, 137. See also commutator winding 
Winding current, 10, 226 
Winding factor, 4, 63, 77, 301, 302, 389 
distribution, 61 
of a salient-pole field winding, 366 
Wound rotor, 48 


Yoke, 404 


Zones of windings, 98 


